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MONDAY, SEPTEMBER 28, 1959 
U.S. Senate, 


SUBCOMMITTEE ON ANTITRUST AND 
Monopo.y OF THE COMMITTEE ON THE JUDICIARY, 
Knoaville, Tenn. 

The subcommittee met, pursuant to notice, at 10 a.m., in room C, 
New Sprankle Building, 510 Union Avenue, Knoxville, Tenn. Sena- 
tor Estes Kefauver, presiding. 

Present : Senator Kefauver (chairman). 

Also present : Senator Oren Long, of Hawaii. 

Paul Rand Dixon, counsel and staff director; Theodore T. Peck, 
special counsel for minority; Horace L. Flurry, assistant counsel; Ed 
Dupree, attorney ; and Car] L. Fry, special economist. 

Senator Keravuver. The committee will come to order. 

First let me say that it is a great pleasure to have Senator Oren 
Long, the distinguished Senator from Hawaii, with us today. Sena- 
tor Long has spent a great deal of time in Knoxville—he married a 
Knoxville girl—and we feel that he is as much a citizen of Tennessee 
as he is of the new and beautiful State of Hawaii. While he is not a 
member of this committee, we want Senator Long to participate and 
to question the witnesses, because he is very interested in the problem 
that we are investigating. 

The other members of this committee are Senator Hennings, of 
Missouri, who is holding juvenile delinquency hearings in New York; 
Senator O’Mahoney, who unfortunately is confined in the Naval Hos- 
pital in Washington; Senator Carroll, Senator Hart—we hope Sena- 
tor Hart may be with us at some time during the hearing—Senator 
Langer, Senator Dirksen, and Senator Wiley. 

This hearing comes at a time when it is very difficult for some of 
the Members of the Senate to be here, but we hope that one or two 
of them may come. 

The chief counsel for our subcommittee is Mr. Rand Dixon. Mr. 
. Horace Flurry is assistant counsel, and Mr. Ed Dupree is a subcom- 

mittee attorney. Mr. Theodore Peck, representing the minority, is a 
very able lawyer, and is especially assigned to Senator Dirksen. Mr. 
Charles Caldwell, my administrative assistant, is present also, as is 
Miss Jowanda Shelton of my Washington staff. 

In the hearings of the Antitrust and Monopoly Subcommittee of 
the Senate Committee on the Judiciary starting here today, we will 
be exploring the field of identity of bids received from various sup- 
pliers by the Tennessee Valley Authority on electrical and other prod- 
ucts purchased from time to time in its operations. We also expect 
to hear representatives of the utility boards or departments of several 
of our cities on their experiences with identical bidding on electrical 
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products purchased by those municipalities. The municipal boards 
and departments represented will be the Electric Power Board of 
Chattanooga, Memphis Light, Gas, & Water Department, Knoxville 
—-. Board, Nashville Electric Service, and the city of Hopkins- 
ville, Ky. 

It will be our pleasure to have with us from time to time during the 
3 days of hearings officials of these cities. Today we will discuss the 
identical prices received by TVA in its procurement of materials. We 
are pleased to have with us this morning Mr. Paul Fahey, director, 
Division of Materials of TVA. 

I also want to express our appreciation for the presence of an old 
and fine colleague from the House of Representatives, Mr. Brooks 
Hays, who is a member of the Board of Directors of the TVA. 
Mr. Charles McCarthy, the General Counsel, has greeted us also, as 
has Mr. Marquis, the solicitor. 

Before proceeding with the presentation of material of the TVA, 
I wish to state the nature of this field of study by the subcommittee 
and some of the background. 

Under the resolution of the Senate empowering this subcommittee, 
it is its responsibility to make continuing studies and investigations to 
determine the adequacy of our existing antitrust laws to assure to the 
people the benefits of free and open competition, the need for any new 
antitrust legislation, and whether the existing laws are being properly 
enforced. 

That ae make such continuing studies is consistent with the 
principles of our free enterprise way of economic life. It has been 
traditional in our country that the people are best served through 
private businesses freely competing among themselves for the patron- 
age of customers. Regulation of private business by Government, ex- 
cept under war conditions, is abhorrent to most of us. At the same 
time, the people are best served only so long as competition among 
private businesses is free of undue restraints and monopolization. 
The purpose of the antitrust laws is not the regulation of business but 
merely to prohibit such undue restraints and monopolization. Those 
laws, if effective, prevent the necessity for governmental regulation 
of business by discouraging the regimentation and monopolization of 
private business within its own ranks. When such regimentation or 
monopoly is a public necessity, such as in the public utility field, we 
have historically recognized that necessity. In those instances we have 
undertaken to protect the public in some degree by governmental 
regulation since full competition is not feasible or possible. 

I am a thorough believer in our free enterprise system. Yet, it 
cannot prosper in the public interest if we do not see that free competi- 
tion remains the keynote of the system. The most basic form of that 
competition is price competition. The sufficiency of our antitrust 
laws to guarantee to consumers healthy price competition has been 
a problem of major concern to this subcommittee during the past three 
sessions of Congress. 

All consumers are made aware of present-day high prices and high 
cost of living in their daily purchases. Those of us in government 
at all levels een the small city to the Federal Government are con- 
scious of the added cost of government due to high prices. They 
are reflected in the necessity for high taxes necessary to meet mounting 
costs of government at all levels and ever-increasing public debts. 
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We have heard a great deal about Mr. Khrushchev in the last 2 or 
3 weeks. He has been boasting repeatedly that the Communist sys- 
tem is superior to the capitalistic system. It is my opinion that Mr. 
Khrushchev underestimates the American system. Ours is a free, 
competitive—or supposed to be a free, competitive—enterprise sys- 
tem. That is one where capital is furnished voluntarily by the people 
and by the Government. 

If we can make this system work as it should, we have nothing to 
fear from the communistic or collectivist system. But I think to 
make our system work requires an overriding appreciation of the pub- 
lic interest. Excessive demands by management in the form of 
profits or by labor in the form of excessive wages are not in the public 
interest. 

Unfortunately, we have increasing evidence on the part of both 
management and labor in some cases to act without regard for the 
public interest. 

What we need, in my opinion, is a rebirth of real competition. 
There must be a cessation of runaway wage-price spirals. e must 
oe ourselves of undue restraints, monopolistic practices, and price 

ing. 

The national debt is at an all-time high and Congress is repeatedly 
being asked to raise the national debt limit. Our Defense Establish- 
ment costs us more than $39 billion per year. Of this amount, a sub- 
stantial part goes into the purchase of materials at present high prices. 
A large percent of defense purchases is now made on negotiated con- 
tracts. However, I am told that military purchases on the basis of 
bids by suppliers account for $31, billion per year. 

Second to defense, General Services Administration is a very large 
purchaser of materials for the Federal Government. Of GSA’s an- 
nual purchases, almost $1 billion are on a bidding basis. 

The TVA reported purchases for last fiscal year, according to the 
ged press, totaling $125,936,788, of which approximately $67 mil- 
ion was for manufactured products, $52 million for raw materials 
such as coal, and $7 million for services. I understand that most of 
their procurement of materials and products is made through bids by 
suppliers. City, county, and State governments also buy tremendous 
amounts of materials through the bidding method of buying. 

Thus it is important to the Government and the public that this 
subcommittee undertake to determine whether they are receiving the 
benefits of free price competition in bids on these billions of dollars 
being spent. We know that for many years there was substantial 
identity of prices in the cement and steel industries, including prices 
made to the Federal Government. This was proven in cases brought 
by the Federal Trade Commission in these industries. 

In the case against the Cement Institute and its members, the Fed- 
eral Trade Commission charged that the institute and its members 
had restrained and hindered competition in the sale and distribution 
of cement by a combination and understanding to employ a multiple- 
basing-point system of prices which resulted in identity of prices. 
After trial the Commission issued a cease and desist order against the 
respondents which was upheld by the U.S. Supreme Court in 1948 
(833 U.S. 683). Nevertheless, there will be material presented in 
these hearings which indicates that prices of cement on bids to TVA 
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are in many instances identical. In the 85th Congress the subcom- 
mittee questioned representatives of FTC on its enforcement of the 
Commission’s order and was told that the Commission is considering 
compliance with its order. 

The case by the Commission in the steel industry was similar to the 
Cement case. In 1951, following the Court’s approval of the Com- 
mission’s decision in the Cement case, a consent order was accepted by 
the steel companies. In view of the high prices of steel brought about 
through successive price increases since World War II and the im- 
portance of the steel industry in our national economy and in terms 
of national defense, the subcommittee began in August 1957 a study 
of administered prices in that industry. It was found that the pat- 
tern of identical prices which existed before the Commission’s case 
has continued following the consent order. Today every mill is a 
basing point with identical delivered prices to any one customer in- 
stead of having one or several basing points as in the past from which 
steel was identically priced to the customer. In spite of varying 
freight costs from competing mills, thousands of extras for different 
shapes, forms, and chemical compositions of steel and its products, 
and an admitted varying cost of production in different companies, 
prices remain uniform. An examination by the subcommittee of bids 
received by the Defense Department showed identity of prices on steel 
bids to as little as the fifth decimal point in cents per pound, as, for 
example, 0.09355 cents per pound on alloy steel bars delivered to point 
of destination. The Department of Justice and the Federal Trade 
Commission gave little encouragement to the subcommittee of action 
by either of them due to the difficulty of proving that the identity of 
prices was the result of conspiracy or agreement. 

Mr. Roger Blough, chairman of the board of United States Steel 
Corp., in stating his views to the subcommittee on identical prices, 
gave a definition of price competition which, if generally applied in 
American industry, would deny to our people the benefits of price com- 
petition which have always been considered an essential part of our 
free enterprise economy. He said that “price is competitive when we 
are able to give the customer a choice between two sources of supply 
at the same price.” I believe the customers are entitled not only to 
more than one source of supply but also to have those suppliers 
compete in prices for the customer’s business. Mr. Blough’s state- 
ment seems to be a definition of administered or managed prices for 
an industry such as was shown to exist in the steel industry in both 
the FTC case and in the subecommittee’s hearings. 

Tn 1958, the subcommittee investigated administered prices in the 
automobile industry. Again, it was found that there was little price 
competition in the automobile industry at the manufacturers’ level. 
Prices for comparable models of cars similarly equipped of the Big 
Three manufacturers were substantially the same. As in steel, the 
prices of the largest automobile manufacturer generally become the 
prices of the industry, when prices are advancing as well as when 
prices decline. 

The hearings which we are now beginning are somewhat different 
from those to which I have referred. In the steel and automobile 
investigations we were studying not only the identity of prices, but 
also the effect of concentration and monopoly power on the prices. 
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In other words, we wanted to understand whether the prices were 
made within the framework of competition or were administered by 
the industry. 

In this connection it is interesting to note that the hearings on 
steel by the subcommittee brought out the fact that the greater part 
of our inflation in 1953 to October 1958 was in our industries with a 
large degree of concentration. In that time the wholesale prices of 
finished and semifinished steel, with four companies having about 58 
percent of total ingot capacity, went up 37 percent; machinery and 
motive products, 22 percent; fabricated steel, 21 percent; rubber and 
rubber products, 17 percent; nonmetallic minerals, 16 percent; pulp, 

aper, and allied products, 14 percent; tobacco manufactures and 
bottled beverages, 12 percent; furniture and household durables, 8 
percent; metal and metal products, except steel, 6 percent; processed 
foods, 5 percent; chemicals and chemical products, 4 percent; hides, 
skins, and their products, 3 percent; and lumber and wood products, 
one-half of 1 percent. During the same time the wholesale prices of 
textiles went down 4 percent; farm products, 5 percent; and miscel- 
laneous products were down 7 percent. The wholesale price index 
Ssarenoed 8.1 percent during the same time. 

We will be considering in these hearings the end result; namely, 
the prevalence of identical prices in bids received by TVA and the 
five cities. A preview of material furnished to the subcommittee 
shows a great amount of identity of prices to those governmental 
agencies. It is presently anticipated that the study will be extended 
to purchases on a bid basis by the military services and the General 
Services Administration. 

In these studies we will seek to understand the extent of the lack of 
competition in Government purchases and whether our antitrust laws 
are adequate to deal with the problem. If the identical prices are 
the result of conspiracy or agreement, they should be reached by 
proper action by the enforcement agencies—the Department of Jus- 
tice and the Federal Trade Commission. If, however, they result from 
each company’s individual action in following the prices of a recog- 
nized price leader, solution under existing law would be extremely 
difficult if not impossible. At the same time, it is difficult for a reason- 
able person to conclude that men’s minds can operate so nearly alike 
as to produce repeated identical prices in secret bids where the prod- 
ucts are priced on a delivered basis from factories widely separated. 
For example, how can 11 companies located in different places offer 
bids on a certain electric transformer to the Knoxville Utility Board 
at an identical price of $1,404.15? This, I believe, is a problem of 
vital importance to the taxpayers and to the Government in these 
times of high cost of maintaining a necessary national defense and 
meeting other necessary governmental expenditures. 

We have advised all of the companies whose names will be men- 
tioned here of the hearing, and some of them have representatives 
here. At a later time, all of the companies will be given an opportu- 
nity to be heard, to submit statements, or to present their side of the 
problems raised here. But in this hearing we will be hearing from 
the TVA and from these municipal electric power agencies that I 
have mentioned. 

Senator Long, do you have any comments you wish to make before 
we start? 
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In other words, we wanted to understand whether the prices were 
made within the framework of competition or were administered by 
the industry. 

In this connection it is interesting to note that the hearings on 
steel by the subcommittee brought out the fact that the greater part 
of our inflation in 1953 to October 1958 was in our industries with a 
large degree of concentration. In that time the wholesale prices of 
finished and semifinished steel, with four companies having about 58 
percent of total ingot capacity, went up 37 percent; machinery and 
motive products, 22 percent; fabricated steel, 21 percent; rubber and 
rubber products, 17 percent; nonmetallic minerals, 16 percent; pulp, 

aper, and allied products, 14 percent; tobacco manufactures and 

bottled beverages, 12 percent; furniture and household durables, 8 

recent; metal and metal products, except steel, 6 percent; processed 
oods, 5 percent; chemicals and chemical products, 4 percent; hides, 
skins, and their products, 3 percent; and lumber and wood products, 
one-half of 1 percent. During the same time the wholesale prices of 
textiles went down 4 percent; farm products, 5 percent;.and miscel- 
laneous products were down 7 percent. The wholesale price index 
increased 8.1 percent during the same time. 

We will be considering in these hearings the end result; namely, 
the prevalence of identical prices in bids received by TVA and the 
five cities. A preview of material furnished to the subcommittee 
shows a great amount of identity of prices to those governmental 
agencies. It is presently anticipated that the study will be extended 
to purchases on a bid basis by the military services and the General 
Services Administration. 

In these studies we will seek to understand the extent of the lack of 
competition in Government purchases and whether our antitrust laws 
are adequate to deal with the problem. If the identical prices are 
the result of conspiracy or agreement, they should be reached by 
proper action by the enforcement agencies—the Department of Jus- 
tice and the Federal Trade Commission. If, however, they result from 
each company’s individual action in following the prices of a recog- 
nized price leader, solution under existing law would be extremely 
difficult if not impossible. At the same time, it is difficult for a reason- 
able person to conclude that men’s minds can operate so nearly alike 
as to produce repeated identical prices in secret bids where the prod- 
ucts are priced on a delivered basis from factories widely separated. 
For example, how can 11 companies located in different places offer 
bids on a certain electric transformer to the Knoxville Utility Board 
at an identical price of $1,404.15? This, I believe, is a problem of 
vital importance to the taxpayers and to the Government in these 
times of high cost of maintaining a necessary national defense and 
meeting other necessary governmental expenditures. 

We have advised all of the companies whose names will be men- 
tioned here of the hearing, and some of them have representatives 
here. At a later time, all of the companies will be given an opportu- 
nity to be heard, to submit statements, or to present their side of the 
problems raised here. But in this hearing we will be hearing from 
the TVA and from these municipal electric power agencies that I 
have mentioned. 

Senator Long, do you have any comments you wish to make before 
we start ? 
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Senator Lone. Not at this time, thank you, Senator. 





Ser 
Senator Keravuver. We have a message from General Vogel, the | fahe 
Chairman of the TVA, and Mr. Jones, expressing their welcome. Un- Mr 
fortunately, we set the hearing at a time when they had already made Ser 
engagements to be somewhere else. Mr 
Mr. Hays, do you wish to say anything before we start? Se 
Mr. Hays. No, thank you, Mr. Chairman, except to express my ap- | of p 
preciation of your effort in the statement you have just read, and to your 
assure you of our cooperation in this important study you are making, M: 
The Board has made available the man most expert in this field, with 
most familiar with the facts, Mr. Paul Fahey, who, of course, has been ] jn y 
scheduled by the committee, and I want to thank you. $195 
Senator Kerauver. We appreciate the cooperation by the TVA. year 
Others have also been of great assistance to us in trying to find the | thas 
facts which will be presented here today. Se 
Mr. Dixon, are there any other matters before we get started ? Stat 
Mr. Drxon. Mr. Chairman, I think I should say this: As you recall, M 
this matter came to our attention through the press, principally, Ss 
after a public statement had been made by the Tennessee Valley Au- M 
thority with respect to its experience and observations in receiving S 
identical bids. At your direction I went down and called on Mr. que: 
Fahey and requested that they undertake the job of compiling and N 
. making a 3-year search of their bid experience and submitting it to us. bids 
Mr. Fahey certainly deserves a vote of thanks from the subcommit- the 
tee, because he did an excellent job. We have received a great mass ail 
of material. We have attempted to analyze and make some use of 7 
that material so that we can move it into the record in an orderly aul: 
form, and we have selected from the material some of the outstanding I 
examples of the bids themselves so that the record will be clear. per 
We have here the rest of the bid material we have received, but 
I do not propose to offer it for the record, but merely to keep it in the I 
files of the subcommittee for examination and reference. the 
I do propose to offer the summaries of all of the material. I believe : 
there are some 17 categories of this material, and I would like to take en 
them up by categories and proceed as quickly as possible. ’ 
Senator Keravver. All right. Mi 
Mr. Fahey, you may come forward. I want to express my interest 
and appreciation also for the research that has been done by Julian ins 
Grainger of the Knoxville News-Sentinel in this field. We have his an 
articles, which have been very profitable to the subcommittee in the mi 
understanding of this problem. He has done a great deal of inde- all 
pendent research in this matter. sh 
STATEMENT OF PAUL FAHEY, DIRECTOR, DIVISION OF MATERIALS, 
TENNESSEE VALLEY AUTHORITY ri 
Senator Kreravver. Mr. Fahey, we appreciate your being here. be 
Will you tell us your position, how long you have been with TVA, . 
what your duties are, and what your sertadietion is, Mr. Fahey? b 
Mr. Fauey. I am Director of the Division of Materials for Ten- T 
nessee Valley Authority, and as such have responsibility for directing sk 
the procurement of all materials and nonpersonal services for TVA, A 


for all of its operations, and for traffic. 
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Senator Krrauver. How long have you been in that position, Mr. 
Fahey # 

Mr. Fauery. Seven years. 

Senator Krravuver. Your office is at Chattanooga, I believe? 

Mr. Fauey. Yes, sir. 

Senator Krravuver. Will you tell us, first, something about the size 
of purchases by the Tennessee Valley Authority which come under 
your jurisdiction ? 

Mr. Fanry. Our purchases in dollar total vary from year to year 
with the extent of our construction program. Last yeay, as you read 
in your statement, our purchases were something in the order of 
$125 million. Our purchases have been as high as $250 million in a 
year, and in the 25 years that TVA has been in existence, our pur- 
chases have amounted to over $2 billion. 

Senator Keravuver. You purchase from every State in the United 
States? 

Mr. Faney. Yes, sir. 

Senator Krravver. I hope from the State of Hawaii, too. 

Mr. Fanry. I think we have a transportation problem. [Laughter.] 

Senator Kreravuver. All right, Mr. Dixon, do you want to ask any 
questions? 

Mr. Dixon. Mr. Fahey, you remember that you submitted the actual 
bids and your own abstracts of those bids. We have reduced them to 
the form of a summary for each particular bid contract so that we can 
all understand them. 

The first one I am going to select, sir, has to do with suspension in- 
sulators. What are suspension insulators ? 

Mr. Fanery. Well, they are a ceramic and metal device used to sus- 
pend the conductors from the towers or poles for our high voltage 
transmission lines. 

Mr. Dixon. That is a form of electrical equipment which the au- 
thority has to use ? 

Mr. Fanry. Yes. I think it would be more properly described as 
an electrical material item rather than an equipment item. 

Mr. Peck. About how long would be the life of these insulators, 
Mr. Fahey ? 

Mr. Faury. Except for damage, indefinite. They could become 
inadequate because of going to higher voltage transmission lines, but 
an insulator is practically indefinite in life. It is a glazed porcelain 
material with a couple of steel inserts cemented into it, and occasion- 
ally one will fail, the cement will loosen up. Occasionally somebody 
shoots one with a rifle and they break. 

But by and large, an insulator is something which just lasts forever. 

Mr. Drxon. Mr. Fahey, we have made a summary of the bid mate- 
rial which you sent to us. I have given you a sheet which depicts 
several contract dates. In the first column we have summarized this 
by having the date of award and the contract number. The second 
column donates the bidders, with the successful bidder being indicated 
by an asterisk. The third column shows the point of manufacture. 
The fourth column shows the dollar amount bid. The fifth column 
shows the quantity. The sixth column gives the basis of the award. 
And the seventh column has remarks. 
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I make specific reference, sir, in the first column to the date of 
award and contract number: Date of award was June 7, 1956, and 
the contract number was 57P2~-7880. 

I merely choose this one, Mr. Chairman, as an example of what 
is illustrated by the bids that were received by the TVA on suspension 
insulators. 

I think that every bid we have had called to our attention on 
suspension insulators has been identical, and this is over a period of 
time, as I would understand it, from mid-1956 to date. 

Mr. Faury. From April 1, 1956. 3a i 

Mr. Drxon. So the period we are talking about on these bids is from 
April 1, 1956, to date. 

Senator Keravver. Is that correct, Mr. Fahey ? 

Mr. Fauery. Yes, sir. 

Mr. Dixon. Making reference to the contract number and the date 
of award that I referred to, the bidders who bid on this item were: 
R. Thomas, of Lisbon, Ohio; Porcelain Insulator Co., of Lima, N.Y.; 
Lapp, of Le Roy, N.Y.; Joslyn, of Lima, N.Y.; Ohio Brass, of Bar- 
berton, Ohio; Porcelain Products, of Parkersburg, W. Va.; General 
Electric, Baltimore, Md.; Victor, of Victor, N.Y. 

I observe that the quantity requested to be bid on was 4,200. The 
bid price by all eight companies was $12,936. 

r. Fahey, it is plain from this summary sheet that these bidders 
were all located at different points. 

Mr. Fauery. That is right. 

Mr. Dixon. You requested, I believe, that they quote you a deliv- 
ered ‘price. 

Mr. Fanry. That is correct. 

Mr. Drxon. And so from each of these different points they quoted 
identical prices to TVA. 

Mr. Fauery. That is right. 

Mr. Drxon. I also understand these bids to be secret bids. 

Mr. Faury. All bids in response to an invitation must be submitted 
to us in a sealed envelope, marked with the number of the invitation 
and the time that it is to be opened, which is set out in the invitation, 
and these bids are not opened until that time comes, and they are 
opened in public. 

Mr. Drxon. There is a requirement of law that that be done by the 
TVA, is there not, sir? 

Mr. Fanry. Well, it is—our law says that we must do our purchas- 
ing in accordance with or in a manner that will provide free compe- 
tition, but in a manner that is established by our Board of Directors, 
and our Board says that is the way we are to do it. 

Mr. Drxon. In other words, if you send out these invitations you 
request these companies to make bids; and in this instance you re- 
ceived bids on this particular award from eight companies. 

Mr. Fauery.. That is right. 

Mr. Dixon. And they were bids to effectuate a future delivery date. 
In other words, you said you wanted these by a certain date. 

Mr. Fauey. Well, I don’t have the information here as to the date 
the invitation was sent out or the date that the bids were to be opened, 
but it would be a matter of at least 2 weeks, maybe longer. 
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Mr. Drxon. When you receive bids that are identical, such as these, 
sir, how do youmakethe award? _ 

Mr. Fanry. Well, first we examine the bids to see that they comply 
with our specifications; and if they fail to comply with our specifica- 
tions they are eliminated. ; aa 

Then, if it is a case of both manufacturers and jobbers bidding, we 
eliminate the jobbers, because we have in our invitation expressed a 
preference for doing business with the manufacturer on this type of 
material. 

Mr. Dixon. In other words, you want to have the bid awarded to 
the manufacturer and not someone who is depending upon a manu- 
facturer. * 

Mr. Fanery. That is correct. But our primary reason is that it 
saves us time to do business with the manufacturer. If we need to 
expedite delivery, we can go to the manufacturer. We do not have to 
go through a middleman. } ; 

If there is engineering involved, our engineers can go direct to the 
manufacturer and not through a middleman. 

After we have eliminated bids for one reason or another and there 
are still identical bids, there is nothing left for us to do except draw a 
name out of the hat. 

Of course, we do give preference to small business. We give prefer- 
ence to substantial surplus labor areas. But we could have two small 
business firms, both located in a substantial surplus labor area, giving 
us identical bids, and we would put their names in a hat and draw one 
of them. 

Mr. Drxon. I notice that on this particular award, the basis of 
award is indicated as “Lot between six equally low bidders meeting 
ee That would indicate, from what you said, that two of 
the eight did not. meet the specifications. 

Mr. Fanry. Well, Joslyn and Porcelain Insulator Co. both bid on 
the same insulators, Joslyn being a distributor for Porcelain. 

Porcelain Products was not considered because their product did not 
meet specifications. 

Mr. Drxon. So the award was made by lot to R. Thomas, as I under- 
stand it. 

Mr. Fanery. That is correct. 

Mr. Drxon. In that instance. 

Mr. Fauery. Yes, sir. 

Mr. Dixon. In other words, would it be fair to say, by the roll of 


dice or by drawing a number out of a hat, R. Thomas was given that 
award ? 


Mr. Faney. That is right. 

Mr. Dixon. Mr. Chairman, I suggest that we make a part of the 
record this summary sheet, together with the supporting invitation and 
bids that were received on that particular award, in order that the 
record will be clear. 

Senator Keravver. It will be made a part of the record. 

(The documents referred to may be found on p. 6798.) 

Mr. Drxon. I do not suggest that we put into the record the bids 
that support all of the other summary sheets on suspension insulators 
that I have. I suggest merely that we put the summary sheets in the 


record, and retain the invitation and bid material in the files, so that 
the record will not be too bulky. 
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Senator Keravver. Very well. 


Mr. Drxon. In this connection, Mr. Chairman, we have some 12 


summary sheets on suspension insulators on which, in every instance, 
the bids received were identical. They range over a period of time 
from April 1956 to date. I suggest that these summary sheets be made 
a part of the record. 

Senator Keravver. Without objection. 

(The documents referred to may be found on p. 6822.) 

Senator Keravver. This period is from 1956 to date. What hap- 
pened before that time? 

Mr. Dixon. This is just a period that was chosen by Mr. Fahey to 
start his study. 

Mr. Fahey, prior to that time, was it unusual or was it your usual 
experience to receive a large number of identical bids? 

r. Fanny. Well, our experience prior to April 1, 1956, was the 
same as it has been since April 1, 1956. 

Going back further in our records will just develop more material 
of the same kind. It would have developed nothing new. 

Mr. Drxon. In other words, had we asked you to go back 10 years, 
we would just have had a greater mass of similar material. 

Mr. Fanry. Well, we would have had a great deal of difficulty 
going back that far because of our records disposal, but I think it is 
correct to say that all you would have had would be just more of 
the same. 

Mr. Dixon. All right, thank you, sir. 

Mr. Peck. Mr. Chairman. 

Senator Keravuver. Mr. Peck. 

Mr. Peck. Mr. Fahey, according to this chart, it seems that each 
one of these insulators would cost about $3 apiece, is that about right? 

Mr. Fanry. At this time, the price was $3.08. 

Mr. Peck. All right, sir. 

Mr. Fanery. Subsequently they went up to $3.40. Then they went 
up to $3.56. Now they have gone back, I think, to $3.46. 

Mr. Pecx. They seem to be rather standard items. Am I correct in 
my assumption ? 

Mr. Faury. It is astandard item. 

Mr. Peck. I notice in each of the four bids mentioned, there are 
only eight producers. Doesn’t anybody else make these insulators! 

Mr. Faunry. There are some other manufacturers of insulators, but 
we buy insulators only from manufacturers whose plants we have 
inspected. 

Mr. Peck. I see. 

Mr. Faury. And who have satisfied us as to their ability to manu- 
facture an insulator of the quality we require. 

Mr. Peck. And in this particular instance, perhaps the reputation 
of the company or its record of service and the uniform quality of its 
product is of importance to you. 

Mr. Fanry. Those are part of the things that are considered. 

Mr. Peck. Thank you very much. 

Mr. Drxon. Mr. Fahey, how long have you been associated with the 
Authority ? 

Mr. Fauey. It will be 25 years in January. 
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Mr. Drxon. Have you always been in the purchasing department? 
Mr. Fauery. No, sir. Just the last—since September 1, 1952. 
Mr. Drxon. So you can speak from firsthand experience since 

September 1, 1952. 

Mr. Fauney. Well, prior to that time I was responsible for our fixed 
capital accounting, and had to do with paying a lot of the bills for 
| these materials, so I knew about the prices we were getting even 
prior to the time I came in to material. 

Mr. Drxon. In other words, almost your complete experience with 
the Authority has led you to the point where you can make this ob- 
servation that you are giving to us now. 

Mr. Faney. Yes, sir. 

Mr. Drxon. This may be an unfair question, but do you have any 
explanation as to why you get the same price every time you ask for 
bids on suspension insulators ? 

Mr. Faney. No, sir. 

Mr. Drxon. All you know is that you get the same price bid? 

Mr. Fanery. That is right. 
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2ars, Senator Kerauver. What do these companies say, Mr. Fahey, when 
you ask them about it? 

ulty Mr. Faney. The — that we talk to are not the people who 

it is | make the policy, and so we get little information from them. 


Mr. Drxon. Has the problem increased over the years, sir? 

Mr. Faney. I just am not in position to say. I do not think there 
is much difference now than there has been. 

Mr. Dixon. This problem has persisted, has it not, at the same 
time, I assume, that the bid prices have been increasing ? 

Mr. Faney. Oh, yes. é 

Mr. Drxon. So the problem is not only magnified by identical bids, 
but the fact. that the identical bids themselves have been increasing 
steadily ; is that correct, sir? 

Mr. Faney. That is right. 

Mr. Dixon. Of course, as prices go up, you get less for your dollar? 

Mr. Fanry. That is right. 

Senator Kerauver. Senator Long. 

Senator Lone. I would like to ask, Mr. Fahey, whether there is 
any information as to how this standard item is priced to other agen- 
cies outside the group that you represent. Are you getting a compar- 
able price, lower, about the same, or identical ? 

Mr. Faney. Well, what little information I have indicates that the 
prices we are getting are the same as others are getting. 

Senator Lone. I see. 

Senator Krerauver. You mean regardless of the size of the order? 

Mr. Faney. Yes, sir. 

Senator Krerauver. Somebody who buys a hundred gets the same 
price that you are paying here? 

Mr. Fanery. So far as I know, neither quantity nor distance from 
the manufacturer has any effect upon the price that the customer pays. 

Senator Keravuver. The efficiency of the company does not seem to 
have anything to do with it, either. 

Mr. Fanry. Apparently not. 

Senator Keravver. Or the profits they make. 

Mr. Faney. We have no knowledge of either the efficiency or profits 
of the companies. 
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Mr. Dixon. Mr. Chairman, I think it well to point out that when we 
have questioned manufacturers about identical quoted prices, we have 
been told by them that among other factors they have to consider is 
the Clayton Antitrust Act, which prohibits price discrimination. That 
means the granting to competing customers of different prices. 

As you know, excluded from the Clayton Antitrust Act are prices 
to Government agencies and other governmental bodies, eleemosynary 
institutions, and various specific groups that are named in the law, 
The Tennessee Valley Authority certainly falls within that category. 

So, if I understand the witness’ testimony here, he is getting the same 
price that is being offered to other customers of these manufacturers, 
although certainly they could, if they desired to, give him a lower price 
without any accountability under the Clayton Act. 

Senator Krerauver. I think we ought to make clear, that section 2 
of the Clayton Act applies to prices, and a company, if it sells to one 
man on one side of the street and to one man on the other side, is 
supposed not to discriminate. However, they can account for dif- 
ferences in price by virtue of the size of the order or more efficient 
are practices or savings in delivery. But that section does 
not apply to Government agencies. Then, of course, it does not have 
anything to do with what some other company does. There is nothing 
in the law to prevent the Lapp Co. from offering a lower price than 
Porcelain, Inc. 

Mr. Dixon. Mr. Fahey, do you know how, on the award we are talk- 
ing about, General Electric Co. knew at the time they submitted their 
bid that Thomas Co. was going to make the same bid ? 

Mr. Faney. No, sir. 

Senator Krravver. How do you think it happens, Mr. Fahey ? 

Mr. Fauery. I do not know. 

Mr. Drxon. So far as you are concerned, your procedures call for 
them being done secretly ? 

Mr. Fanry. Yes. Sealed bids are required which are, of course, 
secret until opened at the bid opening. 

Mr. Peck. Mr. Chairman, just one more question. 

Senator Keravuver. Mr. Peck. 

Mr. Precs. Mr. Fahey, do the companies which sell these insulators 
to you on a bid basis also sell the same insulators to other customers, 
on a negotiated basis or from a price catalog that a salesman might 
carry ? 

Mr. Fanry. I think so. 

Mr. Peck. Dothese salesmen ever call upon you, sir? 

Mr. Faury. Oh, yes. 

Mr. Peck. With their sales catalogs? 

Mr. Fanry. We have their price lists. 

Mr. Prcx. Do the price lists which you have seen show the same 
prices which the bids eventually show ? 

Mr. Fauey. Yes, sir. 

Mr. Peck. And, therefore, the price list which a salesman carries 
and shows to other customers would indicate the same price which 
comes to you in the bid ? 

Mr. Faney. Well, I do not know that they show the same price 
list to other folks. 

Mr. Prox. I see. 
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- Mr. Faneyr. I know only of the price list that they give to us. 

Mr. Peck. The price lists which they show to you indicate the same 
prices which come to you on bids. 

Mr. Faney. Yes, sir. 

Mr. Drxon. Mr. Fahey, your bids ask for a delivered price, a price 
set down delivered at the Authority. 

Mr. Faney. That is right. 

Mr. Drxon. All of these companies are at various localities, and 
their delivery costs would be different, would they not ? 

Mr. Fanry. That is correct. 

Mr. Drxon. Now, Mr. Chairman, the next category relates to 
insulators. 

What is the difference between a plain insulator and a suspension 
insulator ? 

Mr. Fauey. A suspension insulator is one of a number of types of 
insulators. We buy bus insulators, switch insulators, and others. 
eh merely indicates that it is of a particular type in the way 
it is used. 

Mr. Dixon. I have handed you a summary sheet which in the first 
column indicates the date of award as 4-18-57 on contract No. 57P2- 
20625. It asks for a bid on two items. It indicates that seven com- 

anies bid on that item, and that four of five complete bids were 
identical. 

Mr. Chairman, I suggest that the summary sheet and the invitation- 
oe information on that particular item be made a part of the 
record. 

Senator Keravver. Without objection, it will be made a part of 
the record. 

(The documents referred to may be found on p. 6833.) 

Mr. Drxon. Also, I have approximately a dozen or so other sheets 
on insulators which indicate, again, that in practically every example 
the bids were identical. I suggest that we make these summary sheets 
a part of the record, Mr. Chairman. 

Senator Kzeravuver. Without objection. 

(The documents referred to may be found on p. 6852.) 

Senator Keravver. I notice these bids are identical down to the 
penny. 

Mr. Fauey. Well, it always happens on insulators, if the product of 
quantity and price runs out to oak cents, why, the bid will be in odd 
cents. On the suspension insulators the quantities were large enough 
so that the total bid was in even dollars; but here, because of the 
small quantity-——— 

Senator Keravver. The quantity here was 110. 

Mr. Faney It was. There were 110 of the one type, and 28 of the 
other type. 

Senator Keravver. Suppose you had ordered 110,000, would the 
price still have been the same? 

Mr. Faury. No, sir. If we had had 110,000, the price would have 
ended in dollars. It would have been even dollars. They would 
have been identical, but they would have been in even dollars. 

Senator Keravuver. But I mean, would they bid the same amount for 
each insulator if you ordered 110,000 instead of 110? 

35621—60—pt. 13 2 
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Mr. Fauey. Well, I cannot answer that about this type insulator, 
because nobody would ever buy them in such quantities, but on sus- 
pension-type insulators—— 

Senator Keravuver. What is that? 

Mr. Fauey. On suspension-type insulators, we would expect iden- 
tical bids in that large a quantity. 

Senator Kerravuver. To mean whether you buy one or buy a 
thousand ? 

Mr. Fauey. Well, one is a litle bit too small a quantity. 

Senator Kreravuver. The bid is the same whether you buy a hundred 
or whether you buy a thousand ? 

Mr. Faney. Yes, that is correct ; we would expect identical prices. 

Mr. Drxon. Mr. Fahey, I have other summary sheets not only 
for insulators as such but, for instance, I have one on insulators, bus 
type. That is another type of insulator? 

r. Fanry. Another type of insulator; yes, sir. 

Mr. Drxon. These sheets refer to insulators, switch and bus; bus- 
oe insulators; and insulators, station post type. 

r. Chairman, I suggest these summary sheets also be made a part 
of the record. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 7313.) 

Mr. Dixon. I move on to carrier current equipment. What type of 
eugene is that, sir? 

r. Fanery. Carrier current equipment is communication equip- 
ment. It may be for voice or it may be for relaying or some other 
type of signaling, and the communication circuit is through the use 
of this equipment imposed upon a high-voltage transmission line. 

Mr. Drxon. I now give you a summary sheet with two contract 
numbers and dates of award indicated on it. I call your attention 
to the second one on that summary sheet: date, August 18, 1958, con- 
tract No. 59P2-89947. There were only two bidders, General Electric 
and Westinghouse. The quantity that was sought there was two. 
The amount bid was identical. I note that the basis of award here 
was “to equal low bidder offering satisfactory delivery.” 

In other words, you received identical bids here, and you elected 
in this case to make the award to General Electric because they offered 
to make a more satisfactory delivery to you? 

Mr. Fauery. Well, we state in our invitations to bid the date on 
which we require delivery. We also say that we will consider bids 
offering later delivery in relationship to its probable effect upon TVA. 
But if we have two equal bids, with one offering to deliver within 
the time in the invitation and the other one offering the later delivery 
date, we will award, as we did in this case, to the equal bidder offer- 
ing to meet our delivery requirements. 

Mr. Drxon. Mr. Fahey, on this type of material, carrier current 
equipment, I have several summary sheets from the material that you 
furnished us. I note from each one of them that, by and large, 
General Electric and Westinghouse are the only bidders. 

Mr. Fauney. They are the only manufacturers that we know of in 
this country on this type of equipment. 
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Mr. Drxon. In other words, there are only two manufacturers of 
this equipment in the country, and each time they bid, they bid 
identically. 

Mr. Faney. Yes. 

Senator Keravuver. You are at their mercy, whatever they want to 
charge you? 

Mr. Faney. That is correct. 

Senator Kerauver. What can you do about it, then? 

Mr. Faney. There is apparently little that we can do about it. 

Mr. Dixon. If you want to buy in this country, there is nothing you 
can do about it. 

Mr. Fauney. That is right. 

Mr. Drxon. Is that one of the reasons that prompted you to seek 
bids outside of the country on products such as this or on other elec- 
trical equipment ? 

Mr. Fauey. Well, our reason for inviting bids on some items of 
equipment from outside the country was not because of identical 
bids, but because of too high prices, or what we thought were too high 

rices, 
re Mr. Drxon. You have no way to determine whether prices are too 
high or too low, because there are only two bidders here, and they are 
always alike in their bids; are they not? 

Mr. Faney. Well, in the case of transformers, which were the first 
item of equipment we went outside this country to buy, we thought 
that prices were increasing much more rapidly than labor and material 
costs increases justified. 

With these wave traps here, these items of carrier communication 
equipment, they are relatively inexpensive, or at least relatively inex- 
pensive when compared with’ our investment in transformers, and 
we haven’t yet felt that we should go outside the United States for 
such equipment, although it would be available to us from European 
manufacturers. 

Mr. Dixon. Mr. Chairman, in order that the record be complete 
on carrier current equipment, I suggest that we make not only all 
of the summary sheets a part of the record, but, in connection with 
contract No. 59P2-89947 which I have referred to, that the invitation 
and bids received also be made a part of the record so that we can have 
them before us. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 6867.) 

Senator Kerauver. According to this exhibit, you bought two items. 
The price seems to be $2,626 for two; is that correct ? 

Mr. Faney. Yes, sir. 

Mr. Drxon. In hurriedly looking through these summary sheets, 
Mr. Chairman, the only thing that varies here, practically, is the num- 
ber and quantity bought, because the price that is paid or the dollar 
amount bid varies with the quantity that is bought. 

Mr. Chairman, I turn to another category, called ACSR conductor. 
What is ACSR? 

Mr. Fauney. That is aluminum cable steel reinforced. That is a 
number of strands of aluminum wire that are twisted around a core 
of steel which may be solid wire or stranding of steel wire, and is used 
for transmission of electricity. 
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Mr. Dixon. This item is fairly — is it not? 

Mr. Faney. Well, we buy a fairly substantial amount of this each 

ear. 
. Mr. Drxon. I have handed you a summary sheet, chosen again at 
random from the information and material furnished us, to illus- 
trate the type of bids that you have received on this type of product. 
The date a award was July 18, 1956, and the contract number was 
57P2-11459. The bidders were Sies Electric Supply, General Cable, 
Kaiser, Southern Electrical, Anaconda, Alcoa, Reynolds, and 
Nehring. 

There were three items sought here and the dollar amount column 
indicates a substantial number of identical bids on each item. The 
award was made to the low bidder, who seems to have been the Sies 
Electric Supply Co., of St. Louis, Mo. 

Mr. Faury. Well, Sies Electric is a jobber located in Chattanooga, 
and in this case was representing General Cable. 

Mr. Drxon. In other words, General Cable had two bids here. Its 
own jobber underbid the manufacturer. 

Mr. Fauey. That is right. 

Mr. Drxon. Perhaps t ey made a mistake? 

Mr. Faney. I don’t know, but they got the order. 

Mr. Drxon. In other words, you awarded it because the bid was 
$256,618.88 as against the manufacturer’s bid of $256,864.37. 

Mr. Chairman, I move that this summary sheet, together with the 
invitation and the bids on this particular award, be made a part of 
the record. 

Senator Keravuver. Without objection. 

(The documents referred to may be found on p. ae 

Senator Keravver. How could Kaiser and General Cable make 
exactly the same bid on something like this, Mr. Fahey ? 

Mr. Fanery. I do not know. But we have others—I am sure Mr. 
Dixon has a record of them—where we will have six or seven or eight 
of them all bidding the same price. 

Senator Krerauver. This is a specialty item, is it not? 

Mr. Faney. This is used by all electrical utilities. 

Senator Krravuver. I note this is a very large order, more than 
$256,000, to have the bids identical down toa penny. 

Mr. Dixon. Mr. Fahey, the Chairman just made reference to the 
fact, and you know I have others where they were all identical. 

Mr. Faney. Yes. 

Mr. Drxon. I have summary sheets of all of these other instances, 
which very clearly substantiate what Mr. Fahey just said. For in- 
stance, I have a summary sheet with the award date of August 26, 
1959 on contract No, 60P3-6593, where there were eight bidders, and 
six of the seven bids were identical. The award basis is indicated as 
“the low bidder, considering discount.” 

In other words, in this instance you had a better discount term of- 
fered on the price. 

Mr. Faury. Well, when a number of them bid identically, and all 
of them but one bid terms of net 30 days, with the one bidder giving 
a half of 1 percent cash discount for payment within 10 or 15 or 20 
days, that half of 1 percent makes him the low bidder. 
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Mr. Dixon. In other words, being able to pay your bills within 10 

days, you could take advantage of the discount. 
r. Faney. That is correct. 

Mr. Drxon. I had called to my attention, Mr. Chairman, that in 
this case the successful bidder bid $11,491.85 as against every other 
bid of $11,484.50, but that this one-half of 1 percent, if paid within 
20 days, made his bid lower. 

Senator Krrauver. Let us make these a part of the record. 

Mr. Dixon. We will, sir. All these summary sheets will be made 
a part of the record. 

(The documents referred to may be found on p. 6910.) 

Senator Krravver. I notice in this one you are referring to, there 
are some companies in New York, some in Illinois, one in Chatta- 
nooga, one in Alabama, one in Rhode Island. All these are delivered 
prices, are they not, Mr. Fahey ? 

- Mr. Faney. Yes, sir. 

Senator Kerauver. Where were they delivered to? Chattanooga? 

Mr. Faney. These were for delivery to various points between Gal- 
latin and Rockwood. It was for the construction of the transmission 
line between Gallatin and Rockwood for our Gallatin steamplant, 
and the material would be delivered to various strategic points along 
the railroad where it would permit the shortest truck soul to the con- 
struction site. ; 

Mr. Drxon. That is usually where you intend to use the material, 
is that correct ? 

Mr. Fauey. Yes, sir. 

Mr. Drxon. Mr. Chairman, there is one more of these summary 
sheets, I think, that is especially worthy of note. It has to do with 
an award date of March 21, 1957 on contract number 57P2-20344, re- 
lating to two items. The number of bidders was eight. The quan- 
tity asked for bids on the basis of 1,486,260 feet or 60,000 pounds. 
There were five identical bids on this amount of material in the 
amount of $570,723.84. The low bidder here was Nehring, of De 
Kalb, Ill., who bid $549,916.20, but also offered, again, the one-half 
of 1 percent if paid within 20 days. That is a sizable sum of money 
for five bidders to be identical down to the penny. 

I think you have already directed that all these summary sheets be 
made a part of the record ? 

Senator Kerauver. That is right. 

Mr. Peck. Mr. Fahey, are these ACSR conductors shown in price 
books carried by salesmen ? 

Mr. Fauery. [ do not know, sir. 

: ae Precx. Would you consider this a standard item or a special 
item 

Mr. Fauery. It isa standard item. 

Mr. Peck. They are used by others in the electric utility field? 

Mr. Fauey. Well, I think probably all. 

Mr. Dixon. Mr, Chairman, I now turn to another category, dis- 
tribution transformers. 
cone is the general use and description of this category, Mr. 

ahey ? 

Mr. Fanery. Well, TVA does not distribute power to householders 
and small commercial and industrial consumers, so our purchases of 
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distribution transformers are generally for oo, ante other than those 
for which most electric utilities buy them. We buy them for our con- 
struction projects to use for temporary power supply, and we buy them 
for our transmission system and use them as a station service trans- 
former in a'small substation. 

Mr. Drxon. This is a method of stepping down power so that you 
can make use of it on the job? 

Mr. Faney. That is right. But a distribution transformer steps 
power down to a voltage below which we have much use for. 

Now these folks who will be in here from the power boards are large 
purchasers of distribution transformers. 

Mr. Drxon. These are the things we see on telephone poles in vari- 
ous neighborhoods? 

Mr. Fanry. That is right. 

Mr. Drxon. On the summary sheet I have handed you, again I have 
selected at random an example of this type of bidding. I call your 
attention to the award date in the center of those three examples: 
April 11, 1958 is the date of the award, on contract No. 58P2-96542. 
The bidders were Allis-Chalmers, General Electric, Kuhlman, Mo- 
loney, Pennsylvania, Wagner, and Westinghouse, all points of manu- 
facture being considerably different. All seven bids submitted were 
identical in the amount of $1,976.10. The basis of award states: 
“Equal low bidder offering firm price.” 

How did you make the award ? 

Mr. Fanery. Well, Allis-Chalmers, who was the successful bidder, 
quoted a firm price without limitation as to period. All the other 
bidders quoted a firm price only for 90 days. We might have required 
delivery within the 90-day period, but if we had purchased it from 
one of these manufacturers with a 90-day firm price clause and he had 
had a strike or some other excusable delay which would have extended 
his delivery period beyond 90 days, if there had been a price increase 
announced in the meantime, we would have had to pay the higher 
price. 

In the case of Allis-Chalmers, if they were delayed for some reason, 
the price could not have gone up. So there was price protection there 
that influenced us in making the award to ‘Ale Chaliners. 

Mr. Dixon. So the only choice you had between those seven bids 
was the favorable term or condition, as you describe it ? 

Mr. Fanery. That is correct. 

Mr. Drxon. Mr. Chairman, I suggest that we make this summary 
sheet, together with the invitation and bids, a part of the record. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 6935.) 

Mr. Drxon. We have several other summary sheets pertaining to 
distribution transformers, Mr. Chairman, and in every example, I 
believe without exception, the bids were identical. I suggest that we 
make these summary sheets a part of the record. 

Senator Kerauver. They will be made a part of the record. 

(The documents referred to may be found on p. 6956.) 

Mr. Drxon. Mr. Chairman, I turn to the category of portland 
cement. 

As I recall from my personal knowledge, the question of purchase of 
cement by the Tennessee Valley Authority has had a long and trouble- 
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some experience over the years, has it not, Mr. Fahey? Has not the 
Authority had considerable difficulty obtaining different bid prices on 
cement ¢ 

Mr. Faunery. Well, of course, our seen of cement since we have 


completed or at least temporarily have stopped building dams have 
not been large. 

















Prior to—well, in the early days, we had identical prices, but they 
. were low prices. I believe, if you go back to the early days of TVA, 
you will find our cement prices were identical. 
‘ Mr. Drxon. Yes, sir. 
I have selected from the material you sent us on portland cement 
‘ the item indicated on the summary sheet as: Date of award, October 
25, 1956. The contract number was 57L57-36562. The names of the 
bidders were Alpha, Lone Star, Lehigh, Southern Cement, Cumber- 
; land, General, and Universal Atlas. ’ 
> The point of manufacture of these firms is mainly in the States 
4 of Alabama and Tennessee. The quantity was, I believe, 300,000 
. barrels, It is indicated that Alpha, Lone Star, and Lehigh bid 
. equally, and the contract was divided between them, awarding each 
‘ one one-third ; is that correct, sir? 
. Mr. Fauey. Yes, sir. 
vd Mr. Dixon. I should have pointed out that the dollar amount bid 
. was $900,000. 
Mr. Faney. Well, the three manufacturers, all in the Birmingham 
‘ area, all bid $3 at the mill. The freight rate in to Wilson Dam, 
i where this cement was to be used, was identical from each of the 
d three mills. We divided it equally among those three because we 
an thought it gave us a better supply situation. If one mill was down 
d or busy filling other orders, why, we could call on the other mill for 
: cement. 
" Mr. Drxon. In this example, all three of the firms were in the 
- Birmingham area. | 
Mr. Faney. Yes, sir. 
. Mr. Dixon. Their freight rate would be identical. 
wr Mr. Fanry. Yes. As I recall it, two of these loaded on the South- 
ern and one on the L. & N., and we had identical freight rates. In 
ae fact, the L. & N. freight rate was a cent or a cent-and a half per barrel 
high, and they reduced it to be competitive with the Southern, so that 
all three mills had the same delivered price to Wilson Dam. 
ry Mr. Drxon. And neither one of the three chose to quote an f.o.b. 
price at plant? 
Mr. Faney. Oh,no. This isa plant price. 
Mr. Drxon. This is a plant price? 
to Mr. Faury. Yes, sir. 
T Mr. Dixon. Of $3 a barrel. ‘ 
= Mr. Fanry. We have for a number of years been asking the cement 
manufacturers to quote us at the plant. 
Mr. Dixon. By asking that price, that gave you the right to choose 
the method or mode of transportation, did it not? 
nd Mr. Fanery. Well, not always, because some of these mills are not 
in a position to load trucks, for example, but at least it gave us an 
of opportunity to arrange for whatever mode of transportation was 


available, and in some cases we were able to or would be able to 
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arrange for a lower transportation cost than the manufacturer might 
quote us if he quoted a delivered price. 

Mr. Drxon. You say load trucks. Do you know whether or not 
any of these cement plants would allow you to go to the plant and 
load on a truck of your own choice? 

Mr. Fauey. I do not; no, sir. 

Mr. Drxon. I understand they will not. But that is the reason I 
wanted to know if you knew anything about that. 

Mr. Chairman, | suggest that we make this summary sheet, together 
with the invitation and bid material, a part of the record. 

Senator Keravver. Without objection. 

(The documents referred to may be found on p. 6962.) 

Mr. Dixon. I also have another summary sheet of a smaller order 
of cement which I suggest be made a part of the record. 

Senator Keravuver. It will be made a part of the record. 

(The document referred to may be found on p. 7015. ) 

Mr. Drxon. I have two other summary sheets pertaining to cement, 
of various size orders, which I suggest be made a part of the record. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 7016.) 

Mr. Dixon. Mr. Chairman, we did select one other example of 
— cement, together with the invitation and bid material, which 

suggest be made a part of the record. 

Senator Keravver. So ordered. 

(The documents referred to may be found on p. 6994.) 

Mr. Drxon. Now, Mr. Fahey, I turn to another category, called 
power transformers. What is the difference between a power trans- 
former and the other transformer we were talking about, sir? 

Mr. Faney. It is a matter of size and capacity and voltage. The 
power transformer generally is the one that is connected to a trans- 
mission line, and steps down the voltage to the distributor’s voltage; 
and then he, in turn, uses the distribution transformers to reduce the 
voltage to his customers’ needs. 

Mr. Drxon. I have handed you a summary sheet which sets forth 
an example. The date of award is October 4, 1957. The contract 
number is 58P2-23032. The bidders are Brown Boveri, of Le Havre, 
France; Ferranti Electric, of Lancashire, England; English Electric, 
of Stafford, England; General Electric, Pittsfield, Mass.; Pennsyl- 
vania Electric, Cannonsburg, Pa.; Wagner, of St. Louis, Mo.; Mo- 
loney, of St. Louis; Westinghouse, Sharon, Pa.; and Allis-Chalmers, 
of West Allis, Wis. 

This called for four power transformers. The Pennsylvania Elec- 
tric and Wagner bids were identical. The three lowest bidders were 
all foreign. The identical bids were $742,008. The low bidder was 
the French manufacturer, Brown Boveri, who bid $395,600, and it 
was awarded to this French company. 

Was there a penalty provided under the “Buy American” provision ? 

Mr. Faney. Yes, sir; the 6 percent provision in the executive order 
and, if applicable, the other 6 percent that was added by the Council 
on Foreign Economic Policy. 

‘Mr. Dixon. I point out, Mr. Chairman, that the American com- 
panies, on these four items, all bid in excess of $700,000. The low 
American company was Moloney, who bid $704,000. Ail three foreign 
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companies bid considerably lower. The French company bid $395,600 
and received the award, and the two English companies bid $485,260 
and $488,400, respectively. 

Do the American companies that appear as the bidders on these 
items represent all of the manufacturers of this type of equipment ? 

Mr. Faury. They are all that we have approved. 

Mr. Dixon. What prompted you to seek foreign bidders on this 
type of equipment ? 

r. Fanry. Well, as I said earlier, we were prompted to seek for- 
eign prices on large power transformers because we thought the prices 
of the domestic manufacturers were too high, and their prices had 
increased more rapidly than we thought their labor and material cost 
increases justified. So we sent a technical team to Europe to look at. 
a number of transformer plants, gave them the same sort of inspection 
that we give to a domestic manufacturer. We checked their manvu- 
facturing facilities, their design, their test facilities, their production 
control methods, and decided that there were a few that could do 
an equally good job. 

Mr. Drxon. In this example of the successful bidder, Brown Boveri, 
did the dollar amount. of $395,600 include the tariff ? 

Mr. Fauey. Oh, yes, tariff and freight to Monterey, Tenn. 

Mr. Dixon. That was in the bid price? 

Mr. Fanry. Yes, sir. 

Mr. Drxon. The “Buy American” 6 percent had to be added to that 
amount, or is that in there? 

Mr. Fanery. No, the “Buy American” 6 percent would be added to 
that, and also our estimated costs of additional inspection due to loca- 
tion of the plant in Europe over a plant in this country. 

Mr. Drxon. Even with that addition, that is a considerable saving 
on four transformers, is it not, sir? 

Mr. Fanry. Well, there is about $209,000—no, $309,000. 

Mr. Dixon. A $309,000 savings. 

Mr. Faury. The “Buy American” Act differential would have 
amounted to about $24,000; the added inspection cost, I do not recall 
what it would be, but it would be something less than $5,000. 

Mr. Drxon. Mr. Chairman, I suggest that this summary sheet, to- 
gether with the invitation and bids, be made a part of the record. 

Senator Kreravver. That will be done. 

(The documents referred to may be found on p. 7018.) 

Mr. Drxon. I have several other summary sheets pertaining to 
power transformers, Mr. Chairman, which I suggest be made a part 
of the record. 

Senator Kerauver. Without objection. 

(‘The documents referred to may be found on p. 7079.) 

Mr. Drxon. On each one of these sheets, it will be observed there 
were many identical bids. For instance, I have one here that called 
for four power transformers, dated August 22, 1957, contract No. 
58P2-29978. Seven bidders offered bids, and five of the seven bidders 
bid identically, in the amount of $62,872. The low bidder was Kuhl- 
man, of Crystal Springs, Miss. He obtained the award by bidding 
$59,576. Does Kuhlman make transformers himself ? 

Mr. Faunery. Yes, sir. They make small power transformers. I 
think that our limitation in size on Kuhlman is 3,750 kilovolt-amperes. 
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Mr. Dixon. In other words, on some of the smaller power trans- 
formers, some other companies other than the larger producers—— 

Mr. Faney. Well, this outfit has a plant up in Michigan, and one 
in Crystal Springs, Miss.; although their office is shown as a 
Springs, Miss., the transformers they sell to us are actually made in 
their Michigan plant, but they make only the small-sized power 
transformers. F ; 

Mr. Drxon. I turn to another category, called lightning arresters. 

Mr. Fauey. Yes, sir. 

Mr. Drxon., How isa lightning arrester used? _ 

Mr. Fanery. These are largely station-type manna arresters. 
It is a protective device put in ahead of transformers and generators 
to take care of surges that come on the transmission line as a result 
of lightning strikes, and the lightning arrester will discharge the surge 
of electricity to the ground instead of going into the equipment and 
damaging it. 

Mr. Drxon. I have handed you another summary sheet, Mr. Fahey, 
and I call your attention to the date of award, February 4, 1959, on 
contract No. 59P2-3080, calling for bids on five different items. There 
were five items bid, and all the bids were identical. The bidders were 
Westinghouse, General Electric, and Ohio Brass. The bids were in 
the amount of $5,242.50 on item 1, where you received three equally 
low bids. On item 2, you received three firm bids, in the amount of 
$2,412. As to items 3, 4, and 5, on item 3 you received a bid of $445.50 
on item 4 in the amount of $95.94, and on item 5 in the amount of 
$95.94, for a quantity of two. 

Mr. Faney. Yes. 

Mr. Drxon. And all bids were identical. 

Now, there were only three bidders in this category, and I notice in 
going through the other summary sheets, by and large these same 
three bidders bid on most of the invitations that you put out. 

Mr. Fanry. They are the only domestic manufacturers. 

Mr. Dixon. Mr. Chairman, before going to these other summary 
sheets, I suggest that we make this summary sheet, with the support- 
ing material, a part of the record. 

Senator Keravver. That will be done. 

(The documents referred to may be found on p. 7088.) 

Mr. Peck. Are these arresters, Mr. Fahey, standard items such as 
the rest we have been mentioning ? 

Mr. Fanery. These are standard items, and these are price book 
items. 

Mr. Drxon. I see two or three deviations here. For instance, I have 
a summary sheet on award date of June 4, 1957 under contract No. 
57P4-82552, where you ask for a bid on a quantity of 100. You had 
bids from General Electric Supply, Sies Electric Co., Buckey Tele- 
phone & Supply, Westinghouse, H. K. Porter Co., and Joslyn. 

Mr. Faney. Mr. Dixon, these are distribution or line-type light- 
ning arresters. The first case we were looking at was station-type 
lightning arresters. These are much smaller items of equipment, and 
are located out on the transmission lines, and there are more than 
three manufacturers of this type of equipment. 

Mr. Drxon. In other words, that is the reason that these additional 
bidders bid on those items. 
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Mr. Faury. General Electric Supply quoted on an arrester made 
by Hubbard, and Sies and Buckey Telephone both quoted on an ar- 
rester made by Joslyn, and then Joslyn bid themselves. 

Mr. Drxon. I see. 

Mr. Chairman, I suggest these summary sheets be made a part of 
the record. 

Senator Kerauver. That will be done. 

(The documents referred, to may be found on p. 7113.) 

Senator Kerauver. We will have a recess now for about 10 
minutes, 

(Short recess. ) 

Senator Kerauver. We will resume now. 

Suppose we return to the bid on power transformers where Brown 
Boveri, of Le Havre, France, was the low bidder. Senator Long has 
some questions, 

Senator Lone. One question, particularly, Mr. Chairman. 

Mr. Fahey, in your investigation of the plants that you approve, 
domestic and foreign, do you go into the question of labor conditions 
and wages and hours at all ? 

Mr. Fauey. No, sir. 

Senator Lona. You do not go into that at all? 

Mr. Faury. No, sir. It is purely into the technical phases of design 
and manufacture and test. 

Senator Lona. I see. I think that was the only question. I was 
curious. 

Senator Kerravuver. Is the 6-percent “Buy American” provision 
supposed to take care of the labor differential ¢ 

r. Fanry. Well, we do not know that background of the 6 per- 
cent, but there is a 15-percent: duty and 6-percent differential there, 
and we have always assumed that the two of them were designed to 
take care of differences in costs of that nature. 

Senator Krrauver. That is 21 percent in total. The 15-percent 
duty is included in the $395,600 figure; is that correct? 

Mr. Faury. Yes, sir. 

Senator Kerrauver. How was the 6-percent “Buy American” 
amount established ? 

Mr. Fauey. That was established by Executive Order 10582 issued 
by President Eisenhower. 
eau" Keravuver. Is that the Office of Defense Management, 

DM? 

Mr. Fauey. I do not think ODM fixed the differential. 

Senator Kerauver. Anyway, there is an Executive order by the 
President. 

Mr. Fauey. Yes, sir. 

Senator Keravuver. How about the quality of the product in that 
case, power transformers? Did they meet your specifications? 

Mr. Faney. Yes, sir. Our design and operating people are well 
satisfied with the transformers we have in our system that were made 
in Europe. 

Senator Keravuver. So you feel that the quality is as good as what 
you would get from an American company ? 

Mr. Fauey. We think so, yes, sir. 

Senator Krerauver. Anything else, Senator Long? 
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Senator Lone. Nothing more. 

Senator Kerauver. Mr. Peck? 

Mr. Peck. Yes, thank you, Mr. Chairman. ; 

Have you ever requested a bid from any one of these foreign com- 
panies since they submitted these low bids? 

Mr. Fauey. Oh, yes. 

Mr. Peck. Have they answered your requests and submitted bids? 

Mr. Faney. Yes. 

Mr. Peck. Have they since this early date, in October of 1957, sub- 
mitted a low bid on anything? 

Mr. Fauey. Yes. We have bought transformers since this time, 
again from Brown Boveri, for manufacture at their plant in Switzer- 
land; from Ferranti, a manufacturer in England, for manufacture in 
Austria; and I am not certain, but I think we probably bought some 
since this date from English Electric Co., for manufacture in 
England. 

Mr. Peck Then these prices of October 1957 are typical prices 
at which they can produce and sell their products ? 

Mr. Fauey. Yes, sir. 

Mr. Peck. Thank you very much, sir. 

Thank you, Mr. Chairman, 

Senator Keravuver. All right, sir. 

Mr. Dixon. Mr. Chairman, I turn to the category of 15-kilovolt 
current transformers. Is that a special type of transformer? 

Mr. Faney. These are used in our powerplants and substations 
generally in connection with our metering equipment. It is a stand- 
ard item, and it is a price book item. 

Mr. Dixon. On the summary sheet I have handed you, Mr. Fahey, 
the date of award was August 19, 1959. The contract number is 60P 
2-6418. The bidders were: Associated Engineering, of Charlotte, 
N.C.; Jones-Sylar, of Warren, Ohio; Allis-Chalmers, of Pittsburgh, 
Pa.; General Electric, of West Lynn, Mass.; Westinghouse Electric, 
of Sharon, Pa. 

You asked for a bid on three such transformers. Three of the five 
bids were identical, in the amount of $1,296. The low bid was made 
by Associated Engineering, of Charlotte, N.C., in the amount of $1,- 
163.76, which was 6 cents cheaper than the second low bidder, Jones- 
Sylar, of Warren, Ohio. 

Senator Kmrauver. Are these catalog items, Mr. Fahey ? 

Mr. Fauey. Yes, sir. 

‘ Senator Kerauver. Then which is the catalog price, $1,296 or 
1,163? 

Mr. Fauey. I would assume that the $1,296 price is the catalog 
price. 

Now Associated Engineering Co. is a new manufacturer of this 
item of equipment—— 

Senator Kerauver. That is anew manufacturer ? 

Mr. Fanry. A new manufacturer; yes, sir—and Jones-Sylar is the 
jobber for Standard Transformer Co., of Warren, Ohio. 

Senator Keravver. For whom? 

Mr. Fanery. Standard. And those two companies generally bid a 
lower price than the other three manufacturers, but most of the time 
it appears that they are trying to just guess how little below the others 
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they have to go, because in some cases Jones-Sylar and Associated 
will bid equal—— 

Senator Keravuver. Allis-Chalmers, Westinghouse, and General 
Electric are the big manufacturers of electrical equipment, are they 
not? 

Mr. Fauey. Yes, sir. 

Senator Krerauver. They are the very large ones in the United 
States. I notice that they always bid the same. 

Mr. Faury. Well, those three firms publish price books. 

Senator Krrauver. And regardless of the quantity that you buy, 
they always bid the same? 

Mr. Fauey. On this type of equipment, and the quantities we buy; 

es, Sir. 
m Seantor Kerauver. They do not give you any break if you buy large 
amounts ? 

Mr. Fauey. Well, our purchases of this type of equipment are 
usually in small quantities. I do not know hie they would do if 
we were buying a hundred of these at one time. But—— 

Senator Krravver. I notice in some of the other bids we have seen 
there were substantial amounts involved. For instance, here is one 
that we have discussed where the amount was $1,976.10, and these 
three companies bid the same down to the last 10 cents. Do they bid 
= ee whether they sell through a jobber or whether they sell 

irect] 

Mr. Faury. Well, some of their items are not sold through jobbers, 
and I would guess that when they sell through a jobber that they must 
es the jobber a discount to justify him Tapes the business for 
them. 

But neither Westinghouse, GE, nor Allis-Chalmers sells instrument 
transformers through jobbers. They sell directly to us. 

Senator Kerauver. They do sell some items through jobbers ? 

Mr. Faury. Yes, sir. 

Senator Keravuver. All right. 

Senator Long. 

Senator Long. Over a period of time, do the records show—we will 
take these three big companies—that your purchases tend to be some- 
where near to equal from each of the three big companies, or have you 
any impression on that ? 

r. Fanry. General Electric has had a greater share of our busi- 
ness than Westinghouse, and Westinghouse has had a greater share 
than Allis-Chalmers, and that, incidentally, happens to be the relation- 
ship to their size, although I do not think that has had anything to do 
with our placing the business with them. 

Senator Long. I see. 

Senator Kerauver. Do you have a question, Mr, Peck? 

Mr. Peck. No, thank you, Mr. Chairman. 

Mr. Drxon. I suggest on the example we have been talking about 
that that summary sheet, together with the invitation and bids, be 
made a part of the record. 

Senator Krerauver. Without objection. 

(The documents referred to may be found on p. 7130.) 

Mr. Drxon. I have one other summary sheet pertaining to the same 
category which I also suggest be made a part of the record. 
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Senator Kerauver. Without objection. 
(The document referred to may be found on p. 7155.) 

Mr. Dixon. We now turn to the category of potential transformers, 
What is a potential transformer ? 

Mr. Fauey. It is another current-measuring device. 

Mr. Drxon. I hand you another summary sheet, Mr. Fahey, and I 
call your attention to the first item on that summary sheet. The date 
of award was July 10, 1957. The contract number was 58P2-23037. 
In this instance only three bidders bid—Westinghouse, General Elec- 
tric, and Allis-Chalmers. All three bids were identical on a quantity 
of six such transformers, in the amount of $12,751.21. 

You will notice on that summary sheet that the same three bidders 
bid each time you sent out an invitation, and their bids were identical 
for the quantities that you asked for. 

I have other summary sheets, Mr. Chairman, that pertain to the 
same type transformers over a period of time. These same three 
bidders bid identically the majority of the time, and the award usually 
was made on the basis of lot between them. Isn’t that correct, sir? 

Mr. Fauey. In general, yes, sir. 

Mr. Drxon. Is this another'so-called catalog item ? 

Mr. Fauney. Yes, sir. 

Mr. Dixon. Mr. Chairman, I suggest that this summary sheet, 
together with the others, be made a part of the record. 

Teneee Keravuver. They will be made a part of the record. 

Mr. Drxon. As well as the summary sheets of other similar bids on 
the same type transformer. 

(The documents referred to may be found on p. 7156.) 

Senator Kerauver. Of course, Mr. Fahey, the remarkable thing 
about all this is that these three companies all have different locations, 
they have different degrees of efficiency, and they make different 
profits. But why they do not pass their better efficiency on to the Gov- 
ernment in some cases in the way df lower prices, I do not understand, 
do you? 

Mr. Fanry. No, sir. Of course, you will get some tales that these 
prices are based upon the best efficiency, and the least efficient manu- 
facturer is apt to quote the same prices to stay in business. 

Senator Krerauver. Say that again. 

Mr. Faury. That these prices are based upon the most efficient 
manufacturer, and the least efficient must quote the same prices to stay 
in business. 

Senator Keravuver. Looking at it the other way around, in the 
case of steel—and I would not be surprised if that is not true here— 
the prices are based upon the experience of the least efficient. In 
other words, there is an attempt to keep the least efficient company 
in business for a good profit. The more efficient makes a very large 
profit. But I do not see why the public should not have the benefit 
of better operating experience and reduced costs, do you? 

Mr. Fauey. No, sir. 

Senator Keravver. All right, Mr. Dixon. 

Mr. Dixon. Mr. Chairman, I turn to another category called current 
transformers. This is just another type of transformer of a long line 
of them, Mr. Fahey. 
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Mr. Faury. I thought we just looked at current transformers—the 
other was 15-kilovolt current. 

Mr. Dixon. We just discussed potential transformers. 

Mr. Fanry. No. The other prior to that was 15-kilovolt trans- 
formers. 

Mr. Drxon. I hand you a summary sheet on current transformers, 
and I call your attention to one which I have again selected at random, 
the first item appearing there. The date of award was May 5, 1959. 
The contract number was 59P2-94137. You asked for a bid on nine 
such transformers, and you received bids from Jones-Sylar, Associated 
Engineers, Westinghouse, Allis-Chalmers, and General Electric. In 
this instance identical bids were made by Associated Engineers, West- 
inghouse, Allis-Chalmers, and General Electric, in the amount of 
$3,888 ; whereas Jones-Sylar, the low bidder, bid $3,491.55. 

You said Jones Sylar was the jobber for Standard ? 

Mr. Fauey. Yes, sir. 

Mr. Drxon. Is it your general experience that Jones-Sylar would 
bid less than these three large producers, Westinghouse, Allis- 
Chalmers, and General Electric ? 

Mr. Faury. Well, Jones-Sylar’s bid undoubtedly was based upon a 
much lower price from their manufacturer, because their quotation to 
us would include a profit to them. I do not know why Standard 
should quote so anal lower price than the other three, except that 
it does happen at times. 

Senator Kerauver. Where is Standard located ? 

Mr. Fanry. Warren, Ohio. 

Senator Keravuver. And Jones-Sylar is at Joplin? 

Mr. Fauey. Is a Chattanooga jobber. 

Senator Keravuver. What is the usual commission of a jobber? 

Mr. Fauery. I do not know, sir. I would guess maybe 5 percent. 

Mr. Drxon. Mr. Chairman, I suggest that that summary sheet, 
as well as others, be made a part of the record. 

Senator Keravuver. That will be done. 

(The documents referred to may be found on p. 7189.) 

Mr. Drxon. Mr. Chairman, I turn to another category, entitled 
“Oil Circuit Breakers.” 

Mr. Fahey, I hand you one of our summary sheets, again picked at 
random, and I call your attention to the first award appearing on this 
sheet. The date was August 13, 1957. The contract number was 
58P4-23096. The quantity that was bid on was two. The bidders 
were Federal Pacific of San Francisco, and General Electric, West- 
inghouse, and Allis-Chalmers. On these bids that were received, two 
of the four bids were identical. The low bidder was Federal Pacific 
in San Francisco, who bid $33,865, whereas General Electric and 
Westinghouse bid $38,000, and Allis-Chalmers bid $39,999. 

Now, Mr. Fahey, I note here that Federal Pacific is located in San 
Francisco, and this was a delivered price bid, was it not, sir? 

Mr. Faney. Yes, sir. 
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Mr. Dixon. That would be a considerable freight bill that had to 
be paid from San Francisco to the location where these were to he put 
down. 

Mr, Fauey. That is correct. 

Mr. Dixon. And yet they were able to bid approximately $4,500 
or $5,000 lower: 

Mr. Faunery, Yes, sir. 

Mr. Dixon. Than General Electric and Westinghouse ? 

Mr. Fanery. Yes, sir. 

Mr. Drxon. I also call your attention to the third item on that 
summary sheet, which asks for bids on one oil circuit breaker, dated 
October 1, 1957. The contract number is 58P2-23434. The same four 
bidders bid on this item. Three of the four bids were identical; that 
is, Allis-Chalmers, General Electric, and Westinghouse, in the amount 
of $20,875, and again Federal Pacific, the successful bidder, bid 
$19,350. 

Mr, Chairman, I suggest that the summary sheet, together with the 
supporting information on those two examples, be made a part of the 
record. 

Senator Keravver. Without objection. 

Mr. Drxon. As well as other summary sheets, setting forth the 
bids which were made on other oil circuit breakers on other dates. 

Senator Krravver. They will be made a part of the record. 

(The documents referred to may be found on p. 7203.) 

Senator Krravuver. Mr. Fahey, how large a company is Federal 
Pacific? Is it fairly substantial ? 

Mr. Faury. It is a large company. It is smaller than these other 
three, and it does not make the same complete line of equipment that 
the other three do. They have plants on the west coast, and a plant 
in Scranton, Pa., a plant in Newark, N.J., and maybe elsewhere. 

Senator Kuravver. Is this a catalog item ? 

Mr. Fanery. Yes, sir. 

Senator Keravver. Why is it that the larger companies follow the 
catalog usually, and Federal Pacific does not? They want to get the 
business ? 

Mr. Faney. Well, the last two items on that page, Federal Pacific 
is the high bidder. 

Senator Kerauver. Yes; I noticed that. As time went on, they seem 
to have raised their prices. 

Mr. Faney. Federal Pacific has been a much more competitive man- 
ufacturer for oil circuit breakers in our experience than the other 
three. By being competitive, I mean being willing to quote a lower 

rice, 
* Mr. Drxon. Mr. Chairman, in looking at these other summary 
sheets of bids on oil circuit breakers, I note that in many instances 
General Electric was the successful bidder. For instance, under date 
of June 22, 1959, on contract 59P2-5436, there were five bidders— 
General Electric, Allis-Chalmers, Westinghouse, ITE Circuit Breaker, 
and Federal Pacific Electric Co. Allis-Chalmers and Westinghouse 
bid identical, in the amount of $25,050. General Electric bid $24,975. 
For instance, on that bid, Federal Pacific bid $26,170. That reoccurs 
several times. Westinghouse, for instance, on May 2, 1956, contract 
No. 56P3-9556, bidding against Allis-Chalmers, General Electric, and 
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Federal Pacific, was successful in obtaining the bid by bidding $6,465 
against the other three bids of $6,470. 

It seems to be that one gets it one time, and the next time another 
one getsit. There is $5 difference here. 

I suggest we make these summary sheets a part of the record. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 7242.) 

Mr. Drxon. I now turn, Mr. Chairman, to the category entitled “In- 
dustrial Salt.” 

Mr. Fahey, what uses does the TVA make of industrial salt? 

Mr. Faney. Well, most of our salt purchases are for our water 
treatment at our steam electric stations. 

Mr. Drxon. I call your attention to the first item appearing on this 
summary sheet. The date of award was September 27, 1958. The 
contract number was 59X57-64279, on the first item. There were four 
different items on which bids were invited, and four different com- 

anies bid—Diamond, of Jefferson Island, La.; Morton, of Weeks, 
fas International, of Avery Island, La.; and Hardy, of Weeks, La. 

On item No. 1, all bids were identical, and Diamond was the low 
cumulative bidder. What do you mean by that? 

Mr. Faney. Well, this was what we call an indefinite quantity 
terms contract for salt. It was a requirement contract for salt to be 
delivered over a period of time for a number of our stations. There 
were seven of the steamplants which were involved. 

All four bid the same price to the Colbert steamplant, but then 
they started breaking away. Diamond was low at John Sevier plant, 
low at the Johnsonville steamplant, low at Kingston steamplant. 
They were all equal at Shawnee steamplant. Diamond was low at 
the Widows Creek steamplant and at the Gallatin steamplant. So 
that for the requirement, Taintnd was the low bidder. 

These prices included freight to the station for salt in carload lots. 

Mr. Dixon. I point out to you, Mr. Fahey, this bid covered seven 
items. On most of those items it is apparent that Morton, Interna- 
tional, and Hardy bid identical prices. 

Mr. Fanry. Yes, except on item 2; Hardy was high on item 2. 
But Morton, International, and Hardy were alike on items 1 and 3 
through 7. 

Mr. Drxon. On the second summary sheet the date was February 
19, 1959, the number was 59F52-64320, and there are four bidders. 
In this case there is a new bidder, Morton, Carey, Diamond, Hardy, 
and International, on 250 tons. All bid $4,600. The award was made 
to Morton on the basis that it was the low equal bidder, who is an 
actual producer and who offers highest guaranteed—— 

Mr. Faneyr. Sodium chloride. 

Mr. Drxon. What is that? 

Mr. Faney. Sodium chloride. 

Mr. Drxon. Sodium chloride contract. 

Mr. Fanry. Well, this salt here was for our chemical plant, and 
they were concerned about the sodium chloride content of the salt, 
and Morton—while the five bids were identical in price, Morton 
guaranteed a higher percentage of sodium chloride. That was the 
reason we were buying the salt, so that on the sodium chloride basis 
it was the low bid. 

85621—60—pt. 138 
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Mr. Dixon. Mr. Chairman, I suggest that these two summary sheets 
and supporting material be made a part of the record, as well as the 
other summary sheets which we have on industrial salt. 

Senator Keravver. They will be made a part of the record. 

ner documents referred to may be found on p. 7247.) 

enator Krerauver. We will stand in recess until 2:15. 

(Whereupon, at 12:10 p.m., the subcommittee recessed, to recon- 

vene at 2:15 p.m., of the same day.) 


AFTERNOON SESSION 


Senator Keravver. We will get started again now. 

Mr. Dixon. 

Mr. Drxon. Mr. Chairman, I have a few more categories I will go 
through very quickly. 

Mr. Fahey, this category has to do with condenser tubing. Under 
date of August 10, 1959, contract No. 60C52-34934, you asked for 
bids on condenser tubing, and it covered two items. There were sev- 
eral bidders, including ETS of Texas, Inc., the point of manufacture 
being Birmingham, England, and C. Tennant, Sons & Co. of New York, 
point of manufacture, Smethwick Staffs. Is that England, too? 

Mr. Fauery. That is Staffordshire in England. 

Mr. Dixon. Also Wolverine Tube, Decatur, Ala.; Revere Copper & 
Brass, Rome, N.Y.; Bridgeport Brass Co., Bridgeport, Conn.; Sco- 
vill Manufacturing, New Milford, Conn.; American Brass Co., Buf- 
falo, N.Y.; Phelps Dodge Copper Products Corp., Bayway (Eliza- 
beth), N.J.; Chase Brass & Copper Co., Inc., Cleveland, Ohio; and 
Lewin-Mathes Co., division of Carro de Pasco Corp., Monsanto, Il. 

This was a two-item bid. The award which was made was based on 
a bidder for total, as reflected in the price of the bids that were 
made. 

There were four identical bids in the amount of $354,817.41. Those 
bids were by Revere Copper & Brass, Bridgeport Brass Co., Scovill 
Manufacturing Co., and American Brass Co. Slightly higher were 
bids by Phelps Dodge, Chase Brass, and Lewin-Mathes Co. The low 
bidder was ETS of Texas, Inc., in the amount of $265,007.61. C.'Ten- 
nant, Sons & Co. bid $276,088.78. 

Now, sir, this is another example of where the TVA invited and se- 
cured bids from outside the country, and the successful bidder was at 
least a Texas company whose manufacturing point was Birmingham, 
England. 

Mr. Fauey. This really is a case where we bought material from 
European manufacturers without inviting bids from them. 

When we issued the invitation, we did not send the invitation to the 
first two named on the list you read off, but our invitation was, in ac- 
cordance with our regulation, posted on the bulletin board in our of- 
fice in Chattanooga, and representatives of both of those companies 
happened to be in Chattanooga about that time and saw the invitation 
on the bulletin board, and asked for and received copies of the in- 
vitation to bid, and submitted bids. 

ETS of Texas is the wholly owned sales subsidiary of Serek, a tube 
manufacturing outfit in England; and C. Tennant, Sons & Co. is also 
a wholly owned sales subsidiary of a tube manufacturer in England. 
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But the most interesting thing to us about this particular set of 
bids is not the fact that an English manufacturer picked up the invi- 
tation and bid, and bid low, but the fact that Wolverine Tube Division 
bid something else differently from the rest of the tube manufacturers. 

Mr. Dixon Wasthat unusual ? 

Mr. Fauney. It was the first time in history. 

Mr. Drxon. The first time in history ? 

Mr. Fauney. For us. 

Mr. Drxon. Where the companies had broken out of the pattern 
of identical bids? 

Mr. Faney. Yes, sir. 

Senator Kerauver. How did they happen to do it? Did they talk 
with you about it ? 

Mr. Fanry. Well, we do not know. Of course, they are in our 
territory. They should be able to sell us tubes cheaper than anybody 
else. These would be made at Decatur, Ala., less than a hundred miles 
from where they were to be used, at Widows Creek. That is near 
Stevenson, Ala. But they reduced the price about, between 7 and 8 

ercent. 
, Mr. Drxon. To be added to this bid was a 6 percent addition. 

Mr. Faury. Yes, sir. 

Mr. Drxon. Even adding that 6 percent, that would increase it 
by $15,000, and would make it substantially less than the low bid by 
domestic companies. 

Mr. Faney. Nearly 30 percent had to be added to that bid to equal 
the low domestic bid. 

Mr. Drxon This is condenser tubing. That is common copper 
tubing, is that it? 

Mr. Faney. It isa copper alloy. 

Mr. Drxon. Mr. Chairman, in connection with this summary sheet, 
there came to my attention a newspaper account of an interview with 
Brigadier General Vogel which appeared in the August 26, 1959, 
issue of the Nashville (Tenn.) Tennessean. I would suggest that it 
be included in the record, because this quotes a statement by the 
Chairman of the Authority. 

Senator Keravver. Very well, it will be included. 

(The newspaper article referred to may be found on p. 7316.) 

Mr. Drxon. I also suggest that this summary sheet be made a part 
of the record. 

Senator Krrauver. Without objection. 

The documents referred to may be found on p. 7304.) 
enator Kerauver. Any questions, Senator Long, or Mr. Peck, 
about this item ? ‘ : 

Mr. Pecx. I just want to confirm the impression that we all prob- 
ably have. Is this a standard sort of material? _ 

Mr. Fauey. It is standard manufactured material, yes, sir. _ 

Mr. Drxon. I have, Mr. Chairman, several summary sheets dealing 
with auxiliary transformers which are self-explanatory, and I would 
suggest that they be made a part of the record. 

Senator Kerauver. Without objection. 

(The documents referred to may be found on p. 7293.) 

Mr. Drxon. I have a summary sheet dealing with 161-kilovolt 
potential transformers, also, which I would suggest be made a part of 
the record. 
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Senator Keravver. Let it be made a part of the record. 

(The document referred to may be found on p. 7303.) 

Mr. Drxon. I also have a summary sheet dealing with carbon elec- 
a and connecting pins which Tages be made a part of the 
record. 

— Kerravver. Without objection, it will be included in the 
record. 

(The document referred to may be found on p. 7305.) 

Mr. Dixon. I have several summary sheets dealing with transformer 
bushings which I would suggest be made a part of the record. 

Senator Keravver. Without objection. 

(The documents referred to may be found on p. 7306.) 

Mr. Drxon. I have a summary ies dealing with steel drums which 
I suggest be made a part of the record. 

Senator Keravuver. Without objection. 

(The document referred to may be found on p. 7310.) 

Mr. Drxon. I have summary sheets dealing with weed killers which 
a be made a part of the record. That one shows substantial 
identity. 

Senator Keravver. This will be made a part of the record. 

(The documents referred to may be found on p. 7311.) 

Senator Keravver. This is interesting, Mr. Fahey. Under date of 
May 5, 1959—this is quite recent—there are bids for 20,000 gallons 
of—is this weed killer ? 

Mr. Drxon. Yes, sir; weed killer. 

Senator Krravuver. Dow, General, Chipman, and American Chem- 
ical all bid $136,600, but Dow gave a 2-percent discount; so they 
received the order. 

Mr. Fanery. Yes, sir. The award was based on that 2-percent cash 
discount. 

Senator Keravver. So, in the electrical business and in the chemical 
business and in salt, it seems that somehow they make the same or sub- 
stantially the same bids? 

Mr. Fauney. Yes, sir. Salt, some chemicals, electrical equipment, 
electrodes, condenser tubes, those four or five industries. 

Senator Krerauver. When you buy steel—not fabricated steel but 
steel bars—you have the same experience ? 

Mr. Faury. Well, we do not buy much steel from the mills, but 
when we do buy steel from the mills we try to buy it from the Bir- 
mingham area. We have the Tennessee Coal and Iron Division of 
United States Steel Corp. there in Birmingham, the Republic Steel 
at, Gadsden, with the same freight rates to us as the Birmingham area. 
There is Connor Steel in Birmingham, who are manufacturers of rods 
of various types, and some small shapes; and Southern Electric Steel, 
who largely are rod manufacturers. Usually all four of these com- 
panies will have the same mill price on the same product. 

Senator Keravuver. Mr. Fahey, in this very substantial record, part 
of which has been put into our printed record, showing the identi 
of bids, the same prices, if these companies got together and conspi 
to bid identically, of course that would be a violation of the Sherman 
Antitrust Act. 
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But from your viewpoint, the result is the same as if they actually 
did sit down together and conspire. I mean, they come up with the 
same prices. 

Mr. Fauery. Well, I think, answering your question, the answer 
is “Yes.” However they arrive at it, we are paying the same price. 

Senator Kerauver. So that there is some system—they are either 
talking the matter over and arriving at the same price, or somebody 
is following the leader and they arrive at the same price. The result 
is just as damaging to you as if the Sherman Antitrust Act had been 
violated by an outright conspiracy. 

Mr. Faury. I think that is correct. 

Senator Keravuver. These identical prices based upon following 
the leader or upon agreement of some kind or other, whichever it may 
be, usually means high prices, isn’t that so, Mr. Fahey ? 

Mr. Faney. I do not know that I am in a position to answer that 
question, Senator Kefauver, because we do not know whether these 
prices are high or not. All we know is that they are the only prices 
that are available to us. 

Senator Keravver. In these cases where the company is closer to 
the place where the things that you buy would be used, and yet they 
have the same price as some distant company, it is quite evident they 
are not passing on to you the natural advantage you should have by 
being closer to the manufacturer. 

Mr. Fanery. That is true, because we pay the same price, or we get 
the same prices quoted to us from, say, an ACRS manufacturer in 
Chattanooga as, say, from an ACRS manufacturer in Massena, N.Y., 
up on the St. Lawrence River. 

Senator Keravuver. So the advantage of having an industry located 
nearby is not coming your way. ° 

Mr. Fauery. No, sir. 

Senator Keravver. All right, you may proceed, Mr. Dixon. 

Mr. Drxon. I have one more small category, bus type small in- 
sulator. I suggest we make this summary sheet a part of the record. 

Here we have, Mr. Chairman, a recent award, dated June 5, 1959, 
contract 52P2-94751, where all the bids were identical on a quantity 
of 1,000 with all bids being $9,800. 

The bidders were H. K. Porter Co., A. B. Chance Co., General Elec- 
tric, Joslyn Manufacturing, Lapp Insulator Co., Ohio Price Co., and 
ITE Circuit Breaker Co. I believe your records indicate that this 
award was made by drawing between Thomas Works, that is, H. K. 
Porter Co., Thomas Works, and GE and Lapp Manufacturers because 
they were in a labor surplus area, and H. K. Porter was the lucky 

wer. 

Mr. Faney. Yes. 

Senator Krravver. Let all of those be made a part of the record. 

(The documents referred to may be found on p. 7313.) 

Mr. Dixon. Mr. Chairman, during lunchtime I was talking to Mr. 
Fahey, and we were discussing the experience that the Tennessee Val- 
ley Authority had with respect to power transformers, 10,000 kilovolt- 
amperes and below, all voltages. I would like to ask you, Mr. Fahey, 
if you are in a position right now to testify concerning your expe- 
riences, or whether or not you would be willing to undertake a study 
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of this experience and submit a statement which we would certainly 
make a part of the record. 

Mr. Fanry. Well, I could only testify now to these few cases that 
we have here, and which you have made a part of the record this 
morning. 

How far back would you want us to go? 

Mr. Drxon. I would say during this 3-year period that we covered. 

Mr. Fanery. It would probably take one man 10 days to 2 weeks to 
review our records and develop the information, but if you have need 
for it, we will be glad to supply it. 

Mr. Dixon. I think this would be interesting, Mr. Chairman. 

Would you care to tell us why you think this study would be inter- 
esting ? 

Mr. Fanny. Well, it would show, I believe, a pattern of movement 
between the manufacturers from low to high positions. 

Mr. Drxon. You mean by that if there were four bidders, one time 
one would get it, and the next time another one would get it, and the 
next time a third would get it ? 

Mr. Fanny. Well, I don’t know that the record will show that with 
preciseness, but the results of a study might raise some question in 
your mind that you would want to explore Testhes. 

Mr. Dixon. I wish you would make it and submit it to us. 

Senator Keravuver. If you have it made, Mr. Fahey, explain what 
it is again, what you are talking about in connection with this study ; 
that on one occasion three of the bids would be the same, but one 
would be a little lower, and they would get the business. On another 
occasion the other three would be the same, and one of the others would 
be low, and so they would get the business. 

Is that substantially the pattern ? 

Mr. Fauey. It wouldn’t necessarily be any identical bids, but there 
would be a constant shifting of successful bidders. 

Senator Keravuver. It would be very interesting to have the benefit 
of that study. 

Allright, Mr. Dixon. 

Mr. Drxon. Mr. Chairman, before we came down here, I asked Mr. 
Fahey to bring with him the invitations and bids which TVA asked 
for and received in connection with the purchase of a 500,000 kilowatt 
turbogenerator which is to be installed at the Colbert Steam Plant 
near Tuscumbia, Ala. 

As I understand it, the bids were asked from two domestic com- 
panies, General Electric and Westinghouse. 

Mr. Fanry. Let me add, Mr. Dixon, we also asked Allis-Chalmers 
to bid. We asked three domestic manufacturers, GE, Westinghouse, 
and Allis-Chalmers to bid, and two English manufacturers, C. A. 
— & Co., and English Electric Co. to bid. We received three 

ids. 

Mr. Dixon. Am I correct in understanding that the bid you received 
from General Electric was $17,563,000; the bid you received from 
Westinghouse was $17,633,000; and the bid you received from C. A. 
Parsons & Co., Ltd., of England, including the duty, was $12,095,800? 

Mr. Fauney. Yes, sir 

Mr. Drxon. Will you tell us, sir, the background for seeking these 
bids from abroad, and the controversy that took place around it and 









ADMINISTERED PRICES 6715 


the explanation that was offered in support of awarding the contract 
to the Parsons Co.? 

Senator Keravver. I think the statement of the TVA of February 
27, 1959, should be made a part of the record, but you explain it in 
your own way, Mr. Fahey. 

(The statement referred to may be found on p. 7414.) 

Mr. Fauney. Well, in this statement I believe we explained why 
TVA went abroad for bids. 

On the second page of this statement we say : 

For some time TVA has been disturbed by the rising prices of turbogenerators. 
There are only three American firms which manufacture large turbogenerators. 
Since 1951 the prices charged by these manufacturers for such equipment have 
increased by more than 50 percent, while the average wholesale price of all 
commodities has increased only about 5 percent. 

It was this history of price increases by the only U.S. suppliers which led TVA 
to invite bids from qualified foreign manufacturers as well as domestic ones. 

Senator Kreravver. Tell us about the bids that you received. How 
do you explain General Electric and Westinghouse coming so near the 
same large figure? 

Mr. Fauney. I don’t know, sir. 

Senator Keravuver. This is, of course, a custom job. 

Mr. Faney. Yes, sir. Although there are some standard com- 

onents that would go into large stream turbogenerators, this would 
have been strictly a custom-built job, because no turbogenerator this 
size had ever been made in this country or abroad. 

But some of the pieces that would have been used in the manu- 
facture of this machine would be duplicates of pieces that were already 
in existence. 

Senator Kerauver. But they never had a turbogenerator of this 
size and type made here before ? 

Mr. Fauey. No, sir. 

Senator Keravver. All I can say is that it is very remarkable that 
they are that close together. 

Mr. Drxon. Mr. Chairman, in this case the bid, I believe, offered 
te rotect American corporations up to 20 percent, did it not, Mr. 

aney ! 

Mr. Faury. Yes. We said in our invitation that in comparing for- 
eign bids with domestic bids, we would add 20 percent to the foreign 
bidder or to the foreign bid. That 20 percent was to take care of the 
6 percent in the Executive Order 10582, to take care of the additional 6 

reent that is granted those domestic manufacturers whose plants are 

ocated in substantial surplus labor areas, and at the time this invita- 
tion was issued, all three of them were in such areas. 

Today, both Westinghouse and GE are still in such areas. 

An additional 8 percent was for our added costs of inspection, and 
contract administration, engineering, liaison, and such other unknowns 
as might be involved. 

Mr. Drxon. But even by adding this 20 percent, the amount saved 
was over $4 million ? 

Mr. Faney. Yes, sir. 

Senator Kerauver. It says, on page 8, “savings of over $6 million.’ 

Mr. Fauery. That is when we make an allowance for escalation on 
the Westinghouse and GE bids. The Parsons bid was a firm-price 
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bid; the bids of Westinghouse and General Electric were subject to 
escalation, 55 percent of the contract would have increased over the 
years in relationship to increase in a specified Bureau of Labor Sta- 
tistics labor index, and 35 percent of the contract would have increased 
in price proportionate to a BLS materials index. And it was our 
estimate of escalation that made the more than $6 million saving. 

Senator Krerauver. What was your estimated price after the 
escalation ? : 

Mr. Fauey. The evaluated bids, after adjustment for efficiency 
and for escalation, was a little over $13 million for Parsons, to be 

recise, $13,140,700. For Westinghouse, $19,453,725. For General 
Wlectric, $19,673,780. : 

Senator Keravuver. This $13,140,700 figure includes the 15-per- 
cent duty ? : 

Mr. Fauney. It includes all duty and freight to our steam plant site 
in north Alabama. It does not include any allowance for the “Buy 
American Act.” fie 

Mr. Dixon. Mr. Fahey, had i paid this increased cost by pur- 
chase of this generator from either of the two domestic corporations, 
where would it have been necessary to have obtained that necessary in- 
creased expenditure? From what source would it have come? 

Mr. Faney. From our power revenues. 

Mr. Dixon. From power revenues? 

Mr. Faney. Yes, sir. 

Mr. Dixon. You sell your power both to the Federal Government 
and to municipalities through wholesale rates, do you not, sir? 

Mr. Fauey. About half of our output is going to the Federal Gov- 
ernment, and about half to our other customers. : 

Mr. Dixon. So, of course, you would have had to, of necessity, 
charge more for the electricity you were generating through this 
facility had you paid this higher price, would you not, sir ? 

Mr. Faney. Well, this one particular example might not have 
caused an increase in rates, but it wouldn’t take too many of them to 
force an increase in rates. 

Senator Kerauver. You would just have been out $6 million—— 

Mr. Faney. Yes, sir. 

Senator Kurauver. Which belongs to the Federal Government. 
That is true, is it not? 

Mr. Fauey. Yes. 

Senator Kerauver. All right. 

Mr. Dixon. A great deal was said, Mr. Fahey, that this difference 
was caused by the difference in labor rates. 

I notice on page 5 of the explanation which the Authority put out 
that after setting out the various contentions and the various rates 
that were claimed as the difference between domestic labor in this 
country and foreign labor abroad, you make this flat statement : 

In fact, it appears that the import duty is adequate to protect U.S. turbo- 
generator manufacturers’ differences in labor costs. 

You mean by that that you didn’t even need the 20 percent? 

Mr. Faney. Well, that statement in the sentence you read is based 
upon information published by both Westinghouse and General Elec- 
tric Cos. as to the amount of labor that was involved in the manufac- 
ture of the turbine, and that applied to an hourly rate which is pub- 








lishe 
indic 
diffe 

M 
dup! 
mad 


[Lat 

M 
have 
men 


pow 
was 


ADMINISTERED PRICES 6717 


lished by the Bureau of Labor Statistics, gave us figures that would 
indicate that the 15 percent duty was adequate to overcome the wage 
differential. 

Mr. Dixon. Would you, Mr. Fahey, be so kind as to make me a 
duplicate set of those invitations ai.d bids that these three companies 
made for this generator ? 

Mr. Fauey. Some of our people are going to hate you for that. 
[Laughter. ] 

Mr. Drxon. I know we don’t have them. But in the future we will 
have need for them. 

Mr. Chairman, in connection with this, there was sent to me a state- 
ment by Mr. J. C. Moller, Jr., president of the board of water and 
power commissioners for the city of Los Angeles, which statement 
was made at a city council hearing on March 3, 1959, as well as a 
statement by Mr. William S. Peterson, general manager and chief 
engineer, Los Angeles Department of Water and Power, at this same 
meeting. I would suggest that these two statements be made a part of 
the record, because they set out a similar experience that has occurred 
in Los Angeles. 

Here the power board was requesting the city council to approve a 
urchase by the power board of two turbine generators which were to 
e installed at their Haynes Steam Plant, and they were able to buy 

these generators for $9,260,800, whereas of a total of three American 
and four foreign bids for this business, the lowest American bid was 
$14,747,930. There was a saving here, by buying these two generators 
from the Brown Boveri Corp., of some $5,487,130. 

The very interesting fact also appeared in Mr. Peterson’s statement 
before the city council that they had 12 main turbine generator units 
in operation in their plants, and a 13th was being installed now at 
their Scattergood plant. 

That was being installed at the time they asked for bids on these two 
new generator units for the Haynes Steam Plant, and they were 
shocked to find out that generators had gone up, there had been a 
69-percent price increase in cost per kilowatt of capacity over the 
ee then being installed at Scattergood as against the Haynes 
plant. 

a el Keravver. We will make the statements a part of the 
record. 

(The statements referred to may be found on p. 7830.) 

Mr. Drxon. Also of special interest, sir, on that same point, in 
analyzing the various bids, they pointed out that the cost per kilowatt 
of a 156,000 unit was $21.60 in 1951. For another unit at the same 
plant in 1953, the cost had gone to $24.90. In 1955, the cost had gone 
to $24.80, and they had a second unit now being installed at $24.80, 
whereas the increase in the bid price for the two units, if they had 
taken General Electric’s offer, would have been $36.89 per kilowatt. 

So you can see, figuring that they are breaking down their cost 
per kilowatt, it has gone from $21 to $36, or an increase of practically 
48 percent. 

believe you directed that this be placed in the record ? 

Senator Kreravver. Yes, sir. 

Senator Long, do you wish to ask Mr. Fahey any questions? 

Senator Lona. I believe not, Mr. Chairman. 
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Senator Kerauver. Mr. Peck? 
Mr. Peck. Yes, thank you, Mr. Chairman. f 
Mr. Fahey, this morning we spent a few hours discussing the bids 

which you received covering what you have described as standard 

items on which there are published price books or price statements. 

Just recently we have gone over into a different field where we have 

briefly discussed turbogenerators which certainly are custom-made 

items. 

The record shows that through your last fiscal year your pur- 
chases totaled about 125 million. These are figures taken from the 
chairman’s opening statement, Of this $125 million, $67 million was 
spent for manufactured goods, $52 million for raw materials, totaling 
$119 million from the $125 million, the other $7 million being for 
services of one kind or another. 

Of this $119 million spent for materials which you use, about how 
many millions—or you can state this in percentages, if you like— 
would have been spent for these standardized products such as we 
discussed this morning? Would you say a quarter, a half, a third? 

Mr. Fauney. That is 

Mr. Peck. Would you want to hazard a guess? 

Mr. Fauey. I would rather not. 

Mr. Peck. Would you say you spent as much money for these 
standardized products as you do for customized products? 

Mr. Fauery. First, let me say that while a turbine generator, a 
steam turbine generator is a custom-built job, there also are price 
sheets on steam turbine generators from which a man qualified in the 
use of these price sheets can build up a price, it is a combination deal, 
you can’t look one place and find the price. You must add for certain 
features that the customer selects and wants. 

So it is difficult for me to say, and it probably would be difficult, if 
not impossible, to actually determine how much material we buy that 
is of a kind that has price sheets-or catalogs, or suchlike issued, and 
how much where there are no price sheets. 

Of course, of this $125 million, $50-million-odd of that was raw 
material, the bulk of which was coal. 

Mr. Peck. $50 million for materials which you consumed in the 
process of your ordinary operations ? 

Mr. Faney. Yes. And nearly all of that wascoal. 

Mr. Peck. Coal? 

Mr. Faney. So that we are talking about less than $70 million, and 
of that amount there was this turbine bought from Parsons. There 
were three water wheel generators for Wilson Dam that cost in the 
neighborhood of $3 million from Brown Boveri. There were, I don’t 
know, $5 million, maybe more or maybe less, of large transformers. 
There was—we buy other items of equipment for our steamplant 
pumps, condensers, cranes, structural steel. There are no so-called 
price sheets for those that I know of. 

Mr. Peck. For ordinary administrative supplies, you would have 
a similar experience; would you not? 

Mr. Fauey. In administrative supplies—— 

Mr. Peck. All the way from paper clips to automobiles? 

Mr. Fanery. Several million tie yes. 

Mr. Peck. One further question, sir: 
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In these 14 or 15 standardized items which we have discussed and 
for which you say you have had price lists, are the prices on those 
lists delivered prices or f.o.b. gehest 

Mr. Fauey. It depends — the commodity. 

Mr. Peck. Are they usually one way or the other? 

Mr. Faury. The electrical items are delivered prices. 

Mr. Peck. I remember there was one item which you said carried 
an f.o.b. price. 

Mr. Fanery. That wascement. 

Mr. Peck. That, of course, is a fungible material, and cement is 
cement no matter where you get it. 

Can you think offhand of any of the others, sir, where there was an 
f.o.b. price? Salt, perhaps? 

Mr. Fauney. No; salt is a delivered price. 

On the carbon electrodes which are used in our phosphorus furnaces 
at Wilson Dam, we asked there for bids, usually on three bases: One, 
f.o.b. the manufacturing plant; one, delivered to the TVA plant by 
the vendor’s truck; and one, delivered to the TVA plant by common 
carrier. 

Mr. Peck. How do you select among those three if the price is 
different ? 

Mr. Fauery. The trouble is we don’t get any difference. That is 
what we are looking for because of the difference in location of the 
three manufacturers of the electrodes, but we have never been able 
to outguess any of these folks. 

Mr. Peck. I think that is about all I have. 


Thank you, Mr. Chairman. 

Senator Krerauver. What do. you mean, you have not been able to 
outguess them, Mr. Fahey ? 

Mr. Faney. Well, our asking three different prices there was to 
give someone an opportunity to use a low factory — and then we 


would take advantage of the location by paying less transportation 
costs, getting the material to the point where we needed it. But it 
didn’t turn out that way. 

Senator Krerauver. You mean even when you ma it at the factory, 
somehow the prices wind up so that when you pay the freight you pay 
the same to each company; is that right ? 

Mr. Faney. It sometimes happens that way; yes, sir. 

Senator Krravuver. How can that happen if they don’t talk things 
over, Mr. Fahey ? 

Mr. Fauey. I don’t know, sir. We have asked ourselves that ques- 
tion a good many times. 

Senator Kerauver. Can you give us some specific examples of what 
we were just talking about ? 

Mr. Fauey. Carbon electrodes is one. 

Senator Krravver. I mean, can you name the companies. What 
companies ? 

r. Faney. Let’s see, there is Great Lakes—— 

Senator Krerauver. Where are they located ? 

Mr. Faney. I think Great Lakes, I think—well, I don’t know 
whether I can give you the names and their locations, but one of them 
is at Columbia, Tenn.; one of them is at Buffalo, N.Y., and one of 
them is over at North Carolina, that is, the plants that they ship from. 

















6720 ADMINISTERED PRICES 





Senator Keravver. They are in our summary sheets. I just thought 
while we were talking about it, it would be an interesting situation. 

You asked them for three different types of prices, is that right? 

Mr. Fauey. Yes, sir. 

Senator Kerauver. What were those three again ? 

Mr. Fauey. F.o,b. the point of manufacture; delivered to destina- 
tion in their truck, or delivered to destination by common carrier. 

Senator Kreravuver. Would they quote the same price delivered by 
their own trucks as they would a common carrier ? 

Mr. Fanny. That has been our experience when we asked for prices 
that way, yes, sir. 

Senator Keravuver. So when you asked for a price at the plant, you 
found that when you added on the freight, that you were paying the 
same price to each one of them; is that correct ? 

Mr. Fauery. Yes, sir. 

Mr. Dixon. Mr. Fahey, has the TVA ever contemplated purchasing 
its own trucks in order to try to offset some savings on delivery ? 

Mr. Faury. Well, deliveries are made to us from so many points, 
and if we were hauling our material we would only have a one-way 
haul. It just wouldn’t make sense for us to engage in that sort of 
transportation. 

Mr. Nixon. Have you ever contemplated making use of water trans- 
portation, taking possession of the goods at the plant ? 

Mr. Fauney. Well, we use water oe of course, in the 
movement of a high percentage of our coal. We also use it in the pur- 
chase of other items, and structural steel is one, if it can be gotten to 
water. We buy out of the Pittsburgh or Chicago area. We ask the 
bidder to tell us what the price will be loaded on barge at the nearest 
point to his plant, and sometimes we are able to effect a rather sub- 
stantial saving in transportation by contracting for the movement of 
that material either with a contractor or with a common carrier. 

Mr. Drxon. Do these common delivered prices, in your experience, 
come about by virtue of the fact that the bidders start off with identi- 
cal f.o.b. plant prices, and they equalize their freight from the nearest 
a or the nearest plant of the nearest bidder, to the point of desti- 
nation 

Mr. Fanny. Well, in the case of salt, and some chemicals, I think 
that is what happens, because they say in their quotation that they 
are a freight with such and such a point, and that point is 
usually the location of the nearest producer or manufacturer of that 
particular commodity; that is, nearest to the point of delivery to us. 

Mr. Dixon. Are any of these manufacturers of electrical equipment 
engaged in what we call a zone or flat delivered price system ? 

Mr. Fauey. Yes. There are zone prices quoted for some of these 
materials. 

Mr. Dixon. Of course, if they have zone prices they know which 
zone you are in, and they know which zone the various manufacturers 
are in, so all they have to do is just quote the zone price where the 
delivery point is. 

Mr. Fanry. That is right. 

Mr. Dixon. That is all I have, Mr. Chairman. 

Senator Keravver. Mr. Fahey, in the electrical industry which 
one of these companies is the price leader? Generally, somebody gets 
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out a price list, apparently, and the others have the same price list, 
and they don’t give the Government or TVA any break, even though 
TVA may buy a very large amount. 

Which one gets up the price list in the first place? 

Mr. Fauey. I can only answer that question from my own expe- 
rience, and sometimes we are told by Westinghouse that prices on 
certain commodities are going to be increased in a few days; some- 
times we are told by General Electric. I think we are more often told 
by General Electric than we are by Westinghouse. 

We never get any information on price changes, that is, advance 
information on price changes, from any of the other manufacturers. 
But when either GE or Westinghouse publishes a new price, then the 
rest of them follow suit. 

Senator Kerauver. But GE is generally the leader? 

Mr. Fauey. I think we have had more notices from GE than we 
have had from Westinghouse. 

Senator Keravuver. In appliances, such as radios, stoves, and refrig- 
erators, where there are a number of companies making them, there 
seems to be real competition, and the price has been held down pretty 
well; isn’t that true? 

Mr. Fanery. Well, I had occasion in connection with some of the 
studies we made leading up to our decision to buy some equipment 
in Europe, to examine the movement of many indexes that have been 
issued by the Bureau of Labor Statistics, and these items that you 
mentioned have gone down in price, the index has gone down in recent 
years, where the index on industrial electrical equipment—motors and 
transformers and generators, that sort of thing—has continued to 

oup. 

: Rocator Keravver. Fifty percent since 1951, you say ? 

Mr. Fauey. Yes, sir. 

Senator Kerauver. Whereas in this kind of thing in which there is 
real price competition, with the productivity increase, which is 3 or 
4 percent, the price has actually gone down since 1951; isn’t that 
true ? 

Mr. Fauey. For refrigerators and home air-conditioning units, the 
BLS index indicates that is true. 

oe Keravver. Radio and television sets and things of that 
sort 

Mr. Faney. Yes. 

Senator Kerauver. Yousay here in your statement: 


For all wholesale commodities the average has increased only about 5 percent—— 


Mr. Fauey. Yes, sir. 
Senator Keravver (continuing) : 


since 1951. 


I know you are faced with a dilemma, and naturally you would 
like to buy everything American made, as all of us would, but, of 
course, when you have to pay exorbitantly high prices, it just means 
— have to pass it on to the consumer, which is the Government, 
argely,inthiscase. Isn’t that true? 

Mr. Faury. The Government is getting, through the Atomic Energy 
Commission and some other defense installations in this area, half 
of our generation. 
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Senator Keravuver. It means that you get stuck $6 million extra, and 
you just have that much less to pay back to the Government to amortize 
the investment it has in TVA; isn’t that true? 

Mr. Faney. That is correct. 

Senator Kerauver. How about tires, Mr. Fahey ? 

Mr. Faney. We buy our tires on the GSA contract, General Serv- 
ices Administration tire contract, annual tire contracts, and we follow 
their pattern. 

Senator Kerauver. You get tires from the Big Four? 

Mr. Faney. Well, not always. We get tires from—I think we get 
some tires from some of the smaller manufacturers, and our selection of 
the distributors, or selection of the tires, is largely based upon the 
tires that we are going to need in a particular area, the type of service 
that we can get from a manufacturer in that area, and the one that 
can supply us the largest percentage of our needs. 

T think there again the tire prices are all alike. 

Senator Keravuver. Tire prices are all the same? 

Mr. Faney. I think so. 

Mr. Drxon. Mr. Chairman, we have made a temporary inquiry on 
that—I believe we will go into it—but I believe once a year GSA at- 
tempts to establish within a given category and specification a catalog 
price. If they set up a specification, as I understand it, a given tire 
company in this instance has the right to establish a price once. It 
can reduce the price, but it cannot increase it. So that would mean 
that if, practically speaking, I establish my price lower than yours, 
you can immediately reestablish yours to meet mine, so you would not 
have any advantage by establishing your price any higher than mine, 
— if you did, and I came down, your advantage would disappear 

ast. 

Senator Krravver. Mr. Fahey, has the experience you have had on 
identical bids—absence of price competition—been reported to the 
Department of Justice and the Federal Trade Commission from time 
to time? 

Mr. Faney. Shortly before I became connected with the Division 
of Materials, there was a period, I think it was around 1949 or 1950, 
that for a short time TVA supplied information to the select com- 
mittee of, I think it was headed by Congressman Wright Patman 

Senator Kreravver. This is the Select Committee on Small Business 
of the House of Representatives. 

Mr. Faney. Yes, sir. And at the same time it was supplying the 
same information tothe Department of Justice. 

Mr. Patman wrote us for the information. The Department of Jus- 
tice telephoned our Washington office and asked for the information. 

So the way we responded to the request was that we mailed the 
information direct to Mr. Patman, and we sent: identical information 
to our Washington office and they gave it to the Department of Justice, 
and that continued for a period of not more than 1 year, and then we 
were told tostop. Of course—— 

Senator Krravver. By both the select committee and by the De- 
partment of Justice? 

Mr, Fanery. Yes, sir. Of course, now we have been requested to 
supply information to the Antitrust Division of the Department of 
Justice, the same as we have been supplying to your committee. 
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Senator Kerauver. That has been a recent request ? 

Mr. Fauey. Yes, sir. Made—in fact, Mr. Maher of their Phila- 
delphia office came to see me one day, and Mr. Dixon came to see me 
the next day. 

Mr. Dixon. I think you read in the paper, Mr. Fahey, that we were 
going to hold these hearings. 

Senator Kerauver. I am glad you are furnishing the information. 
It might be interesting. And you have furnished the Federal Trade 
Commission with your cement problem, have you not? 

Mr. Faunry. They asked us for information on cement, steel drums, 
steel, and pipe. We were able to supply them information on several 
cases on cement, one instance on steel drums, but no information on 
either steel or pipe because they wanted information only on pur- 
chases from manufacturers, and we do not buy pipe from the 
manufacturers. They will not sell it to us. And we had not pur- 
chased any mill steel during the period that the Federal Trade Com- 
mission was interested in. 

Senator Kerauver. You have not built any dams in recent years? 

Mr. Fauey. No, sir. 

Senator Kerauver. You hope to get Melton Hill started one of 
these days? 

Mr. Faney. We are ready. 

Senator Kerauver. You are not a lawyer, are you, Mr. Fahey? 

Mr. Fanery. No, sir; I am an accountant. 

Senator Keravuver. But you are familiar with the Cement Institute 
case of 1948, are you not ? 

Mr. Faney. A little. 

Senator Kerauver. Anyway, in that case a Government agency 
asked for bids and quite a number of cement companies submitted 
the same identical bids. The Supreme Court held that that was evi- 
dence of conspiracy to violate the Sherman Antitrust Act. And to- 
gether with other evidence they found it to be a violation of law. 

Do you see any real difference in what happened there and what is 
happening here? 

r. Fanry. Well, it would seem to me there would be very little 
difference or no difference between identical bids on cement and identi- 
cal bids on transformers. 

Senator Krerauver. Of course, this was found to be evidence, and 
when put together with other evidence, there was a constriction. 

Anything else? 

Mr. Dixon. That is all we have. 

Senator Keravuver. Mr. Flurry ? 

Mr. Fiurry. No questions. 

Senator Kerauver. Senator Long? 

Senator Lona. No questions. 

Senator Keravver. Mr. Peck ? 

Mr. Peck. No, thank you, Mr. Chairman. 

Senator Krerauver. Mr. Fahey, I hope you will give us the further 
information we have asked for. We appreciate your cooperation 
very, very much. You are certainly to be complimented for the way 
you have gotten together the information which you have given us, 
and for having it at your fingertips. I also think you are to be compli- 
mented for trying to protect the public interest in connection with 
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the purchases that you have made for the TVA under your a: 
vision. You certainly have tried to get real price competition nto 
the picture, and have had a rather difficult time doing it. 

Senator Lone. I might say, Senator, as one to whom it is very hew, 
there are some almost miraculous coincidences here in prices. 

Senator Kreravver. We find them in other industries, too. A lot of 
people don’t understand, they don’t think through the fact that where- 
as the TVA purchased some $125 million last year in equipment that 
the Defense Depeetemnt, of course, is purchasing many, many times 
that amount. The Department of Defense costs are stupendous on 
tanks and guns and steel and oil. 

A 1-cent increase in the price of oil, the subcommittee found, 
cost the people of the United States a billion dollars a year; it cost 
the Government some $185 million a year. 

So the Defense Department is first, and GSA is the second greatest 
purchaser in the Nation, and way down the list, I think you are third, 
is that true? 

a Faney. We, I know, are small compared to Defense and to 

Senator Keravver. But this is a sad situation. It is one of the 
causes of high taxes and inflation. And, with this price-wage spiral, 
we are pricing ourselves out of foreign markets, too. 

Thank you, Mr. Fahey. 

We will stand in recess until 10 o’clock in the morning. 

(Whereupon, at 3:15 p.m., the subcommittee recessed, to reconvene 
at. 10 a.m., Tuesday, September 29, 1959.) 
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TUESDAY, SEPTEMBER 29, 1959 


U.S. Senate, 
SuscoMMITTeEE ON ANTITRUST AND MoNnoPpoLy 
OF THE COMMITTEE ON THE J UDICIARY, 
Knoeville, Tenn. 

The subcommittee met, pursuant to recess, at 10 a.m., in room C, 
New Sprankle Building, 510 Union Avenue, Knoxville, Tenn., Senator 
Estes Kefauver presiding. 

Present : Senator Kefauver (chairman). 

Also present: Paul Rand Dixon, counsel and staff director; Theo- 
dore T. Peck, special counsel for minority; Horace L. Flurry, assist- 
ant counsel; Ed Dupree, attorney; and Car] L. Fry, special economist. 

Senator Kerauver. The committee will come to order. 

Mr. Finley, of the Chattanooga Electric Power Board, has sug- 
gested that they wanted to spend a day in the beautiful city of Knox- 
ville, and that Mr. Strange and Mr. Whitaker, the Knoxville repre- 
sentatives, testify first. 

So, Mr. Whitaker, you and Mr. Strange—and Mr. Kennerly I be- 
lieve is with you—come around. - 

Mr. M. B. Whitaker is general minnaget of the Knoxville Utilities 
Board, Knoxville, Tenn.; is that correct ? 

a Re bre rr ig cet a Ls . " 

Senator Kerauver. An r. C. L. Strange is the purchasi t 
of the Knoxville Utilities Board. wi 7 ee 

Mr. Kennerly, you are the counsel ? 

Mr. Kennerty. That is correct. 

Senator Keravuver. We are glad to have you with us, 


STATEMENT OF M. B. WHITAKER, GENERAL MANAGER, KNOX- 
VILLE UTILITIES BOARD, KNOXVILLE; ACCOMPANIED BY C. L. 
STRANGE, PURCHASING AGENT, AND W. W. KENNERLY, COUNSEL 


Senator Keravuver. It was brought out yesterday that the price 
a in most of the electrical equipment field is the General Electric 

O. 

I asked counsel to secure the profits, after taxes, of the General 
Electric Co. for the past few years. Will you read what you have, 
Mr. Dixon? 

Mr. Dixon. Mr. Chairman, the source of these figures is a Federal 
Trade Commission study on rates of return on stockholders’ invest- 
ment after taxes. This 1s for the total investment. I have the figures 
from 1952 through 1957 for General Electric Co. 
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In 1952 on stockholders’ investment after taxes, General Electric Ho 
Co. realized an 18.4 percent profit; 1953, an 18.5 percent profit; 1954, Mr. 
a 20.9 percent profit; 1955, a 19.7 percent, profit; 1956, a 19.4 percent Sen 
profit ; 1957, a 21.1 percent profit. See agent 

It is possible to get these figures for 1958, but they were not in this Mr. 
report by the Federal Trade Commission. chasin 

Of course, the 1959 figures are not out yet. he w 

Senator Krravver. This is, I believe, among the highest profits of | purcl 
American industry, with the possible exception of a number of phar- Ser 
maceutical and chemical companies; is that correct yout 

Mr. Dixon. That iscorrect, Mr. Chairman. _ Mr 

It means, for instance for 1957, at that rate of return on stockhold- | ing t 
ers’ investment, in 5 years the company has all its money back. tion. 

Senator Krerauver. We are for companies making good profits, but Sei 
I think that the public would be interested in comparing this profit ]} tion: 
with the average profit of other corporations. It 1s about twice the Mi 
average profit of American manufacturers generally. be or 

Mr. Whitaker, are you going to testify first? Mr. Dixon, you take — 
over. sec 

Mr. Drxon. As I understand, Mr. Chairman, Mr. Strange is the Se 
purchasing agent for the Knoxville Utilities Board, and in talking M 
with Mr. Whitaker, I believe he said that it is he who had this personal Se 
experience that we are interested in; am I correct, Mr. Strange? M 

{r. Srraner. Yes, sir. have 

Mr. Drxon. Now, Mr. Strange, I understand that upon our request Oce: 
you prepared nor! 

Senator Keravuver. First let’s ask Mr. Whitaker or Mr. Strange just pro| 
how big an operation the Knoxville Utilities Board is. ; Ss 

Mr. Wuiraxer. The Knoxville Utilities Board is a municipal or- bid ' 
ganization formed to serve gas, water, and power to the city of M 
Knoxville and contiguous areas. met 

The income of the electric properties this year will be approximately S 
$16 million; water properties, $2 million; gas properties, $2 million. _— 

Senator Krrauver. How much for electrical properties. = 

Mr. Wuiraxer. Approximately $16 million. tha 

The employees of the board amount to approximately, from time to N 
time, 975 to 1,000 employees. : 

Senator Kerauver. And you service for electricity, water, and gas Mr 
not only the city of Knoxville, but the contiguous area ? yo 

Mr. Wuiraxer. That is correct, sir. of 

Senator Keravver. How far do you go? ae 


_Mr. Wurraxer, Our farthest customer perhaps is 50 miles from the 
city. Our power area extends into seven counties. 
Senator Krrauver. How many people do you serve? 


Mr. Wurraxer. Something over 300,000 people, about 78,000 electric i 
customers, 40,000 water customers, 8,500 gas customers. wigs 
‘ Senstor Keravver. Is Knoxville larger than Chattanooga, do you 

now ¢ ° 

Mr. Wuiraxer. In the trade area, yes; within the corporate limits; - 

no 


Senator Kerrauver. We always argue that point with you. 
[Laughter. ] 
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How long have you been the general manager, Mr. Whitaker ? 

Mr. Wuriraker. Since 1953. 

Senator Keravuver. How long has Mr. Strange been the purchasing 
agent ? 

Me, Wuiraxker. The board was formed in 1938. He has been pur- 
chasing agent since that time, and prior to the formation of the board 
he was purchasing agent for predecessor companies. He has been 
purchasing agent for some, I believe, 35 years or longer. 

Senator Krrauver. And obviously you charge rates that will enable 
you to amortize your investment ad keep up your equipment. 

Mr. Wuiraxker. The board is specifically charged in the act creat- 
ing the board of operating a businesslike and economical administra- 
tion. 

Senator Krravver. In the act creating the board, is there any direc- 
tion about how purchases should be made? 

Mr. Wurraxer. The act stipulates that purchases above $500 shall 
be on competitive bidding. There is nothing in the act that specifies 
that the bid shall be awarded to the lowest bidder; simply that we 
secure competitive bidding. 

Senator Kerauver. On any purchase above $500 ? 

Mr. Wuiraxer. Above $500. 

Senator Kerauver. What is your practice on purchases above $500? 

Mr. Wurraxer. To advertise or send out notices to suppliers and 
have bid openings at a specific date. That is our normal practice. 
Occasionally we will secure bids by telephone in case of a rush, but in 
normal practice we give the bidder sufficient time to forward a written 
proposition on his product. 

oo Keravver. Is this $500 for a single item, or for a single 
1G ¢ 

Mr. Wuriraxer. We generally consider it as a single item. Or, let 
me say, the items that we are asking for would be, say, more than $500. 

Senator Kreravver. I mean, if you were buying five or six items at 
one time from General Electric—if you wanted five or six transform- 
ers, let us say, where any one was less than $500 but the total was more 
than $500, you would ask for bids ? 

Mr. Wurraxker. We would ask for bids. 

Senator Keravver. Do you want to make any general observations, 
Mr. Whitaker, about your experience on competitive bids—whether 
you are getting the benefit of the free enterprise system in the matter 
of supply and demand; whether there is real competition among the 
people that you purchase from ? 

Mr. Wuiraxer. I would say that in general the similar bidding 
procedure seems to have increased within recent years. 

Senator Keravuver. In other words, it is getting worse. In times 
past there was more price competition, but in recent years more 
identity of bids? 

Mr. Wuirtaker. I believe our record will show that. 

Senator Kerauver. With the identity of the bids you are not get- 
ting the free play of competition ? 

Mr. Wurraxker. That would be the surmise. 

Senator Keravver. And is it your conclusion also that because you 


are not getting the free play of competition, you are paying higher 
prices? 
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Mr. Wuiraxer. Well, I have no means of knowing why the bids Mi 
are similar. But I am of the opinion that it is more than coincidental | pan 
that they are of the—that they do bid the same on items. dake 

Senator Keravuver. Do you think it would be rather difficult for it | mote 
to happen unless there was some knowledge between the bidders as | prea’ 
to what their bids would be? M 

Mr. Wurraxer. Well, I have no means of knowing that, of course, | whe; 
but for manufacturers in different parts of the country to bid the | gxn¢ 
same price seems somewhat more than coincidental. That would be \ 
a general conclusion. ou 

Senator Keravuver. I can understand how you reach that con- | jook 
clusion. one 

All right, Mr. Dixon. M 

Mr. Drxon. In that general line, Mr. Whitaker, yesterday Mr. M 
Fahey furnished us with a statement by TVA on purchase of the | op i 
turbogenerator from the C. A. Parsons & Co., Ltd., of England. M 
There is contained in the statement the remark that since 1951 the M 
prices charged by these manufacturers for such equipment have in- | gite 
creased by more than 50 percent. He was, I think, referring spe- | py, 
cifically to turbogenerators. 500 

What has been your observation with respect to electrical equip- I 
ment, generally? Have prices increased materially since 1951? XM 

Mr. Wuiraker. Yes, they have. whe 

Mr. Drxon. In other words, today your costs are considerably < 
higher when you buy electrical equipment ? I 

Mr. Wutraxer. That is correct. ord 

Senator Keravver. In connection with this increase in the prices I 
of electrical equipment and other manufactured products, I think it | py 
ought to be kept in mind that we do have increased efficiency in pro- PY 
ductivity from year to year. In the steel industry, for instance, the I 
increase in productivity is from 3 to 4 percent each year. In the first . 
half of 1959, however, the best frgures we can get indicate that it was as 
up above 6 percent, which means that it takes 6 percent fewer people ] 
to make a ton of steel than it did earlier, or that with 3 or 4 percent 
it would take 3 or 4 percent fewer people to make a given product 
than previously. 

The President, in his economic report to the Congress for 1958, said | yj 
the increase in productivity for all manufacturing was about 3.5 per- as 
cent per year. So that if wages and materials remain the same, you co! 
ought to be able to anticipate a reduction in price. But with wages : 
and materials going up some, when you apply the increase in pro- gai 
ductivity, the increase in price should not be very substantial from 
1951 until 1958. $1 

I think Mr. Fahey’s statement said on that that the average had th 
been 5 percent. be 

Mr. Drxon. Yes. 

Senator Kreravver. All right, you proceed, Mr. Dixon. 

Mr. Drxon. Mr. Chairman, we requested the Knoxville Utilities 
Board to make a study for us. It has submitted to us this report in P 
tabular form, together with a cover letter. ti 


Senator Keravver. This will be made a part of the record. 
(The report referred to may be found on p. 7433.) 
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Mr. Drxon. The letter on the inside of the cover page, Mr. Chair- 
man, is self-explanatory. It points out that the tabulations cover 
distribution transformers, power transformers, electric watt-hour 
meters, porcelain insulators, lightning arresters, and oil circuit 
breakers. 

Mr. Strange, I will ask you to turn to page 1 in the compilation 
where the first 514 pages pertain to the Knoxville Utility Board’s 
— o in asking for bids on electric watt-hour meters. 

he first tabulation that appears on page 1 relates to the bids which 

ou received on July 6, 1956, for 500 electric watt-hour meters. As I 

ook at the bids, I see you received bids from General Electric Co. or 
one of its affiliates, its supply company, Graybar Electric Co. 

Mr. Srrance. That is correct. 

Mr. Dixon, You received bids from Westinghouse Electric Corp. 
or its affiliated supply company. 

Mr. Srranee. That is right. 

Mr. Drxon. You received bids from Sangamo Electric Co., Bow- 
ditch & Co., Roden Electrical Supply Co., and Stokes Electric Co. 
Every one of the bidders bid the identical price of $15.10 each on the 
500 meters, for a total bid price of $7,550. 

In that instance, how did you award the bid, sir? 

Mr. Srranee. On electric watt-hour meters we have been dividing, 
where the bids are identical, we divide among four manufacturers. 

Senator Kerauver. Speak a little louder, sir. 

Mr. Srranae. We divide among four manufacturers and place 
orders through local jobbers, among local jobbers that. bid. 

Mr. Drxon. In other words, receiving no price advantage, you 
spread it out probably to assure you of a better supply; is that it? 

Mr. SrranGe. Yes, sir. 

Mr. Drxon. As I turn through pages 1, 2, 3, 4, 5, and the top of 
page 6, I observe that on various bids which you asked for, on each 
one of them you received identical bids. 

Mr. Srranoe. That is right. 

Mr. Drxon. Am I correct in that, sir? 

Mr. Srranear. That is right. 

Mr. Drxon. So each time from July 6, 1956, through July 8, 1959, 
which is the period for which you have made this tabulation, you 
never received a different price on an electric-watt-hour meter; is that 
correct ? 

Mr. Srrance. The prices changed up or down, but they were all the 
same} yes, sir. 

Senator Keravver. I notice that the price on July 6, 1956, was 
$15.10 each and the price on September 8, 1958, was $15.37. Would 
nae the same whether you bought 100, 500, or whether you bought 1 
or 2 

Mr. Srranar. Yes, sir. 

Senator Kerauver. They don’t give you any advantage by large 
purchases ? 

Mr. Srrance. Well, we very seldom ever buy, say, over 500 at a 
time. 

Senator Keravver. That is a large purchase. 
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Mr. Srranae. Yes, it is. I don’t know whether we, if we bought M 
1,000 there would be any difference or not. It doesn’t seem to be any M 
different between 100 and 500. setd 

Senator Keravver. It: would certainly seem that if you are buying M 
in large amounts, say 500 or 600, they ought to make you a lower a 
price. 

There was quite an argument in the Congress when the Robinson- | 
Patman Act was passed back in 1936 that a company should be able M 
to give a different price to its customers when a larger order was M 
placed. It was pointed out that it is a part of our free competitive | °” ‘ 
enterprise system to be able to give some little favor or break to the tha 
fellow who placed a large order. That was based on the savings in M 
costs, and that is a part of section 2(a) of the Clayton Act, as amended. the 

But the electrical industry seems to have gotten away from that Kn 
proposition. f.0.l 

Mr. Stranee. Yes, sir. N 

Mr. Drxon. Mr. Strange, on an item like electric watt-hour meters, N 
yesterday some reference was made to cataloging. You don’t order] . N 
these items out of a catalog, do you ? in t 

Mr. Srranoe. I don’t. They are always on sealed bids. au 

Mr. Drxon. In other words, you send out the specification and the A 
type you want, and you ask for bids? x 

Mtr Srranee. Yes, sir. A 

Mr. Drxon. Do you have any catalog furnished you? bid 

Mr. Srranee. I have catalogs; yes, sir. x 

Mr. Drxon. And is the bid price that you get the price that appears a 
in those catalogs ? < 

Mr. Strange. Yes, sir. . 

Mr. Drxon. In other words, even though you perhaps might have I 
a specification which either fits in that catalog or does not fit in that ‘ 
catalog, you get the same price? I 

Mr. Strano. If the specification fits the meter that is in the cata- ' 
log, and the price sheet, then we get that price. If it is something ] 
special that we have on our lines, then it would not show in the catalog, ] 
it would be probably an extra price for that particular feature that we Sti 
might ask for? wh 

Mr. Drxon. When you ask for that particular feature, don’t you | %. 
still get the same price? 

Mr. Srrance. Oh, yes; we get from the-—— 

Mr. Drxon. In other words, whether it is in there or whether it is | ele 
not, you get the same price? Nc 

Mr. Strange. Yes, sir. 

Senator Krrauver. How could that happen, Mr. Strange? You 
ask for some deviation from the equipment set forth in the catalog, | 
something more or something less, and yet even in that case where it 
is a custom item you get the same bid. 

How do you think that could happen ? go 






Mr. Srrance. I don’t know. 

Mr. Drxon. Mr. Strange, don’t those catalogs quote an f.o.b. price 
at the plants? 

Mr. Srranae. In the case of meters and transformers, equipment 
like that, it is quoted f.o.b. delivery, f.o.b. destination. 
Mr. Dixon. In other words, it is a delivered price? 











ADMINISTERED PRICES 6731 


Mr. Srranece. Yes, sir. 

Mr. Dixon. You ask for, I assume, your bids to be in the form of a 
setdown or delivered price in Knoxville; do you not? 

Mr. Srrance. Yes, sir. 

Mr. Drxon. These bidders are at different localities, and of course 
they would have different costs on shipping that amount of freight 
to Knoxville, would they not, sir? 

Mr. Srranee. Yes, sir. 

Mr. Drxon. And it is your recollection, you say, that these catalogs 
on electric watt-hour meters are in terms of delivered prices rather 
than f.o.b. prices at plant ? 

Mr. Srrance. That is right, on transformers and meters we have 
the catalog price, I mean, the list price, and a central station such as 
Knoxville Utilities Board gets a certain discount off of those prices 
f.o.b. Knoxville. 

Mr. Drxon. And is that the bid price that you get? 

Mr. Srranae. Yes, sir. 

Mr. Drxon. In other words, do you customarily get what is set out 
in the catalog as a discount under the catalog price, because you are 
a utility board? 

Mr. Strranee. Yes, sir. 

Senator Kerauver. What is the use of taking bids, then ? 

Mr. Srrance. Well, we are a municipality, and we have to ask for 
bids on anything over $500. 

Senator Kerauver. I mean, you know what the price is going to be 
iy ye of where you get itfrom. Are these secret bids? 

Mr. Srraner. What did you say ? 

Senator Kerauver. These are secret bids ? 

Mr. Srrange. Yes, sir; they are sealed bids. 

Senator Kerauver. Sealed bids? 

Mr. Srranae. Yes, sir. 

Senator Kerauver. Opened at—— 

Mr. Srranae. Opened at 2 p.m. on such-and-such a date. 

Mr. Drxon. Mr. Chairman, I think it would be well to ask Mr. 
Strange in that connection, when you ask for a bid you don’t know 
whether that price is going to be in existence on the day you are going 
to open the bid do you? 

r. Stranee. I didn’t understand that. 

Mr. Drxon. For instance, if you send out an invitation for 500 
electric watt-hour meters to be delivered here, we might say, on 
November 1, 1959, that would be a future date, would it not, sir? 

Mr. Srranae. Yes, sir. 

Mr. Dixon. The catalog price would be the price as you know it 
today, would it not ? 

Mr. Srranece. Yes, sir. 

Mr. Dixon. You wouldn’t know whether that catalog price was 
going to change on November or not, would you ? 

Mr. Strange. No, sir. 

Mr. Dixon. So you are asking for a secret bid a month ahead ? 

Mr. Srranee. That is right. 

Mr. Drxon. And when you receive it, the bids are all alike? 

Mr. Srrance. Yes, sir. 
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Mr. Peck. Mr. Strange, during the course of that month, during 
which your invitation is outstanding for a bid, would you be in- 
formed of any price changes upward or downward from any of the 
companies ? 

Mr. Srranoaer. Yes, sir. 

Mr. Pecs. As purchasing agent for the Knoxville Utilities Board, 
do you normally want to have more than one supplier for each com- 
modity you buy ? 

Mr. Srranee. Yes, sir; we certainly do. 

Mr. Precr. That is customarily the case? 

Mr. Srrance. Yes, sir. 

Mr. Perc. In the event you had several suppliers, as you would 
want to have, and they were located in different areas, would you want 
them to absorb freight to the nearest competitive point so that prices 
would be as close as possible? 

Mr. Srrance. Well, I think that would be more or less up to them. 
In other words, I ask for the bid. 

Mr. Peck. If they were not allowed to absorb freight, sir, would 
you not have to buy from the closest supplier ? 

Mr. Strance. Yes, sir. 

Mr. Peck. And only from him? 

Mr. Strranae, Yes, sir; I think so. 

Mr. Peck, You would not be allowed to pay a higher price merely 
in order to hold onto one of the other suppliers which you would like 
to have? 

Mr. Srranog. That is correct. 

Mr. Peck. Then in order to have several suppliers, you expect them 
to absorb freight to the place of business of the nearest supplier, is 
that true, sir? 

Mr. Srrance. Well, they do. I don’t 

Mr. Peck. If they didn’t, you would have to buy from only the one, 
is that correct ? . 

Mr. Srranes. Yes, sir; I would think so. 

Mr. Peck. All right. 

Now, &® moment ago you talked about slight deviations in some of 
the standard materials that you would buy. 

What sort of deviations might there be in an insulator or circuit 
breaker, or something of that nature, or watt-hour meter? 

Mr. Srranoe. There wouldn't be any deviations in this regular 
watt-hour meter. There probably would be in the case of trans- 
formers. There would not be in the insulators, and not in lightning 
arrestors. 

I believe transformers would be the only item. 

Mr. Peck. Transformers? 

Mr. Strange. Yes. 

Mr. Peck. Now, you testified, sir, that when you order a standard 
item which is listed in a catalog, the price you pay is the same whether 
it be by bid or by individual purchase. 

Mr. Strange. Yes. 

Mr. Peck. If your specifications are slightly different from the 
exact specifications of a product listed in the catalog, is the product 
which you order one which can readily be priced, or is it strictly cus- 
tom made to meet your unique requirements? Could your product 
be made by merely removing or adding some other standard part? 
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Mr. Srrancr. Well, in the case of transformers, for instance, in 
Knoxville, we did until just recently use what we call a three-position 
mounting on a transformer, which may be standard, might be in other 
parts of the country two-position. We have to pay extra for that 
third mounting position on the Knoxville system. That would be 
the 

Mr. Peck. And that third mounting position might be standard 
in some other part of the country ? 

Mr. Srrance. It might be. I wouldn’t know, but it might be. 

Mr. Prcx. And possibly those third mounting position units would 
be in price catalog in Cleveland or in St. Louis? 

Mr. Srrance. I don’t know about that. 

Mr. Peck. Are they specially made for you and only for you? 

Mr. Srrance. That particular item might be, unless it was standard 
in other parts of the country. 

I mention that because we recently have gone to two-position mount- 
ing which is standard, I am pretty sure. 

r. Peck. The subcommittee is trying to understand how it is that 
custom made items, unique for you and only for you, as you indicate, 
might be priced identically from all sources. If it is possible to take 
one part of a standard item and remove it, or to add two standard 
items together, you could come out with a standard price. 

I ask you, sir, are any of the custom items or different items or 
moving items which you order a combination of several standard 
items ? 

Mr. Srrance. Well, in the case of transformers, it is exactly the 
same transformer as far as size, capacity, and everything, and when 


we say sags sneer mounting, it Just means two more lugs. 


Mr. Peck. A couple of more bolts ? 

Mr. Srranoe. Welded on this tank so it can be mounted in three 
different positions on the pole. 

Mr. Prox. I suppose the bolt is a separate standard item, too? 

Mr. Srranoe. Yes, sir. 

Mr. Peck. If you take two standard items and add a third standard 
item, I suppose you come up with three standard items, and that would 
have a standard price. 

Thank you, sir. 

Senator Keravver. All right. 

Mr. Drxon. Mr. Steonae, Mir, Peck’s question to you about absorp- 
tion of freight reminded me of several law cases on that same point. 
Let me explan that situation. 

Let’s assume that General Electric, Westinghouse, Roden Electric 
Supply Co., and Stokes Electric Supply Co. all bid on electric watt- 
hour meters to be put down in Nacrvilia, Tenn. Each one of those 
companies manufactures its equipment at a different locality, do they 
not, sir? 

Mr. Srrance. Westinghouse and General Electric do. I believe 
Roden, as you mentioned, is a local jobber. 

Mr. Dixon. For Duncan? 

Mr. Strranoe. Sangamo. 

Mr. Drxon. Where is Sangamo? 

Mr. Srranee. St. Louis, I believe. 

Mr. Drxon. So that is a different locality ? 
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Mr. Srraneoe. Yes, sir. M 
Mr. Drxon. When you ask for bids you are attempting to securea} M 
low price; isn’t that it? volt 
Mr. Srranee. Yes, sir. : M 
Mr. Drxon. If you had an opportunity to secure a lower price re-}| M 
gardless of absorption of freight, would you not go to that source/} ous 
Mr. Srranor. Yes, sir. 1-ce’ 
Mr. Drxon. How do you feel about a company at a great distance L 
establishing a price that is high enough to give it a cushion wherein} M 
it can absorb freight in order to get the material to you? How do you M 
feel about the fact that you are participating in paying that cushion s 
so that perhaps it can ship goods a greater distance to someone else} and 
than it ships them to you? M 
Mr. Srrance. I don’t know how to answer that hardly, except I} of t 
don’t know e 
Senator Krravver. In other words, if a company is closer to you,| cal. 
and you can get its goods to you at a cheaper price, do you feel you} 
ought to have the advantage of that cheaper price? bids 
Mr. Srranee. Yes, sir, I do. ; &I 
Mr. Drxon. In other words, you don’t like the idea of having to We 
pay that. company a price so high that, if it is manufacturing in} — * 
noxville, it can ship all the way to Seattle, Wash., and absorb that} Co. 
freight and charge whatever price it wants to charge you? \ 
Mr. Srranoe. That is right. We have to pay in there somewhere} 4 
this fréight to the west coast, or wherever it might be. \ 
Mr. Dixon. Somebody must pay the bill? A 
Mr. Srrange. Yes, sir. nin 
Mr. Drxon. What we are talking about here is that manufacturers N 
located in various sections of the United States are quoting to you the N 
same price at your locality in Knoxville, whether you buy it from N 
the man across the street.or from a company in Chattanooga, or from] . } 
one in Bangor, Maine. You ddn’t get the advantage of a lower price} }% § 
by buying it from the man in Chattanooga. the 
Mr. Srranoe. No, sir. the 
Mr. Drxon. In other words, you would really rather have a lower | 2% 
price, would you not, sir? Ele 
Mr. Srrance. Yes, sir. ide 
Mr. Dixon. You are not interested as much in absorption of freight ] 
as in getting a lower price? the 
Mr. Strange. That is right. 2 
Mr. Dixon. Let’s turn to the next category, on pages 7 and 8, light- | 38 
ning arresters. What isa volt lightning arrester, sir? eq! 
Mr. Srranee. The first item is a 2,300 volt. That is a certain size 
capacity, you see The next one, if you will notice, is a 12 kilovolt. | 4 
That is a 12,000 volt. We have different voltages on the system. ‘ 
Mr. Drxon. You have different voltage on the system, so these are | bu 
lightning arresters that must fit in wherever necessary ? 812 
Mr. Strange. Yes, sir. If you will notice the 2,300 volt is much 
cheaper than the 12 kilovolt. We call the 12 kilovolt, it is 12,000} W¢ 
volts, it is higher of course, larger capacity. | 
Mr. Drxon. I suppose the only ones you bought in this period of | , . 
time were in 1956. The lightning arresters are different, as you say, | it’ 






some are 2,300 volts, others are 12 kilovolts. Then there is the 69 kilo- 
volt. 
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Mr. Srranee. Yes, sir, that is 69,000 volts, sir. 

Mr. Drxon. I notice there are a 3,000 volt lighting arrester and a 650 
volt lightning arrester, so they range in different voltages, I assume. 

Mr. Srran@e. Yes, sir. 

Mr. Drxon. In turning to the bids that you received on those vari- 
ous types, listed on pages 7 through 18, the only difference I note is a 
1-cent difference in price. 

Let me take them inorder. On page 6the prices are identical. 

Mr. Srranae. Yes, sir. 

Mr. Dixon. On page 7 the prices are identical. 

Senator Keravver. I notice on page 6 the order seems to be for 100, 
and on the top of page 7 it seems to be for 200. 

Mr. Dixon. The prices are still the same. You double the amount 
of the order. 

On page 8 the prices are identical. On page 9 the prices are identi- 
cal. On page 10 the prices are identical. 

At the bottom of page 11, I see the first difference in price. You had 
bids from General Electric Supply Co., Graybar Electric Co., Jones 
& Lee Supply Co., Roden Electric Supply Co., Stokes Electric Co., 
Westinghouse Electric Co. 

Stokes Electric Co., I suppose, is the jobber for the Line Material 
Co. 

Mr. Srrance. Jobber for the Line Material Co. 

Mr. Dixon. The Line Material Co. ? 

Mr. Srranae. Yes, sir. 

Mr. Drxon. In that instance Stokes bid on 100 2,800-volt light- 
ning arresters, at $11.03 each, whereas the others bid $11.02 each. 

Mr. Srrance. Yes, sir. 

Mr. Dixon. What happened? Did they make a mistake? 

Mr. Srraner. [assume that was a mistake. 

Mr. Dixon. On page 12, I notice again on the second item—here 
is an unusual one—on the 150 12-kilovolt lightning arresters where 
the bids were received August 6, 1957, there were two branches of 
the General Electric Co. involved, one, the General Electric Co. itself, 
and the other one, the General Electric Supply Co. The General 
Electric Co. bid $21.12, and the Supply Co. bid $26.25, which was 
identical with the other bidders. 

I notice that the bid was withdrawn. Do you recall why? Did 
they make a mistake? 

Mr. Srranor. This $21.12 quoted by Graybar Electric Co., that 
is a local jobber. I believe.they were bidding on General Electric 
equipment. 

Mr. Drxon. I made a mistake. I did say that. The bid was with- 
drawn. 

Mr. Srranoe. Yes, sir. I don’t remember this particular instance, 
but it was probably where they got the wrong size, bid on the wrong 
size, or something. That is usually the way they make those up. 

Mr. Drxon. Anyway, had they not withdrawn it, they would have 
won the contract, would they not, sir? 

Mr. Srranae. Yes, sir. 

Mr. Drxon. But after they submitted the bid, did they withdraw 
it before or after the bids were opened ? 

Mr. Strance. After the bids were opened. 
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Mr. Drxon. After the bids were opened ? 

Mr. Srraneer. Yes, sir. 

Senator Kurauver. Do you permit that? 

Mr. Srrance. We do, where we think it is a legitimate mistake. 

Mr. Dixon. You would probably have thought so. The bids were 
always alike in other cases. If they wanted to be low, you would 
have figured something was happening. 

Mr. Seainet Yes, sir. 

Senator Kerauver. Who is the price leader in this field we are 
talking about, lightning arresters? 

Mr. Srrance. Price leader? 

Senator Keravuver. Yes, who fixes the price ? 

Mr. Dixon. Who sets it first ? 

Senator Kerauver Who sets it first ? 

Mr. Srranee. I don’t know. [Laughter. ] 

Senator Kerauver. Who is the big manufacturer? General Elec- 
tric? 

Mr. Srrance. We buy meters from four manufacturers, and when 
prices change, either up or down, we usually get notice of the increase 
or decrease. 

Senator Keravuver. They all change price at the same time, is that 
right ? 

Mr. Srrance. Well, within a week, a few days. 

Senator Keravver. All right, sir. 

Mr. Dixon. Now, going on through pages 12 and 13—— 

Mr. Srrance. Yes, sir. 

Mr. Drxon. I notice the prices are still identical. 


Then on page 14, I notice another deviation. Here is a bid for 


six 60-kilovolt line-t; lightning arresters, received May 2, 1958. 
ype if y 


The bidders were General Electric Co., General Electric Supply Co., 
and Graybar Electric Co., which is a branch of General Electric Co., 
as I understand it—— ' 
Mr. Srrance. That is right. 
Mr. Dixon. Stokes Electric Co. for Line Material Co., and Westing- 
house Electric Co. I notice a bid by Graybar Electric Co. of $671.25. 
oy do you explain that, sir? Was that another mistake on their 
part 
Mr. Strance. They put that bidin. I don’t know—— 
‘ Mr. pees They didn’t have to withdraw that one because it was 
igher ? 
r. Srrancez. That is right. They were not considered in the 
bidding. 
‘ Mr. Drxon. The other bids were $295.80 as against their bid of 
671.25. 
Mr. Srranee. That is right 
Senator Kreravver. It is obvious they must have thought they were 
bidding on something else. 
Mr. StrranGe. Yes, sir. 
Senator Keravver. Because that is more than twice the other bids. 
Mr. Drxon. Then moving to page 15, the bids again are identical 
On page 16, the first two bids are identical. Then we get down to the 
bottom of the page, where you ask for bids on 100 3,000-volt lightning 
arresters which you received December 1, 1958. You had bids of $11.02 
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for each arrester by Stokes Electric Co. for Line Material Co. equip- 
ment, Roden Electrical Supply Co. for the Electric Service Manu- 
facturing equipment, Graybar Electric Co. for General Electric equip- 
ment, and Westinghouse Electric Supply Co. for Westinghouse Corp. 

Westinghouse, in that instance, bid $26.25 as compared with $11.02. 
That would indicate again, I suppose, some error on somebody’s part. 

Mr. Srranee. That was a 3,000-volt arrester and they have in some 
way got hold of the 12-kilovolt price, is what it looks like. 

Mr. Dixon. In other words, that is the same as the one on the top 
of page 16, on 12-kilovolt arresters? 

Mr. Strange. Yes, sir. 

Mr. Drxon. Then turning to page 17, the prices are identical, and 
on page 18, the prices are identical. 

Just a minute. There is a difference on the top of page 15. There 
is a low bidder there. There is a bid for twelve 60-kilovolt lightning 
arresters which you received March 9, 1959, and the bidders were 
Westinghouse Electric Corp., Stokes Electric for Line Material Co. 
equipment, General Electric Co., Graybar for General Electric, and 
General Electric itself, again. 

Everyone bid $313.20 each with the exception of Stokes Electric 
Co. bidding for Line Material Co., which bid $269.88. 

Did you accept that bid and was it filled ? 

Mr. Srranee. I don’t remember this particular instance, but if it 
met, specifications, we asked for in the bid, we did accept it. 

Mr. Drxon. That is the first deviation that I have seen. This is a 
60-kilovolt arrester, though, isn’t it? 

Mr. Srraneer. Yes, sir. 

Mr. Drxon. They did not bid on the 60 kilovolts on page 17. But 
down below the bids are identical. 

Senator Keravuver. On the 60-kilovolt station-type arresters, there 
seem to be two companies bidding, General Electric and Westing- 
house Electric. 

Mr. Srrance. Those were the only bids we received. I don’t recall 
who all we sent them to, but we have a regular list we do send them 
to, so in all probability they may have been the only two who could 
furnish this station-type arrester, I am not sure about that. 

Mr. Drxon. Mr. Strange, looking at page 17 and page 18, at the 
top of the page there are bids for 60-kilovolt station-type lightning 
arresters at $671.25. On the next page, on the bids for twelve 60- 
kilovolt lightning arresters, there is a considerable difference in price. 

Are they different products? One is a station type and the other 
is just plain? 

Mr. Srranoae. Yes, sir, there is quite a difference. 

Mr. Drxon. That explains the difference? 

Mr. Stranae. Yes, sir. 

Mr. Drxon. The next category on page 19 includes 6-inch disk in- 
sulators and 13-kilovolt pin-type insulators. 

What is that, a two-item bid ? 

Mr. Strange. Yes, sir. 

Mr. Drxon. The bids there are identical. 

Senator Kerauver. Except for General Electric. 

Mr. Dixon. Except for General Electric Supply Co., on Locke In- 
sulator Co. 
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What do vou mean by “on Locke Insulator Co.”? Were they sup- 
plying that item ? 

Mr. Srrance. That is the name of the manufacturer they represent 
or did represent at that time, Locke Insulator Co. sold their insula- 
tors through General Electric Supply Co. in this particular area. 

Mr. Drxon. In that instance they bid for the 6-inch disk insulator 
at $157.50, as against the $182.50 bid price of the others. They bid 
$54.90 each on the 13-kilovolt pin-type insulators as against $64.20 by 
the others. 

Mr. Srraneae. Yes, sir. 

Senator Kerauver. How do you explain that, Mr. Strange? Is 
this a catalog item ? 

Mr. Srrance. Well, we don’t have price sheets on insulators like 
we do maybe on some other equipment. There was a time, several 
years ago, where the insulator prices were not identical, and in all 
probability that in 1956 when that bid was taken, and I would say, 
generally speaking, the last 2 years they have been bidding iden- 
tically more. 

Senator Kerauver. During the last 2 years you haven’t had any 
deviation even like this? 

Mr. Srrance. Yes. 

Mr. Drxon. Mr. Chairman, I will point out to you, if you will turn 
to the next page and compare the bids noted there, although there is a 
deviation by Roden Electric Supply Co. when you observe General 
Electric Supply Co. bidding for nti Insulator Co. for insulators 
just like the company bid for June 28, 1956, on August 1, 1956, it is 
back in line and bid $64.90 and $182.50, just like the others. 

On page 21 the bids set forth there are identical. 

On page 22 they are identical with the exception of Westinghouse 
Electric Co. for Porcelain Products Co. insulators on the bid that 
was received December 12, 1956, for 15-kilovolt pin-type insulators. 
In that instance Westinghouse Supply Co. bid $68.50 each as against 
the bid price of the other bidders of $70.80. 

On the one at the bottom of the page, as you point out, Stokes 
Electric Co. for the Knox Porcelain Co. insulators, in that instance, 
bid $28 each as against the $29.50 bid price of the others. 

On page 23 and page 24 they are identical. On pages 25 and 26 they 
are identical. 

Then on page 27 we come to a different category, where the bids are 
identical but they are for 69-kilovolt switch and bus insulators. 

On page 28 they are identical. 

On page 29, there is a deviation, but the deviation is higher on one 
of the bid items. There were three items. We observed a while back 
that General Electric Co. for Locke Co. insulators had made a low 
bid, but here apparently they got back into line, and now they are high. 
They bid $33.04 each as against the bid price of $29.50 each for the 
2,300-volt pin-type insulators. 

Mr. Strance. That is per hundred. 

Mr. Drxon. Whereas on the other two items, their bids were iden- 
tical with the other bidders. 

In that instance, it being a three-item bid, their price for one of 
the items was higher than the other bidders, but had they been lower 
on one of the other items would they have gotten the bid ? 


























































ADMINISTERED PRICES 6739 


Mr. Stranee. They would get the whole bid; yes, sir. 

Mr. Drxon. There is a slight deviation again on page 30, which 
speaks for itself, I won’t point it out further. 

On pages 31 and 32 they are identical. 

Then we come to transformers on page 33. 

Referring to the first bid for three 250-kilovolt-ampere 13,800- 
240/480-volt transformers, you received this bid on June 29, 1956, 
with bids submitted by three divisions of the General Electric Co., 
I would assume, for General Electric equipment. 

You received bids from Moloney Electric Co.; two bids from divi- 
sions of Westinghouse Electric Corp. for their equipment; one bid 
from the Wagner Electric Corp., one from Stokes Electric Co. for 
line material, and one from Allis-Chalmers Manufacturing Co. Each 
bidder bid the same price of $2,144.12 for each type of transformer. 

Are the parties set out there the usual parties who bid on trans- 
formers ? 

Mr. Srranae. Yes, sir. 

Mr. Dixon. Then turning to pages——. 

Senator Keravuver. Are you going to another item? 

Mr. Drxon. Yes. 

Senator Kerauver. We will have a 10-minute recess. 

(A short recess was taken.) 

Senator Kerauver. All right. Mr. Peck has a question. 

Mr. Peck. I have one question I would like to ask of Mr. Strange. 

I wonder if you would select at random any product you buy where 
you have at least two suppliers; one here, a local supplier in Tennessee, 
and one perhaps in Ohio, Indiana, or any other State, I don’t care 
which State it is—one local supplier and one distant supplier. 

You stated that you would like to have the benefit of the lower 
ey from the local manufacturer, and that you don’t particularly 
ike the idea of having to pay anything extra to him so that he can 
afford to absorb freight to some other customer; you would like to 
have the benefit of his proximity. 

Mr. Strange, if your local manufacturer sells to you at a low price 
because he is close to you, how could you expect him to be able to 
sell to distant customers who could buy in their distant cities at a 
similarly low price from their local manufacturers? If you don’t pay 
something extra to your local manufacturer, how can he possibly 
afford to sell in a distant market ? 

Mr. Srrance. Do you want me to point out two different companies 
on that ? 

Mr. Peck. Yes; if you like. 

Mr. Srrance. Well, most of the materials and equipment we buy 
are not manufactured in Knoxville, you see. I mean, this electrical 
equipment. 

Mr. Peck. Any place within the good State of Tennessee. 

: Mr. Srrance. In the case of insulators, but we do have a plant 
ere 

Mr. Peck. And you do buy from them ? 

Mr. Srranoe. Yes, sir. 

Mr. Peck. You also buy the same insulators from what other com- 
panies, in what other States? 

Mr. Srrance. Locke Insulator or Ohio Brass Co. 
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Mr. Pecx. Let’s take the Ohio company and the Knoxville com- 


any. 
. cis the Knoxville company sell insulators in Ohio? 

Mr. Srrance. I am sure they do. 

Mr. Peck. If they are going to sell insulators in Ohio in compe- 
tition — the Ohio Brass Co., do you think they must absorb freight 
to Ohio 

Mr. Srrance. Well, they probably would have to, to be competitive. 

Mr. Peck. You think if they didn’t they wouldn’t make any sales 
in Ohio? 

Mr. Srrance. Well, I can’t say. 

Mr. Pec. If their price was higher than the Ohio Brass Co.’s price 
in Ohio, higher by the amount of the freight between Knoxville and 
Ohio, do you think they could compete in the Ohio market with the 
Ohio Brass Co. ? 

Mr. Strange. No, sir; I don’t guess so. 

Mr. Prox. If, then, they must have enough money with which to 
absorb freight to Ohio, don’t you think that they must charge some- 
thing extra to you here in this area in order to be able to afford it? 

Mr. Srraner. If they have to equalize freight they would have to 
charge more here. 

Mr. Peck. Something somewhere? 

Mr. Srrance. Yes, sir. 

Mr. Peck. If they don’t do that, would you agree that pretty soon 
the Knoxville plants would sell only in Knoxville or close to Knox- 
ville and become little local monopolies? 

Mr. Srraneoe. I don’t know. 


Mr. Prox. Do you think if purchasers in the Knoxville area were 
able to buy from a Knoxville company at a price which could be 
charged right here in Knoxville, that they would buy anywhere else? 
Do you think anybody else would have a chance here in Knoxville? 


Mr. Srranece. I don’t know—how did you say that? 

Mr. Prcx. If the Knoxville plant here were able to sell to you at 
a price which did not include something extra so that they could 
absorb freight to Ohio, Indiana, or any place else, do ~ think any- 
body else, anybody here in the Knoxville area, would buy from Ohio 
companies or Indiana companies or California companies? 

Mr. Srrance. Well, if we could buy insulators that would meet our 
requirements here in Knoxville cheaper, naturally we would buy here. 

Mr. Peck. Would you buy from any other companies at a higher 
place? 

Mr. Srrance. There might be instances on critical equipment where 
we might buy at slightly higher prices. 

Mr. Peck. Only because the local company could not supply them 
in sufficient quantities ? 

Mr. Srraner. Well, that, plus the fact that in times of shortages, 
wartime, something like that, that you might want to depend more on 
some of the so-called larger companies. 

Mr. Prcx. But if the Knoxville company, as an example, had all 
your business and all of the other local betnees here, they might ex- 
— to the point where they could take care of your demands, is that 
true 

Mr. Stranoz. They might; yes, sir. 
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Mr. Peck. If they could take'care of all of your demands and other 
local demands, and sell at a price which was lower because of their 
proximity to you, do you think anybody else would have a chance in 
this market ? 1 to cleosa ac! 

Mr. Srranee. I don’t think so. 

Mr. Peck. Wouldn’t then the local Knoxville manufacturer have a 
local monopoly ? 

Mr. Srranae. Notif we continued to ask for bids. 

Mr. Peck. No,sir, But if you could satisfy all your demands from 
this one company, and its price was always lower, it would soon havea 
local monopoly, wouldn’t it? 

Mr. Srranoe. In the case of municipal buying where we buy on bids 
we send these bids to a list of approved manufacturers, and we would 
do that-regardless if. we thought the Knoxville price in our own mind 
was lower, and we would still ask for bids which would give outsiders 
a chance to come in and bid. 

Mr. Peck. But the outsiders, in order to equal the Knoxville price, 
would have to equalize their freight at: Knoxville, would they not? 

Mr, Srranee. They would have,to meet the price of these people 
or lower to get the business. 

Mr, Prcx. That means they would have to absorb freight? 

Mr. Srranoe, I suppose so; yes, sir. 

Mr. Peck. If the Knoxville company wants to sell outside of Knox- 
ville, it must equalize freight, must it not, to Ohio for the Ohio Brass 
Co.? You mentioned that company, so I am using it. 

Mr. Srrange. Well, they would have to get their price down to 
where they could—I don’t know whether you do it by freight or more 
efficient operations in the plant, or what: 

Mr. Peck. Equipment costs, material costs, and labor costs being 
roughly equal, the freight cost. becomes the difference. Unless the 
Knoxville Utilities Board is self-sufficient within its own area here, it 
must go outside the area to purchase what it needs. In order to pur- 
chase outside of the area distant suppliers must absorb their freight 
into your area so that they can reach a price level where the difference 
i freight charges does not. require you to use the nearest supplier 
only. 

e are back again to freight absorption, to see if you would con- 
stantly favor a local company or the closest company, not necessarily 
local, over and in peer to a more distant company. 

Mr. Strranee. I think in the.case of competitive bidding, sealed bids, 
we would have to favor the low bid regardless of where—— 

Mr. Peck. You would, and if they were not able to equalize freight 
and thereby bring their bid price down to the same bid price as the 
— supplier, you would have to favor the nearest supplier ; is that 
right 

Mr. Srraneg. Yes. 

Mr. Pecs. Allright,sir. Thank you very much. 

Mr. Drxon. Mr. Strange, we are back to this same point. You sell 
electricity here, don’t you? 

Mr. Srraneoeg. Yes, sir. 

Mr. Drxon. And you try to charge a rate here that will return a 
fair investment, or fair operation, maintain your equipment, and retire 
your capital investment. 

35621—60—pt. 1835 
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If you wanted to sell electricity over in Nashville, Tenn., you would 
have to transmit it over a line for a long distance, would it not be so? 

Mr. Srranoe. Yes, sir. 

Mr. Dixon. Do you think the people of Knoxville would like to pay 
about a 10 times higher rate so you can transmit it over there and 
compete with the Nashville Power Board ? 

Mr. Strange. I don’t think they would like it. 

Mr. Dixon. How would they react to you for asking it ? 

Mr. Srrance. I don’t know how they would react. I don’t think 
it would be very favorable. 

Mr. Drxon. Those are the questions, Mr. Chairman. 

Senator Keravver. I think we ought to point out at this point that 
our economic system is based in part upon the idea that people in the 
area oyght to get some benefit from an efficient manufacturer located 
in that area. e have had decisions ad infinitum since the old Pitis- 
burgh Plus Basing Point case, and the Staley Manufacturing case, 
that people in an area are entitled to some benefit by virtue of the close- 
ness of the manufacturing plant to that area. en the local plant’s 
prices get out of line, then, of course, others are going to come in and 
take over the business. 

If we go on the idea that a — located in Pittsburgh should absorb 
freight when it ships to Los Angeles or to Knoxville, then there would 
be no necessity for having plants in Knoxville and Los Angeles. Just 
have one plant located in Pittsburgh, and let it absorb freight, having 
the price high enough so as to absorb freight when it ships to Cali- 
fornia or to Knoxville, Tenn. 

In that way, the natural advantages of the resources of a particular 
area would have no chance of being developed. People in that area 
would have no chance of getting employment. 

That, system was tried against the South for many, many years, 
through one device or another, and the Supreme Court has acted in 
several cases so as to try to give.the people of the section a chance to 
have their own industries, to increase their own employment, and to 
develop their own resources, But I must say from what we have 
seen here today, we seem to be getting back to the systematic matching 
of bids which legislation and litigation has been trying to correct for 
a long, long time. 

Mr. Drxon. Mr. Chairman, also, I think while we are talking on 
that point, many of the larger corporations of America have multi- 
plant operations. They have more than one plant, whereas some of 
the smaller companies have only one plant. go ou can see that un- 
der a system like this, in many instances the multiplant operator has 
an advantage because he doesn’t have to absorb as much freight as a 
little fellow may have to, and yet he establishes the practice and the 
little fellow has to follow it. 

We were talking about transformers, and I point out that from 
page 34 up to page 46 there are set forth in this tabulation various 

id aan for transformers. 

The prices on page 34, on four items, are all identical. 

On page 35, they are identical, with the exception of the bid of the 
Stokes Electric Co., bidding for Line Material Co. on four 75-kilo- 
volt-ampere 2,400-volt pyranol transformers where Stokes bid 
$706.20, 
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Senator Kerauver. They bid on the wrong specification. 

Mr. Drxon. As against the bid of the others of $939.40, and I as- 
sume they asked to be relieved from that, did they not? 

Mr. Srrance. They did not ask to be relieved, but their bid was not 
considered because it did not meet the specifications we asked for. 
We asked for a pyranol transformer, and this was just conventional, 
more or less conventional. 

Mr. Drxon. Mr. Strange, transformers are pretty expensive items, 
are they not ? 

Mr. Srrance. Yes, sir, they are. 

Mr. Dixon. On the bottom of page 35 you asked for bids on three 
1,000-kilovolt-ampere 13,200-277/480 volt network transformers. 
There were only’three bidders, General Electric Co., Allis-Chalmers 
Manufacturing Co., and Westinghouse Electric Corp. 

Are they the only three that make this type of transformer? 

Mr. Srrance. They are the only three that make this network 
transformer, 

Mr. Drxon. They all bid identically. 

Senator Kerauver. Westinghouse seems to have bid less. 

Mr. Dixon. They bid less in that instance. I was thinking of a 
case later on. In that instance, Westinghouse bid $16,383 as com- 
pared to the bid of General Electric and Allis-Chalmers of $16,875. 
General Electric bid $16,854, Allis-Chalmers bid $16,875, and West- 
inghouse Electric, $16,838. Westinghouse obtained that bid, did it 
not, sir? 

Mr. Srranee. Yes, sir. 

Senator Keravuver. Is that a custom-built item? It is not a cat- 
alog item ? 

Mr. Srrance. In all probability for our network system here it 
could be that that would be some features in there that we asked 
for on our system that might not be standard otherwise. I am not 
sure about that. 

Mr. Drxon. On page 40, you asked for a bid for three 500 kilovolt- 
ampere 13,200-208Y/120 volt network transformers, with protectors. 
You received that bid on February 4, 1958, and the same three com- 
panies bid, General Electric Co., Allis-Chalmers, and Westinghouse, 
and in that instance they bid identically. 

What is the difference between 1,000 and 500 transformers, just 
size 4 

Mr. Strange. Size, plus the fact that we buy network protectors 
with these transformers is included in the price, the network pro- 
tector is included in the price of the transformer. 

Mr. Drxon. On those other pages, Mr. Chairman, that I have 
skipped, the bids are, I believe, all identical. There may be a slight 
deviation, but I believe they are all identical. They will speak for 
themselves. 

I now ask you to turn to page 44, and refer to the second bid set 
out there, the second tabulation of the bids received April 21, 1959, 
on three 500-kilovolt-ampere 13,200-240/480 volt transformers. You 
received bids, from every company that I am going to name, in the 
amount of $3,525, with the exception of Stokes Electric Co., which 
bid $3,502. 
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The companies that bid identically were Allis-Chalmers, and a 
supply company for Allis-Chalmers, Roden Electric Supply Co., 
Kuhlman Electric Co., three divisions of General Electric Co. bidding 
for General Electric equipment, Moloney Electric Co., two divisions 
of Westinghouse Corp. and Wagner Electric Corp. All those com- 
800% bid identically. Stokes Electric, as I say, bid $3,502, or $23 
ess than the others. 

T notice an asterisk, and it says: 


Stokes Electric Co. asked to withdraw bid, due to error in price. 


I wonder what happened. 

Mr. Srrance. The explanation on that was that these transformers 
have a certain list price, and the discount is, we will say, 48 percent, 
or maybe it is 52 percent, whatever it happens to be, and Stokes 
- — in this price, made an error in taking the discount off of 
the list. [ 

Mr. Drxon. Why didn’t you hold their feet to the fire? 

Senator Kerauver. Well, that price is only —— 

Mr. Drxon. $23 less. 

Senator Keravver. $23 less than the others, and $23 compared with 
$3,525 is not a great amount. It looks like they would have been 
glad to go on and take the business. 

Mr. Srrance. Well, I think they should have, but they asked to 
withdraw, and since we do it occasionally—— 

Senator Kerauver. That would indicate there is some sort of a 
gentleman’s agreement between these companies. Even when they 
make a small mistake, even though they would stand to get some busi- 
ness, they get back in line. Is that the way it appears! 


Mr. Srraneoe. That is the = it appears. It looks like there was a 


small difference there. They should have taken the order. 

Mr. Drxon. Mr. Strange, did they do that by letter to you? 

Mr. Srranee. No, sir, that was by phone. 

Mr. Drxon. By phone? 

Mr. Srranee. Yes, sir. 

Senator Keravuver. You called them up and told them they had 
been — the bid, and so they told you then they had made a little 
mistake 

Mr. Strranaer. No, when we opened the bids they didn’t know, when 
we open the bids, we don’t know who gets the order until we check 
specifications, and so forth, and he called back later after the bids 
were opened and before we had made up our minds what we were going 
to do with this order, and asked to withdraw because they had made 
‘an error figuring the discount on this particular equipment, and wanted 
to withdraw their price. 

Mr. Drxon. That is the first time he knew he had cut the price, when 
you called him? 

Mr. Srranee. No, he knew that when the bids were opened, when he 
was at the bid opening. 

Senator Krerauver. You mean he saw the other bids and saw his 
was a little lower, so he withdrew ? 

Mr. Strano. He was at the bid opening, as I remember, yes. And 
the bids were read aloud. 

Mr. Drxon. He would have upset the applecart. 
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Senator Kerauver. I don’t understand. I would like to ask you, 
Mr. Whitaker, about this secret, written, so-called competitive, bidding 
where you get different prices. It has a long legislative history and 
has rw a long practice, lee it not, Mr. Whitaker, the idea being that 
you send out your specifications, and you expect the manufacturers to 
sharpen a pencil and see who can give you the best price under all 
circumstances? Isn’t that the idea behind secret bidding? 

Mr. Wurtaxer. That isthe theory ; yes, sir. 

Senator Krerauver. Westinghouse won’t know what General Elec- 
tric has bid, and they will be anxious to get some business, so they 
sharpen their pencil to see if they can reduce their costs a little bit 
in order to get this business; is that the idea ? 

Mr. Wuiraker. That is correct, sir. 

Senator Kerauver. Well, then, they are just making a mockery of 
the whole thing, the way this is going, do you not agree? 

Mr. Wuiraker. Yes, I agree that the competitive bidding is not 
beng followed as competitive bidding is understood, because cer- 
tainly—— 

Bendtor Keravver. You are going through a whole procedure 
here—— 

Mr. Wuirtaker. Because there is certainly more than coincidence 
when all of the bids come in the same. 

Senator Keravuver. There are Federal laws in many cases requiring 
sealed competitive mailed bids. The same thing is heupehen there 
that is happening with you, so they are just putting you to a lot of 
trouble and making a mockery of the whole thing, so far as I can see, 
at least in the electrical field. 

You go to a lot of trouble to make up your specifications, do you not, 
Mr. Strange? 

Mr. Srraneer. Yes, sir. 

Senator Krerauver. You get up invitations and mail them out. You 
have the companies come in, and then go through a ceremony of open- 
ing the bids in secret. You know and they know that the bids are 
going to be the same, so you have gone through all this procedure for 
nothing, and the wholesome feature of the intent of the law has been 
flaunted ; isn’t that correct, Mr. Whitaker ? 

Mr. Wuiraker. That is correct, sir. 

Senator Keravver. I think we ought to get some public informa- 
tion on what is taking place. 

Mr. Dixon. Mr. Chairman, the process of secret bidding is quite 
different from the catalog book, which is published to the industrial 
trade generally. These bids are asked for in the future, and they are 
asked for in secret. No one is supposed to know what another is going 
to bid, if he is bidding secretly. Yet we are still getting the same 
result that you just talked about. 

Senator Keravuver. There is no law to make anybody follow a 
catalog listing, particularly in case of the Government, and the Gov- 
ernment is supposed to—— 

Mr. Dixon. The fact is that they are insulated from the law, from 
deviating from the same price, whe they bid on Government bids. 
There is nothing to require them, on the antidiscrimination law, to bid 
identically to the Government. 

Senator Keravuver. Anything else of Mr. Strange? 
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Mr. Dixon. We have just one other category, Mr. Chairman, on 

pages 46 and 47, dealing with oil circuit breakers. 

he first bid tabulated was received November 21, 1958, which was 
on several items, items 1 to 8, and 2 to 4. There were three items on 
the bid for different type circuit breakers. 

The bidders were Westinghous Corp., General Electric Co., Allis- 
Chalmers and Federal Pacific Electric Co. Those are, as I remember 
from Mr. Fahey’s testimony, the major manufacturers of oil circuit 
breakers, are they not, sir? 

Mr. Srranee. That is right. 

Mr. Dixon. You will note on the bid I am referring to, on page 
46, that the bids are largely identical with the exception that Wes- 
tinghouse Electric Corp.’s bid included spare parts. The other bidders 
had substantially the same price for the spare parts. However, GE’s 
s ve parts were some $60 less than Allis-Chalmers and Federal 

acific. 

I assume in that instance Westinghouse got the total contract, 
because their total bid was $90,000 as against some $91,630 or $91,690 
for the other three; is that correct, sir? 

Mr. Stranaez. We didn’t buy on this particular bid. They prob- 
oe os have gotten it, being low, but we didn’t make a purchase on 
this bid. 

Senator Kerauver. Why? 

Mr. Srranoe. At the time we asked for this bid we understood that 
there were some very at least low prices being quoted in the industry 
on this particular equipment, and we knew that in our program for 
this year, part of this year, we would need certain of these oil circuit 
breakers. We thought it might be a good time to ask for bids. 

When the bids were opened, they were considerably higher than we 
thought would be the bid at the time, from what we had heard, you see, 
in the market, and so we decided not to buy at that time. 

Mr. Drxon. You didn’t buy, “and so you waited until March 13, 
1959, apparently, when you had to buy ? 

Mr. Srraneg. That is correct. 

Mr. Drxon. If you look at the very next tabulation on that same 
page, the same four bidders bid, for instance, on March 13, 1959, for 
three 5,000-millivolt-ampere, 2,000-ampere, 69,000-volt oil circuit 
breakers, the same $35,000 price for each one that they had bid the prior 
November; did they not, sir? 

Mr. Straneg. That is right. 

Mr. Drxon. On the two 250-millivolt-ampere, 1,200-ampere, 14,400- 
volt oil circuit breakers, there was some deviation. General Electric 
Co. bid $9,675; Westinghouse bid $9,690 each; Allis-Chalmers bid 
$9,980 each; and Federal Pacific bid $10,010 each. 

The low bidder in that bid, as I observe it, was General Electric, 
with $124,350 total. 

Did you award the contract to them? 

Mr. STRANGE. Yes, sir. 

Mr. Drxon. In other words, you waited, but you didn’t save any- 
thing; did you? 

Mr. Stranas. No, sir. 

Mr. Drxon. The last bid in your tabulation is on page 47. You 
asked there on June 29, 1959, for a bid on four 5,000-millivolt-ampere, 
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2,000-ampere, 69,000-volt oil circuit breakers. You received two 
identical bids of $35,000 for each one of the circuit breakers from 
Westinghouse Electric Corp. and General Electric Co. Federal 
Pacific bid $34,975 each, and Allis-Chalmers bid $34,650 each. 

So Allis-Chalmers in that instance lowered its price slightly, as 
did Federal Pacific. 

Did the contract go to Allis-Chalmers on that? 

Mr. Srrance. Yes, sir. 

Mr. Dixon. Mr. Chairman, that completes the tabulation. I think 
it was a very fine job, and I am very appreciative of the efforts you 
made, Mr. Strange. 

Senator Krerauver. Any questions by anyone? 

Mr. Peck? 

Mr. Peck. Mr. Strange, just to clarify a minor point in the record, 
in two or three instances the Graybar Electric Co. is shown to be 
handling products manufactured by General Electric. 

Do you happen to know whether or not there is any connection be- 
tween Graybar Electric Co. and the General Electric Co. ? 

Mr. Srrance. There is none that I know of. 

Mr. Dixon. It isa division, Mr. Peck. 

Mr. Peck. Graybar isa division ? 

Mr. Dixon. I am now advised that it is owned by the employees. 
It is not connected financially or in any other way with the Caneel 
Electric Co. 

Senator Keravuver. It is a sales organization. 

Mr. Peck. The second question I have is, Do you gentlemen ever 
refuse permission to a bidder to withdraw his bid? 

Mr. Srranee. Yes, sir; we have. 

Mr. Peck. Youhave. Itis within your discretion. 

Thank you very much, sir. 

Senator Kerauver. Mr. Strange and Mr. Whitaker, we are certainly 
grateful to you for compiling your information. You have cooperated 
splendidly with the committee. 

Mr. Wurraker. Thank you, Senator. 

Senator Kerauver. So far as I know, those compilations we have 
received and others that will follow later are by far the most compre- 
hensive compilations of this kind of information ever made. I am 
sure they will be of great public interest to the Congress, to utility 
districts, and to others who are trying to get reasonably low prices 
on competitive, sealed bids. 

I am sure they also will be of interest to the Federal Trade Com- 
mission and to the Department of Justice. They will be of interest 
to the Congress in its efforts to try to get real price competition and 
to combat inflation. 

Mr. Finley, if you will be good enough to stay over for a while, I 
think we will call you this afternoon. 

Mr. Whitaker, Mr. Strange, Mr. Kennerly, thank you very much. 

By the way, I forgot to ask, What is the extent of your purchases 
over the period of a year? 

Mr. Stranee. They will run about $3 million; that is, for electric, 
water, and gas. 

Senator Krravuver. Is most of it the kind of thing you have dis- 
cussed here today ? 
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Mr. Stranee. You mean identical bidding? 

Senator Keravuver. No; I mean for transformers and insulators. 

Mr. Strance. No—— 

Senator Kerauver. And wire. 

Mr. Straneg. Those are just a few of the items, a few of the many 
items we buy. Those are the large items in our budget, of course, 
Transformers probably run $500,000 a year, meters maybe $100,000 or 
a little better—— 

Senator Keravver. You have dealt here only with electrical equip- 
ment. 

How about pipe for water? Do you have identical bids? 

Mr. Strange. No, sir. 

Senator Kerauver. There is some competition there ? 

Mr. Srranaeg. Yes, sir. 

Senator Krravuver. What is your experience with other kinds of 
items that you buy ? 

Mr. Srranee. Most of the items we buy are not bid identically. 

Senator Keravver. You mean they are competitive ¢ 

Mr. Srranee. Yes, sir. 

Senator Kerauver. What are some of the other items you buy ? 

Mr. Srrangeg. Crossarms and pole line hardware, propane gas. 

Senator Keravuver. Do you put out invitations to bid the same as 
you do on electrical equipment? Do you find there is real price 
competition ¢ 

Mr. Srrance. Yes, sir. 

Mr. Drxon. You have more bidders in those fields, don’t you, Mr. 
Strange? 

Mr. Srrancr. We have seven bidders on transformers—I mean 
seven manufacturers. There are about 11 bids, counting the jobbers 
that bid on them. And we have four manufacturers on electric meters. 
On pole line hardware, they might run, say 8 or 10 bidders on that. 

Senator Keravver. On iron pipe you have quite a number. 

Mr. Srraneeg. On cast iron pipe we would have about four bidders 
= that. They bid direct. They don’t bid through jobbers, they bid 

irect. 

Senator Keravuver. You don’t buy steel directly from the steel man- 
ufacturers ? 

Mr. Srrance. No, sir. 

Senator Keravver. It is all fabricated one way or the other? 

Mr. Srranae. Yes, sir; mostly. 

Senator Kerauver. Mr. Whitaker, do you have any recommenda- 
tions about what can be done about this situation? Maybe Mr. Ken- 
nerly has; he is a good lawyer. 

Mr. Wuiraxer. I suspect Mr. Kennerly could formulate our state- 
ment on that, perhaps. 

Mr. Kennerty. Knowing Mr. Whitaker as I do, I am sure he would 
say I have no recommendations, but I hope something can be done 
about it. [Laughter.] 

Senator Kerauver. Thank you very much, gentlemen. 

We will stand in recess until 2 o’clock. 

(Whereupon, at 11:45 a.m., the subcommittee recessed, to reconvene 
at 2 p.m., this same day.) 
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AFTERNOON SESSION 


Senator Kerauver. The committee will come to order. 

It is a special pleasure to welcome Mr. States Rights Finley and 
Mr. J. G. Sanders because they are from Chattanooga, which I am 

roud to say happens to be my residence. I am very proud to be a 
amilton Countian, Chattanooga. 

Mr. Finley is the general superintendent of the Electric Power 
Board of Chattanooga. He has had a long and distinguished record 
of public service, both with the power board and in other capacities. 
His father was a distinguished Member of Congress from South Caro- 
lina. His father was a great believer in States rights, and that is how 
our witness got his name. 

_ Mr. Sanders has been the purchasing agent of the board for some 
time. 


Mr. Finley, will you give us your background in a little more 
detail ? 


STATEMENT OF S. R. FINLEY, GENERAL SUPERINTENDENT, ELEC- 
TRIC POWER BOARD OF CHATTANOOGA; ACCOMPANIED BY J. G. 
SANDERS, PURCHASING AGENT ‘ 


Mr. Fintey. I am a graduate electrical-mechanical engineer, sir. 
My licenses are electrical engineer in several States, and practically 
all of my adult life has been engaged in the electric utility business, 
both privately owned companies and, since 1937, with the Electric 
Power Board of Chattanooga. 

I was an original employee, and have been fortunate to be with 


them ever since, sir. 

Senator Krerauver. You were at one time with the rural electrifica- 
tion program, prior to joining the board ? 

Mr. Frntey. Yes, sir. And prior to coming to Chattanooga, I 
helped to start the operation of the rural electrification as chief engi- 
neer in Ohio, where we built 3,000 miles of rural lines in the initial 
stages of REA. 

Senator Kerauver. You have made an outstanding success of the 
Electric Power Board of Chattanooga, of which we are very proud. 
And we are proud of you and the other officials of the board. 

How large is the operation of the Electric Power Board of 
Chattanooga? 

Mr. Fintey. Our board serves about 83,000 customers. We serve a 
territory of about 500 square miles, which includes the city of Chatta- 
nooga and adjacent, surrounding territory, and a portion of the State 
of Done ia. We have some 6,000 customers in that part of Georgia 
that heated on South Carolina. 

We do about $18 million a year gross business. The value of our 
plant and our assets is about $35 million. ' 

Senator Kerauver. You have been general superintendent since 
1937 ? 

Mr. Fintey. I have been an administrative official since 1937. 

Senator Kerauver. You also have a position with the electric 
users of the Tennessee Valley region, have you not? 

Mr. Fintey. With what, sir? 
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Senator Krrauver. Are you not or were you not an official of the 
Tennessee Valley Electric Users Association 4 

Mr. Finuey. Yes, sir. We have in the Tennessee Valley what is 
called the Tennessee Valley Public Power Association. 

Senator Kerauver. Yes. 

Mr. Frntey. That is an association of practically all of the munici- 
er and cooperatives that distribute TVA power in the Tennessee 

alley. I was one of the organizers and have served as president for 
several years. I am not the president at this time. 

Senator Krerauver. During the 22 years you have been with the 
Electric Power Board of Chattanooga, have you had general knowl]- 
edge of their purchasing problems hs, al 

Mr. Frnuey. Yes,sir. I have had—— 

Senator Keravver. Their method of purchasing ? 

Mr. Fintey. I have had a reasonably close knowledge of it, sir. 

Senator Keravver. What did last year’s purchases amount to of the 
electric power board ? 

Mr. Frnuey. Our board will purchase approximately $2.5 million 
worth of materials and equipment in the course of a year. Perhaps 
a million dollars or a million and a quarter, between a million and a 
million and a quarter of that is so-called electrical equipment. 

Senator Krravuver. What is the policy or the requirement of the 
board insofar as securing bids is concerned ? 

Mr. Fintey. Our board is a public agency of the city of Chatta- 
nooga. It is perhaps an autonomous or independent agency, and 
we operate under a charter amendment to the city charter which gives 
the board the full and complete and almost absolute responsibility for 
the electric power system. 

Our purchasing policy is: We have a purchasing department. We 
take prices on articles that we need. We invite people to quote us 
prices. Where it is possible, and it usually is, we get at least three 
prices on everything we buy. The purchasing department does that 
and then, in consultation with the Seonetniet of operations and the 
engineering department, they place our purchases. 

We do not advertise for bids. We do not take sealed bids in the 
usual public manner. 

Senator Keravver. Is there some particular reason why you do not 
take sealed bids in the usual manner? 

Mr. Frntey. No, sir. Our act just does not require it, and our 
attorneys have ruled that we have the power to invite bids. 

I might say we invite a rather wide range of bidders. We do not 
invite everybody, but we get representative bids so as to cover the 
field of equipment that we wish. 

Senator Kerauver. Mr. Sanders, how long have you been pur- 
chasing agent ? 

Mr. Sanvers. Since 1948. I have been in the purchasing division 
since 1942; assistant through the period 1942 to 1948; from 1948 on, 
purchasing agent. 

Senator Kreravuver. Mr. Dixon, you take over. 

Mr. Drxon. Mr. Chairman, when we contacted Mr. Finley, we 
asked him to make a study of the board’s experience and to give us 
its experience in tabular form, if he could. He very kindly con- 
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sented to do so. What he has given us here, I believe, are nine 
examples which, as I understand it,-are typical. 

Is that correct, Mr. Sanders? 

Mr. Sanpers. That is correct, yes. 

Mr. Drxon. In other words, the nine examples which I am going to 
call to your attention and offer in the record. 

Senator Kerauver. Let them be made a part of the record, and you 
can handle them any way you wish. 

(The documents referred to may be found on p. 7487.) __ 

Mr. Dixon. These are but examples of the same thing which has oc- 
curred, I assume, many, many times; is that correct, sir? 

Mr. Sanpers. That is correct, sir. 

Mr. Drxon. Am I correct, Mr. Finley, that you, like other power 
boards, buy power, transmit it and sell it to your customers, and you 
must. charge enough for that power to offset the cost of your plant 
and equipment ? 

Mr. Fintey. Yes, sir. Our power project program is a self-sustain- 
ing and self-liquidating undertaking. It belongs to the city of Chat- 
tanooga. 

Me. Dixon. It is not a profitmaking institution ? 

Mr. Frntey. It is not a profitmaking institution. 

Mr. Dixon. So what you pay for equipment is important to you 
because it is reflected in the price at which you must sell power. 

Mr. Fintey. Yes, sir. 

Mr. Dixon. Have you observed over a period of years, say from 
1951-52 to date, any substantial increase in the price of electrical 
equipment ? 

Mr. Fintey. I am aware that there has been a reasonable, a steady 
growth in the price. Mr. Sanders would know the details more. 

Mr. Drxon. Mr. Sanders, as reflected—— 

Senator Krerauver. Do you wish to amplify on that answer, Mr. 
Sanders? 

Mr. Sanpvers. No, other than periodically there are substantial in- 
creases, from a small percentage up to approximately 10 percent, al- 
most annually, it seems. 

Senator Kerauver. Almost 10 percent ? 

Mr. Sanvers. No. One and a half to three, annually, up to 10 on 
various types of equipment. Not in each year or on each particular 
type of equipment. Just periodically there is, almost annually, an 
increase. 

Mr. Drxon. As I understand it, these nine examples which we have 
just made a part of the record reflect the experience you have had 
when you tried to buy this equipment. 

Mr. Sanvers. That is correct, sir. 

Mr. Dixon. I call your attention to the first example which you 
have given to us. I will number the examples as 1 through 9 and 
refer to them as pages. 

So calling your attention to page 1, Mr. Sanders, on October 22, 
1957, apparently you asked for quotations on twelve 167-kv.-a. 
12470Y/7200 volt, single phase, step-type, self-cooled oil immersed 
feeder voltage regulators. 

On November 11, quotations were received f.o.b. Chattanooga—that 
would be delivered to you in Chattanooga ? 
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Mr. Sanpers. That is correct. 

Mr. Dixon. From Allis-Chalmers Manufacturing Co., General Elec- 
‘tric Co., and Westinghouse Electric Corp., quoting, I assume here, 
for each type regulator, $4,233 each. Is that correct? 

Mr. Sanvers. Unit price; yes, sir. 

Mr. Drxon. In other words, you received the identical price quota- 
tion from those three bidders ? 

Mr. Sanvers. That is correct. 

Mr. Dixon. How did you make your purchase? You were going 
to buy 12. Did you buy all 12 from one of the bidders, or did you—— 

Mr. Sanvers. We did; yes sir. I do not recall just which one of 
the manufacturers was the successful bidder, but we took into con- 
sideration the past performance of the equipment and our spare parts 
inventory, and—— 

Mr. Drxon. Certainly you received no different quotation on price. 

Mr. Sanpers. No, sir; we did not. No, sir. 

Mr. Drxon. Now I call your attention to page 2. On November 1, 
1957, you asked for quotations on three 500 hei ovolt-ampere, 3-phase, 
12,000-volt, 241-ampere regulators, and you received offers or bids 
on November 29, 1957, from the same three manufacturers referred 
to on page 1—Allis-Chalmers Manufacturing Co., General Electric 
Co., and Westinghouse Electric Corp. 

They quoted for each one of this type regulator $18,041; is that 
correct, sir? 

Mr. Sanvers. That is right, sir. 

Mr. Drxon. Were you in the same position as in the previous case? 
Do you recall how you split that order? Did you split it or-—— 

r. Sanvers. No, sir. We bought all from one concern taking into 
consideration spare parts inventory, performance of the equipment. 

Senator Kerauver. When you received these same quotations from 
the concerns set forth on pages 1 and 2, did you ask them why one of 
them would not give you a better price? 

Mr. Sannvers. No, sir; I did not: It seemed to be customary, and 
there wasn’t much you could do about it other than just accept it as 
such. 

Senator Kerauver. What did you think about it when you received 
all the same bids? 

Mr. Sanvers. Well, it had been going on for quite some time and, 
as I say, there isn’t much you can do about it. 

Senator Kerauver. You are at their mercy ? 

Mr. Sanvers. That is true; yes, sir. 

Mr. Dixon. You either have to take it or leave it. 

Senator Keravver. Either buy it from them or go abroad to buy. 

Mr. Sanpers. That is right. 

Mr. Frnury. These are the only domestic manufacturers of this 
type of equipment that is acceptable. 

Seeahia EFAUVER. Only these three companies ? 

Mr. Fintry. Yes, sir. 

Senator Keravuver. So you either buy from them or not at all, in the 
United States? 

Mr. Frntey. Yes. 

Mr. Dixon. We have heard some discussion here about catalog 
prices or about advance prices. Do you have advance prices on the 


ADMINISTERED PRICES 














ADMINISTERED PRICES 6753 


two types of regulators I have referred to on pages 1 and 2 of these 
sheets 


Mr. Sanvers. Yes, sir. 

Mr. Dixon. Even pers st Ne had them, did you contact the three 
companies and ask them to ea quotation ? 

r. Sanpers. Yes, sir, in hopes we might get a better price. 

Mr. Dixon. I notice that on each one of them you were asking for 
future price quotations. 

Mr. Sanvers. They were for future requirements, and we gave them 
reasonable time to submit their bids. 

Drxon. When the bids came in, they were identical, as we 
pointed out. 

Mr. Sanvers. That is right. 

Senator Kerauver. One order here is for 12 items. Do you not get 
any break by virtue of buying in quantity ? 

Mr. Sanpers. No, sir. I have never found it to be that way, from 
1 to 12 or more. 

Senator Keravver. Even if you buy a hundred or 200? 

Mr. Sanpers. We have never had that quantity for a requirement. 
I do not know whether we would. I doubt it. We have never been 
able to limit the amounts that would be required. 

Mr. Dixon. Mr. Chairman, a very good example of quantity buying, 
is represented on page 3. 

On page 3 it appears that on July 1, 1958, you requested 6 recog- 
nized manufacturers of outdoor distribution transformers to give you 
quotations on 127 units of various sizes; and on July 10, 1958, you 
received quotations from the six manufacturers—— 

Senator Keravver. Seven. 

Mr. Drxon. Seven. Two of them represented the same firm. Mr. 
Sanders classifies them as one, I assume. 

You received the quotations, and they came to you from Wagner 
Electric Corp., St. Louis, Mo.; Sies Electric Supply Co., representing 
Allis-Chalmers, of Pittsburgh, Pa.; Pennsylvania Transformer Co., 
out of Cannonsburg, Pa.—— 
staal Keravver. Allis-Chalmers is Milwaukee, I believe, is it 
not 

Mr. Fintey. I think these particular transformers were made in 
Pittsburgh. 

Senator Keravuver. They were? 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. The Moloney Electric Co., of St. Louis; Mills & Lupton, 
of Sharon, Pa.—what does “W.H.” mean, Westinghouse ? 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. And Graybar Electric Co., Inc., representing Genera] 
Electric or supplying General Electric equipment, of Pittsfield, Mass. ; 
and General Electric Supply Co. itself, of Pittsfield, Mass. 


The total bid for those items was $64,438. Did you have any dis- 
cussion with any company to find out whether on that size order you 
could get better terms from any one of them? 

Mr. Sanvers. No, sir. We were repeatedly quoted equal prices, and 
there isn’t too much you can do about it. It is either accept it or, as 
you say—— 
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Senator Kzravuver. Did you call them up and get in touch with 
them and ask them how much they would sell 127 units for? 

Mr. Sanvers. No, sir, I did not. 

Senator Keravuver. How did you do it? 

Mr. Sanpers. I got out an inquiry, a copy of which is attached. 

Mr. Dixon. You wrote a letter to them ? 

Mr. Sanpers. Yes, sir, to each one of the manufacturers or agent. 

Mr. Dixon. And they quoted you by letter? 

Mr. Sanpers. Yes, sir. 

Mr. Finuey. I mean, we did not file copies of those letters to and 
from, We can do that. 

Senator Kerauver. Do you have a copy of the letter in reference to 
this one? : 

Mr. Sanpers. The inquiry ? 

Mr. Dixon. The inquiry and the answers. 

Senator Krrauver. Let us make the inquiry a part of the record, 
and also the answers, just as an example. 

(The documents referred to may be found on p. 7501.) 

Mr. Dixon. That is a sizable order, Mr. Sanders, in the amount of 
$64,438. And you had identical prices from those six bidders, as I 
understand it. 

Mr, Sanvers. Yes, sir; that is correct. 

Mr, Fintry. I might say, this is about 10 percent of our annual 
requirements of this particular item. 

enator Kerauver. You mean over the course of a year you would 
buy $640,000 of this item ? 

Mr. Fintey. Yes, sir. 

Mr. Drxon. In your experience, this is exactly what happens on 
100 percent of those purchases ? 

r. Fintey. Yes, sir. 

Mr. Sanpers. Yes, sir. 

Senator Krravver. If you buy $6,000 worth or $600,000 worth, you 
get the same price? 

Mr. Fintey. I never bought one for $600,000 worth, I never bought 
one for a dollar, but the quantity does not make any difference. 

Senator Keravver. What do you think about that, Mr. Finley? 
Were you not taught if you buy larger quantities there ought to be 
some reduction in manufacturing and shipment costs ? 

Mr. Frntey. It has never been the practice for those who manu- 
facture these items to make any difference in the costs, whether you 
order $6,000 worth or $60,000 worth. There is not much we can do 
about it. We try to buy based on our needs for a reasonable length 
of time in the future. 

Senator Keravver. I know there is not much you can do about it, 
but I was asking you what you think about it. 

Mr. Fintry. Well, I don’t like it, sir. I have complained against 
it in different conversations. 

Senator Kerauver. You have complained about it ? 

Mr. Frntry. I have complained about it to officials of both of the 
large companies like that, but you never get anywhere with them. 

Senator Krravver. What do they tell you? 

Mr. Finury. They just listen, sir, and you keep on getting similar 
prices. 

Senator Kerauver. Proceed, Mr. Dixon. 
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Mr. Dixon. You have never been able to get: anyone to break ranks, 
in other words. 

Mr. Finer. I had the experience when I first went to Chattanooga, 
we were building a competing power system, and in the hopes of get- 
ting reasonable prices that were different, I purchased $145,180 worth 
of underground transformers, and the then two manufacturers of them 
all quoted me identically the same price to obtain it. That was 22 
years ago. And I offered to give the fellow the business if he would 
take 5 cents off any one of those prices, and none of them did. 

Senator Keravuver.. What were those companies ? 

Mr. Finuey. Westinghouse, General Electric. 

I then gave the business to the company that was the furthest away 
so they would have to pay the most freight to deliver them to 
Chattanooga. ; 

Senator _—_— If they would take 5 cents off, you would give 
them the business ? 

Mr. Fintey. Yes, sir. 

Mr. Dixon. If I understood him correctly, Mr. Chairman, he picked 
the one from the most distant point and bought his goods there so he 
would have had to absorb more freight than anybody else. 

Mr. Finuey. Yes, sir; that is the way we justified giving it to them. 

Mr. Drxon. At least the railroad made something on it. [ Laughter. ] 

Senator Krravver. I think it is not only a matter of freight absorp- 
tion. Some of these companies are more efficient than others. Gen- 
eral Electric seems to be able to make the biggest profit. It does look, 
though, as if they would at least give you a 5-cent concession. 

Mr. Frnrey. That was 20 years ago, or 22 years ago at that time. 

Mr. Dixon. Were you here this morning, Mr. Finley, when the chair- 
man asked me to read into the record the return on stockholders’ in- 
vestment, after taxes, of General Electric? 

Mr. Finuey. Yes; I was here, and I heard that. 

Mr. Dixon. In 1957, after paying taxes on stockholders’ investment 
G.E. made 21.1 percent return. It looks as if they might have given 
you 5 cents off that year. 

Mr. Fintey. This was 20 years ago when I wanted a nickel off. 

Mr. Drxon. Now turn to page 4, if you will, Mr. Sanders. On page 
4 you asked, on April 23, 1959, what you describe as “two recognized 
manufacturers of heavy-duty submersible network protectors,” to 
quote on four 1,600-ampere, heavy-duty protectors, ane with phas- 
ing relays. You received an identical quotation from General Electric 
Co., $4,425, with that of Westinghouse Electric Corp., which quoted 
the same figure. So again you were faced with identical quotations. 

and I assume you made some choice on that purchase, did you not, sir? 

Mr. Sanvers. Yes, sir. There again we had to consider our units 
in operation and past performance, and we do have spare units for this 
type of equipment. 

enator Krrauver. There seem to be only two bidders here. Are 
these the only two companies that make this item ? 

Mr. Sanpers. Yes; they are; which manufacture network protectors. 
Mr. Dixon. Which is the largest? 


Mr. Sanpers. I wouldn’t know, sir. 


Senator Keravuver. Have you reached the point where there is 
only one manufacturer of some of this equipment? 
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Mr. Sanvers. No, sir, not that I know of, unless it is something 
very special. We have had oe ; 

Mr. Drxon. On page 5 you asked the same two companies, on Sep- 
tember 26, 1957, again to bid on three 2,500-ampere, submersible pro- 
tectors, larger than the 1,600-ampere. You received identical quota- 

tions from them on or about October 7, 1957, in the amount of $6,800. 
\ So again you were faced with the same situation of being quoted 
the same price. ; 

Mr. Sanvers. That is correct, sir. 

There is a larger protector—a larger transformer requires a bigger 
protector—and ay are the only manufactures of network protectors. 

Mr. Dixon. Whether you buy a large one or a small one, the price 
quoted is identical ? 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. On page 6, on September 9, 1958, you asked six manu- 
facturers of outdoor distribution transformers to quote on three 250- 
kilovolt-ampere, 12-volt primary, single-phase, distribution trans- 
formers. 

The six you asked were: Allis-Chalmers, General Electric, Moloney 
Electric, Wagner Electric, aes ransformer, and Westing- 
— Electric. Are those the only six that make that type of equip- 
ment 

Mr. Sanoers. No, sir. I believe there are around 22 or 23, prob- 
ably, I don’t know exactly how many, manufacturers of electrical 
transformers. But we deal primarily with the manufacturers which 
we have units in service in order to eliminate major inventory of spare 
parts. 

Mr. Drxon. They all bid $2,326 apiece for these type transformers. 
Did you split that order, or did you again buy from one company ? 

Mr. Sanvers. We bought from one supplier. 

Mr. Drxon. Are you forced, by being put in that position, to buy 
from one supplier so you can conserve spare parts in your inventory? 

Mr. Sanpers. Yes, sir; we do try to take into consideration any spare 
parts, bushings, or materials that we do have in the inventory of the 
various manufacturers, which eliminate additional investment. 

Mr. Drxon. Had one of them quoted, say, a $300 lower price per 
unit, would you have bought from them ? 

Mr. Sanvers We definitely would have bought from them, yes. 

Mr. Drxon. In other words, price is the primary factor that deter- 
mines your purchase. 

Mr. Sanvers. Yes, sir; it is. Yes, sir; not a hundred percent. Of 
course, we take into consideration the quality of the material. We 
don’t always buy the cheapest, lowest price, but it is primarily the 
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e consult with our various operating people and our engineering 
people: The operating people as far as the function of the material is 
concerned, past performance, and engineering so far as the design is 
concerned, purchasing as far as the price is concerned, and we co- 
ordinate those three departments in determining where there is some 
a as to whether or not a small differential in price would justify 
uying it. 
Mr. Drxon. You determine that before you ask for these bids, do 
you not? 
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Mr. Sanvers. Yes, we determine our suppliers. Any one of the 
suppliers we ask is acceptable. 

Mr. Drxon. I understand that. So when you ask six of them, had 
any one of the six given you a cheaper price, that is where you would 
have made that purchase ? 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. On page 7: On September 26, 1957, you again requested 
four manufacturers of network transformers to give you a quotation 
on three 750-kilovolt-ampere, 3-phase, 60-cycle, network-type trans- 
formers. You received quotations on October 22, 1957, from the four, 
I assume, because Westinghouse Electric Corp., Allis-Chalmers, Gen- 
eral Electric, and Moloney Electric all quoted the same identical price 
of $10,212 each. That is a rather expensive item, is it not, Mr. 
Sanders? 

Mr. Sanpers. Yes, sir; it is. 

Mr. Dixon. And you had the same experience reflected there as 
when you bought a cheaper item ? 

Mr. Sanvers. Right, sir. 

Senator Krravuver. Are there some additions in this item, Mr. 
Sanders? I mean, is this a standard item that you were buying? 

Mr. Sanpers. Yes, sir; it is, a standard network transformer we 
bought repeatedly for years on the different, various sizes. 

Senator Kerauver. Are there special parts that you asked for? 

Mr. Sanpers. No, sir; standard unit. 

Mr. Frntey. This is for underground units to go in the vaults in 
the downtown area. This is a standard piece of manufacturing 

uipment, though it is made by these four people, and we have some 

all manufacturers, I take it, have we not ? 

Mr. Sanvers. Yes, sir. 

Mr. Drxon. Now turning to page 8, on September 22, 1958, you 
apparently asked three recognized manufacturers of electric-watt 
hour meters to quote you a price on three hundred 50 ampere 240-volt, 
single-phase, three-wire, watt-hour meters. 

he three that you asked submitted bids on October 3, 1958. The 
Gearhart Co.—does that mean they represent Duncan ? 
Mr. Sanvers. Correct, sir. 
Mr. Drxon. What is that, Duncan what? 
‘ a Sanvers. Duncan Electric Manufacturing Co. of Lafayette, 
nd. 
2 re Drxon. In other words, the shipping point would be Lafayette, 
nd. 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. Then Mills & Lupton Supply Co., representing West- 
meta Would that have come from Raleigh; is that correct ? 

r.Sanvers. Yes,sir. There are meter plants there. 

Mr. Dixon. And General Electric Co. would have come from 
Somersworth, N.H., I believe. 

Mr. Sanpers. Yes, sir. 

Mr. Drxon. These three locations are considerable distances from 
Chattanooga, and each one of them quoted you an identical price of 
$15.37 on each one of the units. 

Did you choose one company to purchase that total from? 

Mr. Sanvers. We bought from one supplier, as I recall. 

35621—60—pt. 13-6 
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Mr. Dixon. The last example that you show, represented on page 
9: On December 2, 1958, you asked four manufacturers of oil circuit 
breakers to quote on oil circuit breaker items as you describe there. 
The four quoted on December 29, 1958, an identical price of $5,610 
each. I notice that Federal Pacific Electric Co. is one of the four— 
the other three are Allis-Chalmers, Westinghouse, and General-Elec- 
tric—and that Federal Pacific Electric Co. is at San Francisco, Calif. 
They quoted the same price delivered to you at Chattanooga as the 
other three. 

From whom did you buy that, sir? 

Mr. Sanvers. I don’t recall, sir. I would assume we bought from 
a manufacturer which we had a unit in service and had some spare 
parts from the tank lift and accessories that would be adaptable to 
one of the manufacturer’s equipment. 

Mr. Drxon. Is that heavy equipment? 

Mr. Sanpers. Yes, sir; it is. 

Mr. Drxon. Certainly there would be considerable freight cost to 
deliver that all the way from San Francisco to Chattanooga, would 
there not? 

Mr. Sanpers. Considerable, I imagine. 

Mr. Dixon. And you received no lower price if you brought it in 
from Philadelphia. That is where General Electric was. 

Mr. Sanoers., Right, sir. 

Mr. Drxon. Did you ever, in your experience, talk to any of the sales 
representatives of these companies regarding the fact that they were 
nearer to you than one of the other suppliers ? 

Mr. Sanpers. Similar to other occasions. You get nowhere. It is 
just, “There itis. Take it or leave it.” 

Mr. Dixon. If I understand you correctly, these are nine examples 
which are typical of the experience which you have had over a period 
of years in buying electrical equipment. 

Mr. Sanpers. Yes, sir; itis. Right, sir. 

Mr. Finutey. We kind of prepared a great volume of it, but we 
were asked to supply instances of it, and we thought this would serve 
the purpose of it. 

Senator Kerauver. You have identical bids on electrical equipment. 
Does that range all the way through on most of the electrical equip- 
ment you buy ? 

Mr. Sanpers. Fairly well in electrical equipment. Certain other 
types of material we don’t find it that way. There are certain types 
of electrical equipment that are not quoted on an equal basis, such as 
pole-line hardware. 

Senator Krrauver. Such as what? 

Mr. Sanpers. Pole-line hardware, overhead construction equipment, 
poles, crossarms, and various hardware prices are not always the 
same. 

It is primarily in the heavy electrical apparatus. 

Senator Krrauver. Enumerate some of the items where you have 
real competition in price, where you do not have identical prices. 

Mr. Sanpers. Well, the various mill suppliers, transportation equip- 
ment, certain types of construction equipment, conductors, things of 
that nature. 

Senator Keravuver. You get different bids? 
Mr. Sanpers. Different prices. 








TM 


e 


those 


Zc z 
Divo aaSeSeene 


Seems 


4 


pay 


re 
of 


co 
Ww 


ze 
uit 
re, 
510 
eC- 
if, 
he 


to 
ld 


in 


ADMINISTERED PRICES 6759 


= Keravuver. You get different bids of different prices on 
those ¢ 

Mr. Sanpers. Correct, sir. 

Senator Keravver. Allright. Anything else? 

Mr. Dixon. Do you have any underground conduit ? 

Mr. Sanvers. Yes, sir; we Go. 

Mr. Frntey. Lots of it. 

Mr. Dixon. Do you have to buy conduit pipe to put that in? 

Mr. Sanvers. We buy fiber conduit, and it is quoted at different 
prices. 

Mr. Dixon. You get different quotations? 

Mr. Sanpers. Yes, sir. Three-in-one carload lots, we got different 
prices in a considerable amount. 

Mr. Dixon. We haveno further questions. 

Senator Krravuver. Mr. Peck, do you wish to ask a question ? 

Mr. Pecx. Yes, thank you, Mr. Chairman. 

Mr. Sanders, are there any products which you buy of any kind in 
which you do have quantity discounts, oupeliens: from pencils and 
paper clips to cups or anything else? 

Mr. Sanpers. Yes, there are. 

Mr. Peck. What are some of them? Would you identify some of 
these products? 

Mr. Sanpers. There are a number of items that you will buy a 
dozen, you get a certain price; and if you increase to a gross, you get 
a decrease. 

Mr. Peck. Pencils would be one example. You buy all kinds of 
administrative supplies. 

Mr. Sanpers. Light bulbs, for instance, which is typical. 

Mr. Pecx. Are there any items of electrical supply on which you 
receive quantity discounts ? 

Mr. Sanpers. I am sure there would be. I do not recall any right 
off. 

Mr. Peck. When you say that you do not receive a quantity dis- 
count, would that, sir, mean that a price on a bid for a hundred units 
would be 100 times the price of 1 unit ? 

Mr. Sanvers. Correct. 

Mr. Pecx. Yes. 

Mr. Sanvers. That one watt-hour meter you could buy for $15.37, 
and if you buy a hundred you would get the same price. 

Mr. Peck. Just 100 times the same amount. 

Mr. Sanpers. Yes, sir. However, we have never made a purchase 
like that. 

Mr. Pec. Do you know whether or not it is customary in the elec- 
trical equipment business not to give quantity discounts? 

Mr. Sanvers. How is that, sir? 

Mr. Peck. To your general knowledge as a purchasing agent of 
several years’ standing, do you know whether or not it is customary 
= the electrical equipment industry to offer quantity discounts to 

uyers ? 

Mr. Sanpvers. There might be some products. I do not recall any 
at present. 

Mr. Pecx. Isee. Thank you very much, sir. 

Thank you, Senator. 
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Senator Keravver. Mr. Finley, what do you think can be done 
about this administered pricing ? 
Mr. Fintey. The only thing I know is to let the light of day shine 
_— the situation, and trust the future will take care of some phase 
of it. 
Senator Keravver. It is apparent that in certain types of electrical 
equipment, there is, if not an agreement, a general understanding 
about the policy they are going to follow, that is, no quantity dis- 
count, the same prices, and no concession of even 5 cents to get a big 
order. That does not look to me as if they are competing with one 
another pricewise to try to get business. Does it to you? 
Mr. Finuey. Well, it just seems strange that so many prices just 
coincidentally happen to turn out exactly the same to the penny. 

I am not quarreling with their pricing structure. I am not in the 
manufacturing business, but I just buy it. 

Senator Keravuver. We all think that in a free, competitive enter- 
rise system, where we have the law of supply and demand, where we 
ave some industries more efficient than others, that when companies 
are called upon to submit a price, they sharpen their pencil and figure 
what price om can give you in order to get the business. 


Is that not the way you always thought our American economy 
should work ? 


Mr. Fintey. Yes, sir. 

Senator Keravver. It is not doing that here, though, is it? 

Mr. Finer. It would seem that the prices quoted are just coinci- 
dental, they all come out to the same. I do not know how much profit 
they make or anything. I know those are the prices we have to pay, 
the prices they have to quote on them. 

It has been that way for generations in the industry. 

Senator Keravver. Do you not think your electrical users should 
be entitled to some competition between these manufacturers on these 
items which have been mentioned here? 

Mr. Frinuey. Yes, sir. I think we should buy our material at a fair 
price and at a fair profit to the manufacturer who makes it, and not 
at any similar prices that just happen that way. 

Senator Keravver. All right. Is there anything else, Mr. Finley, 
you wish to add? 

Mr. Fintexy. No, sir. I appreciate the opportunity to comply with 
the committee’s request. 

Senator Keravuver. Thank you very much, Mr. Finley, and thank 
you, Mr. Sanders. 

Anything else this afternoon, Mr. Dixon ? 

Mr. Dixon. No, we have nothing, Mr. Chairman. We have repre- 
sentatives of the Nashville Electric Service Board, the Memphis Light, 
Gas, and Water Department, and officials of the city of Hopkinsville 
tobe heard from. They will be here tomorrow. 

Senator Keravuver. I have an engagement to speak at the Law 
School of the University of Tennessee at 10 o’clock in the morning, so 
we will endeavor to meet at 11 o’clock to resume our hearings, and we 
will finish up tomorrow. 

We will stand in recess until 11 o’clock tomorrow. 

(Whereupon, at 2:50 p.m., the subcommittee recessed, to reconvene 
at 11 a.m., Wednesday, September 30, 1959.) 
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WEDNESDAY, SEPTEMBER 30, 1959 
U.S. Senate, 


SuscomMitree on Antrrrust AND Monopoty 
OF THE COMMITTEE ON THE JUDICIARY, 
Knoxville, Tenn. 

The subcommittee met, pursuant to recess, at 11 a.m., in room C, 
New Sprankle Building, 510 Union Avenue, Knoxville, Tenn., Sena- 
tor Estes Kefauver presiding. 

Present: Senator Kefauver (chairman). 

Also present: Paul Rand Dixon, counsel and staff director; Theo- 
dore T. Peck, special counsel for minority; Horace L. Flurry, assist- 
ant counsel; Ed Dupree, attorney ; and Carl L. Fry, special economist. 

Senator Kerauver. We will come to order. 

We appreciate the fact that Mayor F. Ernest Lackey, the mayor of 
the city of Hopkinsville, Ky., is present, and has submitted some in- 
formation which will be of interest to this subcommittee. 

I understand Mayor Lackey has an appointment which necessitates 
his leaving shortly, so with the approval of the other witnesses, we 


will hear you first, Mayor Lackey. 
Mr. Dixon, will you proceed? © 


STATEMENT OF F. ERNEST LACKEY, MAYOR, CITY OF 
HOPKINSVILLE, KY. 


Mr. Drxon. Mayor Lackey, Hopkinsville is served by the Electric 
Plant Board of Hopkinsville; is it not? 

Mr. Lackey. Right. 

Mr. Drxon. Is that a municipally owned operation, sir? 

Mr. Lackey. That is right. 

Mr. Dixon. What is the area that you serve ? 

Mr. Lackey. The city of Hopkinsville. 

Mr. Dixon. How many consumers do you have ? 

Mr. Lackey. About 7,700. 

Mr. Dixon. What is your gross revenue, sir, approximately ? 

hw Lackey. I didn’t bring those figures with me; I had better not 
tell you. 

r. Dixon. You just serve the city of Hopkinsville? 

Mr. Lackey. Yes, sir. 

Senator Keravuver. Is that purely electricity and water? 

Mr. Lackey. Just electricity. 

Senator Kerauver. How long have you been mayor, Mr. Lackey? 

Mr. Lackey. Since December of 1957. 


6761 





6762 ADMINISTERED PRICES 


Mr. Dixon. As to the purchases that are necessary for the Electric 
Plant Board, do you buy them by negotiation or do you ask for 
invitations on bids? 

Mr. Lackey. We send out invitations to bid. We advertise locally 
and submit notices to all of the suppliers asking that they bid on the 
material. 

Mr. Dixon, Is that a requirement of the municipality, sir? 

Mr. Lackey. It is a requirement of State law that we advertise. 

Mr. Drxon. This is not a profitmaking undertaking, is it, sir? 

Mr. Lackey. Electric Plant Board? 

Mr. Drxon. Yes, sir. 

Mr. Lackey. No, sir; we buy power from TVA. 

Mr. Dixon. And you sell it, in order to retire your capital invest- 
ment and to operate your plant efficiently ? 

Mr. Lackey. Right; improve the-service, reduce the rates, and pay 
off the debt. 

Mr. Dixon. We asked you, sir, to give us examples from your expe- 
rience of electrical equipment which you had bought on invitation 
and bid. 

Mr. Lackey. Yes, sir. 

Mr. Dixon. And you sent us two copies. Do you have extra copies? 

a Lackey. I have one I brought with me, though; do you need 
that 

Senator Kerauver. We will make this a part of the record. It is 
entitled “Bids on Transformers Received by Electric Plant Board, 
Hopkinsville, Ky.” 

(The document referred to may be found on p. 7823.) 

Mr. Dixon. Mayor Lackey, I ask you to look at the compilation 
that you have given to us. ‘The first item indicates that in May 1957 
you asked invitations to bid on 22 single-phase distribution trans- 
formers ranging in size from 10 kilovolt-ampere to 50 kilovolt-ampere, 
with other specifications, and that you did receive bids from General 
Electric Co., General Electric Supply Co., and Graybar Electric Co. 
Each one of those bids were identical in the amount of $7,551.50. 

Of course, each one of those companies’ common source of manu- 
facture was the General Electric Co. 

Mr. Lackey. Right. 

Senator Kerauver. Couldn’t you get bids from other companies? 

Mr. Lackey. Let me say at this time that I discovered later, as a 
new member of the board, I didn’t realize it at the time, and until 
we asked for bids in October, that I knew we were submitting invi- 
tations to bid on General Electric only, and as a new member of the 
board I questioned the advisability of asking for bids on one specific 
type transformer, and as a result, after the bids came in on our second 
transformer invitation, all of which were identical, that was in Octo- 
ber, we then readvertised for general bids, from all companies, and 
did not specify General Electric. 

It seemed that our plant manager was slightly partial to General 
Electric and had been, more or less for no apparent reason, he had 
been more or less establishing General Electric as the equipment that 
he liked to standardize on. 

Mr. Drxon. That explains that case. 
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Will you look at the second one on that first sheet? In May of 1957 
you asked for bids on four single phase substation transformers. You 
received bids from General Electric Co., Graybar Electric and Gen- 
eral Electric Supply Co., and Marine Electric Co., and in addition 
thereto Line Material Co., Line Material being only an alternative 
manufacturing company, different from General Electric Co. The 
bids were identical, $9,084.68. 

In the third example, in December 1957, you asked for bids on 
20 single phase distribution transformers ranging in size from 10 
kilovolt-amperes to 100 kilovolt-amperes, and again, as set out here, 
the common manufacturer was General Electric Co. The bids were 
identical, $8,933.47. 

On sheet 2, the first example is for 31 single-phase distribution trans- 
formers, and again the common manufacturer was General Electric 
Co. The bids are not exactly identical here, although the transform- 
ers come from the same manufacturer, General Electric Co. The Gen- 
eral Electric bid was $12,692.92; Graybar was $12,692.85; General 
Electric Supply Co. was $12,693, as was Swanson-Nunn Co., $12,693 ; 
Marine Electric Co. was $12,692.92. 

It says here you purchased these from the General Electric Co. of 
Louisville, Ky., they being one of the two lower bidders. 

Senator Kerauver. By 7 cents. 

Mr. Drxon. By 7 cents. 

Then in October 1958, you again solicited bids on 28 single-phase 
distribution transformers ranging in size from 10 kilovolt-amperes to 
100 kilovolt-amperes, and solicited again from General Electric Co., 
General Electric Supply Co., and Marine Electric Co., all having the 
same make of transformer. 

Mr. Lackey. Those first that you read, I was not on the board. 

Mr. Dixon. That is right. 

Mr. Lackey. That was in 1957. I didn’t come in until December 
of 1957. This was the one that provoked me to ask for bids on various 


vee —— 
r. Dixon. Those examples all depict bids submitted by either the 
manufacturer or supply sources that were quoting for the General 


Electric equipment. 
few cents apart. 

Then in October 1958, on sheet 3 of this compilation, you insisted 
on seeking other sources of supply. 

Mr. Lackey. That is right. 

Mr. Dixon. So you advertised or invited bids on 28 single-phase 
distribution transformers ranging in size from 10 kilovolt-amperes 
to 100 kilovolt-ampers with other specifications, and you received bids 
from the General Electric Co., the Area Supply Co., Wagner Electric 
Co., and so forth. 

There were a number of different sources this time. 

There were, as a result of that invitation, identical bids in the 
amount of $10,063 from every bidder other than the Cayce Mill Supply 
Co., which quoted for the make of transformer known as Precision a 
price of $9,380.70. 

It states here that you awarded this contract to the Area Supply 
Co. of Hopkinsville, Ky., which was one of the higher bidders in the 
identical amount of $10,063. 


o your bids there were all either identical or a 
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Why was that award made? Did the Cayce Mill Supply Co. meet 
the specifications? 

Mr. Lackxry. Well, they were bidding on a transformer called the 
Precision transformer, and according to the information we were 
able to gather, this particular transformer was a new transformer, 
had not been field proven, and we felt it would be better to go ahead and 
buy a transformer that had a record of satisfactory service, rather 
= expend public funds on transformers that we were not familiar 
with. 

Mr. Dixon. With the exception of a 24-cent difference, all the other 
bidders bid identically. 

Did you make the award to Area Supply Co. by lot, or in what 
manner ? 

Mr. Lackey. No, sir, we awarded to him because he was a local 
distributor. 

Mr. Drxon. Because he was a local distributor ? 

Mr. Lackey. That is right, rather than give it to somebody out 
of town. As long as his bid was equal to the others for a transformer 
that was satisfactory and had been proven. 

Mr. Drxon. Nevertheless, when you changed to seeking new bidders 
different from the General Electric Co. source, you had the same 
experience, because the prices were all identical, were they not, sir? 

r. Lackey. Correct, sir. Westinghouse, Line Material, Allis- 
Chalmers, all bid identically excepting Westinghouse, and they were 
from 13 cents to 50 cents higher on each transformer. 

Mr. Drxon. This was your first experience, and you had persuaded 
the board to seek these new sources. 

What did you think when all these same bidders came back with 
the same amounts bid ? 

Mr. Lackey. Well, I was pretty well disgusted, and so wrote—in 
fact, I took this up with Senator Cosper, who is our Senator, back in, 
right after this first experiencé, back in 1958, right after I went to 
the board. 

Mr. Dixon. Did you talk to any of these companies, or did you 
write to any of them? 

Mr. Lackey. No, sir, I did not. Asa matter of fact, when we, when 
I voiced my objections, the manager of our Electric Plant Board who 
has been in active control and operation of it since it went into opera- 
tion in 1942, advised me at that time it didn’t make any difference 
from whom we solicited bids on electrical equipment of this type, it 
would always be exactly the same price. 

Mr. Drxon. Maybe that is what led him to buy General Electric 


oo. 
r. Lackey. Well, he said he liked General Electric, and General 
Electric gave him good service, and so he thought as long as all the 
prices were going to be equal, he would standardize on one piece of 
equipment. 

Mr. Drxon. You decided to find out whether there was something 
to this price competition, and you tried ? 

Mr. Cau, Yes. 


Senator Kerauver. You say you took this up with Senator Cooper, 
who is a very able Senator. What happened? 
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Mr. Lackey. He referred this letter to, let’s see, his first reference 
was made to the Department of Justice. He sent this to Judge Han- 
sen, the information I sent him was sent to Judge Hansen, Assistant 
Attorney General in charge of the Antitrust Division. 

I had a reply advising that, he said: 

The Attorney General has asked me to reply to your memorandum of July 8 
which you enclosed, in 1958, which enclosed a letter from Mr, Lackey— 
and so forth. 

He said: 

I am forwarding a copy of Mr. Lackey’s letter to our Philadelphia office, in- 
asmuch as this office has underway a present antitrust investigation involving 
heavy electrical equipment including electrical transformers, and the informa- 
tion contained in Mr. Lackey’s letter should be of some assistance in this in- 
vestigation. 

This was signed by Mr. Hansen, Assistant Attorney General in 
charge of Antitrust Division. 

Senator Kerauver. Senator Cooper also sent information to me as 
chairman of this committee. 

Mr. Lackey. He later advised me he was doing that. 

Senator Kerauver. That is how we happened to know about your 
situation. 

Mr. Lackey. Yes. I had a letter from him July 2, advising 
that 

Senator Kerauver. The Department of Justice has not done any- 
thing about it, has it? 

Mr. Lackey. That is correct. I hadn’t heard anything until I got 
this letter from him saying that your committee was investigating 
and asking me to furnish this information to you that I did forward. 

Senator Keravuver. I am interested in the Kentucky law. You say 
the law requires advertising or sending out notices for bids? 

Mr. Lackey. That is right. 

nore Keravver. And all public bodies in Kentucky have to do 
that ? 

Mr. Lackey. That is right. 

Senator Keravuver. What good does it do you to do that ? 

Mr. Lackey. Well, as I think I have—— 

Senator Keravver. I mean, what is the philosophy back of the law ? 

Mr. Lackey. Well, that every reputable bidder should have an op- 
portunity to submit a bid on any public expenditure of funds. We 
advertise so that everybody will have an opportunity to bid. 

Senator Kerauver. That is to get price competition so that you can 
get the most reasonable price possible, is that correct 

Mr. Lackey. Correct. 

Senator Keravuver. But when they all come back with the same bid, 
it doesn’t amount to anything. 

Mr. Lackey. It is sort of a mockery of that thing. As I expressed 
to you, it seems to me we were being made to look right ridiculous 
spending public funds to advertise for public bids; if we are going to 
buy out of catalogs we might just as well pick out the one we want and 
place an order, but we still have to comply with the law by advertising. 

Mr. Peck. Must you invite bids fos all purchases, sir, or just 
purchases over a certain number of dollars? 
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Mr. Lackey. We invite bids for anything other than miscellaneous 
purchases. 

Mr. Peck. I see. ; 

Mr. Lackey. Any quantity that involves light poles or copper wire, 
lighting fixtures, anything that involves anything other than miscel- 
laneous supplies that are used from day to day. 

Mr. Peck. I see. 

Senator Kerauver. What kind of advertising do you put out for 
bids? 

Mr. Lackey. Well, we send copies of it, we run ads in the local 
newspaper required by law, and then we notify the distributors from 
whom we have information in our files. 

Senator Kerauver. It requires a good deal of money to do all of 
that, does it not? 

Mr. Lackey. Yes, sir, it takes a lot of time as well, and it also 
involves delay. We have to advertise three times, as I remember. 

Senator Kerauver. Three times in the newspapers ? 

Mr. Lackey. That is right. 

Senator Kerauver. We have here a sample of a legal notice. Is 
that what you are referring to? 

Mr. Lackey. Yes, sir; that is it. 

Senator Kerauver. Let’s make this a part of the record. It is 
contained in his letter of explanation. 

(The document referred to may be found on p. 7823.) 

Senator Kerauver. So you run this in the newspapers three times, 
and you send out notices to all the possible suppliers, and you go to a 
lot of expense. But it does you no good. 

Mr. Lackey. Well, they all come in the same. 

Senator Krrauver. Regardless of how many you buy, you don’t get 
any quantity discount, do you ? 

r. Lackxry. No, sir. 

Mr. Drxon. We have one other example, Mayor Lackey. 

In February 1959 you asked for bids on 70 single phase distri- 
bution transformers ranging in various sizes, and you received as a 
result of that invitation 12 bids. They were all in the identical amount 
except two, and the amount was $28,827. The two exceptions were 
made by Graybar Electric Co. in the amount of $28,860.48. The low 
bidder again, with a different bid, was the Southland Electric Supply 
Co., again bidding on a Precision transformer, with a bid of 
$26,687.29. 

Again you made the award to the local distributor for the Wag- 
ner transformer, the Area Supply Co., with a bid in the amount of 
$28,827, which was identical with the nine others. 

Mr. Lackey. Can I see that, I don’t have that in mine here? 

Mr. Peck. At the bottom of the page, sir. 

Mr. Lackey. Well, I will tell you what we did. The Area Supply 
and the Cayce Mill Supply both bid identical bids, both gave us a 1- 
percent cash discount, and we tossed a coin. 

Mr. Drxon. You tossed a coin? 

Mr. Lackey. That is right, to choose between the two local dealers. 

Mr. Drxon. In other words, by a toss of the coin the Area Supply 
Co. was awarded the bid? 

Mr. Lackey. That is right. 








aa 
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Mr. Dixon. Again you were defeated in your attempt to get a com- 
petitive bid. 

Mr. Lackey. That is right. 

Senator Keravuver. All right, anything else? 

Mr. Drxon. That is all we have. 

Senator Keravuver. Mr. Peck, any questions? 

Mr. Peck. Yes, sir. 

I take it from your testimony, Mayor Lackey, that you generally 
agree with Mr. Strange that it is a good idea for your utility to have 
more than one supplier for various products. 

Mr. Lackey. Yes, sir. 

Mr. Peck. From May of 1957 to February of 1959, you have listed 
seven bids on transformers. Were these the only bids which you re- 
ceived during that period of time on transformers? 

Mr. Lackey. For electric transformers, yes. 

Mr. Pecx. They were the only bids? 

Mr. Lackey. Yes. 
alae Peck. And all these bids during this period of time were identi- 

Mr. Lackey. The information in there is a compilation given me 
by se superintendent of the plant board which covers everything that 
we have. 

Mr. Pecs. I see. These were all of the bids received on trans- 
formers. 

On other electrical purchases, did you find the same sort of pricing? 

Mr. Lackey. Well, the only other thing that we buy would be 
poles and wire and light fixtures, and we haven’t run into that situa- 
tion in any of those. 

Mr. Pecx. In none of those. 

There has been testimony on previous days that within the last few 
years prices have generally been going up. Have you found that your 
prices have been going up ¢ 

Mr. Lackey. I wouldn’t be in a position to testify to that. 

Mr. Peck. Do you know of any 

Mr. Lacxry. The record there would indicate the same size trans- 
formers over a period of 2 years. You could look at it and see, I just 
couldn’t tell you. 

Mr. Peck. Do you know of instances where prices have been com- 
ing down? 

Mr. Lackey. I haven’t heard of any. 

Mr. Peck. I think that is all. Thank you. 

Mr. Lackey. We recently bought about $50,000 worth of street 
lighting equipment, including globes and various control features, and 
so forth, and we got quite a variety of bids on those. 

Senator Kerauver. You mean light bulbs? 

Mr. Lackey. Well, fixtures, the white way system. We got a 
variety of bids on that. 

Senator Kerauver. They call that pole hardware? 

Mr. Lackey. That is right. 

Senator Keravuver. I think our investigation indicates that prices 
are competitive in that line. 

Mr. Lackey. Yes, sir. 

Senator Keravver. All right. 
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Anything elese, Mr. Dixon ? 
Mr. Drxon. That is all. 

Senator Kerauver. Mr. Lackey, we certainly appreciate your co- 
operation in coming down and being with us. 

Mr. Lackey. Glad to do it. hope something comes of it. 

Senator Krravver. I take it from that you are pretty well burned 
up over that situation. 

Mr. Lackey. I think I expressed myself in that correspondence how 
I felt about it. 

Senator Keravver. All right. , 
, Mr. Lacxry. Thank you for giving me the courtesy of appearing 

rst. 

Senator Keravuver. Mr. Quinn, will you come around ? 

Mr. C. B. Quinn, assistant director, purchases, stores, and supplies 
of the Memphis Light, Gas, and Water Division. 

We are glad to have you with us, Mr. Quinn. 

Mr. Quinn. Thank you, Senator. 


STATEMENT OF C. B. QUINN, ASSISTANT DIRECTOR, PURCHASES, 
STORES, AND SUPPLIES, MEMPHIS LIGHT, GAS, AND WATER 
DIVISION 


Senator Keravver. I believe the late Major Allen was your director 
for quite a number of years, was he not ? 

Mr. Quinn. Yes, sir, he was our president. 

Senator Kerauver. He was certainly a very outstanding man. Mr. 
Ray Morton is now your president ? 

Mr. Quinn. That is correct. 

Senator Kerauver. How long has Mr. Morton been president ? 

Mr. Quinn. Mr. Morton was appointed president very shortly after 
the major died, about last February, approximately 6 months now. 

Senator Keravver. And how long have you been the assistant pur- 
chasing director ? 

Mr. Qutnn. I have been the assistant director of purchases, stores, 
and supplies for approximately 4 or 5 years, prior to which time I was 
the assistant purchasing agent, and t have been with the company 
since 1930, 25 years of which were in purchasing. 

Senator Keravuver. You have been with the Memphis Light, Gas, 
and Water Division since 1930? 

Mr. Qutnn. Since 1930, with the predecessor, the old Memphis 
Light and Water Division, and now the present Memphis Light, Gas, 
and Water Division. 

Senator Keravuver. How big an operation is the Memphis Light, 
Gas, and Water Division ? 

Mr. Qutnn. I am something like the mayor of Hopkinsville, I 
would probably have to guess, Sut I would venture to say our reve- 
nue, of course in all three utilities, will run between $50 million and 
$60 million a year. Now, that is a guess on my part, and I would not 
want to be held to that. 

Senator Keravuver. We don’t want the exact figure. 

Mr. Quinn. That gives you some idea of the size of the operation. 

Senator Keravuver. How is that broken down between light, gas, 
and water? 
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Mr. Qutnn. I would say .the electrical is around $25 million or 
$30 million, and the gas around $20 million, and the water around 
$5 to $10 million, about that ratio. 

Senator Keravuver. You built and operate’a new steamplant in 
Memphis? 

Mr. Quinn. Yes. 

Senator Keravver. Is it in full operation now? 

Mr. Quryn. All three units have been operating this summer: They 
are still on test. They have not been placed into. commercial operation 
as such, but they are producing, and we have carried our load to the 
city for most of the summer; this year. 

i: Keravuver. How many people do you serve in the Memphis 
area 

Mr. Quinn. We serve the city of Memphis itself with water, and 
the close outlying sections, and we serve the entire Shelby County as 
well as the city of Memphis with and electricity; and with refer- 
ence to people, of course, our ree. arr is slightly over 500,000 in the 
city of Memphis itself. 

f would roughly say we have around 600,000 to 700,000 people, and 
roughly 150,000 customers. _ 

Senator Kerauver. How much equipment do you buy a year; on 
an average ? 

Mr. Quinn. We will carry an average of $2 million to $2.5 million 
of open orders on our books, and we will purchase anywhere be- 
tween—this is materials and supplies only, “a not contracts for such 
items as the steamplant and so forth—in the neighborhood of $12 mil- 
lion to $15 million a year. 

Mr. Peck. That is for all operations? 

Mr. Quinn. That is for all operations, and that, of course, will vary 
depending upon what is going on, whether or not the Gas Division 1s 
putting in feeder lines, whether or not the Water Division is putting 
in feeder lines, or whether or not we are building substations to take 
care of the growth of the city, and so forth. 

Senator Kerauver. I have, of course, known of your operation, 
and I have known Major Allen quite well for a number of years. I 
have always felt you had one of the most efficient operations that I 
have known anything about. 

a? Quinn. I thank you for that statement for all parties con- 
cerned. 

Senator Kerauver. Mr. Dixon, do you wish to interrogate the 
witness ? 

Mr. Drxon. Mr. Chairman, we requested the Memphis Light, Gas, 
and Water Division to make this study for us over the past 3 years. 

As I understand it, Mr. Quinn, between July 1, 1956 and June 30, 
1959, there were approximately 100 instances of what you consider 
as identical bidding. From these 100 instances, you have sent to us 
12 sets of bids received as the result of your invitation and notice to 
these various bidders. They submitted bids to you. Although they 
are selected at random, you feline’ them to be typical of the identical 
bids that you did receive during this period of 3 years. 

Mr. Quinn. That is correct. 

Mr. Drxon. So the 12 instances that I have here are 12 instances 
during this period of time. 
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Senator Keravver. Is that right, Mr. Quinn? 

Mr. Quinn. That is right, sir. 

Senator Keravver. First, are you required by city charter or by 
law to advertise and to seek sealed bids? 

Mr. Quinn. We are by act of the legislature, the State legislature, 
required to advertise publicly for bids on material and equipment that 
exceeds $2,000 in costs. 

Senator Kerauver. Exceeds how much? 

Mr. Quinn. $2,000. 

Senator Keravuver. You mean advertise in the newspapers ? 

Mr. Quinn. Advertise in a newspaper of daily publication, correct. 

Senator Kerauver. How many times do you have to advertise? 

Mr. Quinn. We are required by law, with the exception of emer- 
encies, to advertise for a period of 3 days within the week in which 
ids are to be accepted. 

Senator Kerauver. Three different days? 

Mr. ee: Three separate days within the week in which bids are 

accepted. 

Senator Keravver. In what newspapers do you advertise: all the 
newspapers, or just one? 

Mr. rsa No, sir. We use The Daily News, which is a legal court 
reporter paper published daily in Memphis. It carries all the court 
news and various abstracts and various legal news in Memphis. 

: Senator Kerauver. This advertising costs you considerable money, 
suppose. 

r. Quinn. Yes, sir, depending upon what you call money, or call a 
considerable ace It costs us approximately $50 to $75 to run 
an ad, depending upon the length of the ads and the description we 
are required to place it in. 

Senator Keravver. Then in addition to that, you send out invita- 
tions to suppliers making that type of equipment, and inviting them 
to submit bids? ° 

Mr. Quinn. We mail a copy of the advertisement as published 
in the paper to all of those that are on our mailing list, and we place 
anyone on our mailing list who qualifies and expresses a desire to 
quote. 

Senator Kerauver. Are the bids opened secretly ? 

Mr. Qurnn. No, sir, the advertisements specify a date and a time, 
and they are opened by our board of commissioners at a public meet- 
ing, on that date and at that time. 

Senator Kerauver. At a public meeting? 

Mr. Quinn. At a public meeting they are publicly opened and read 
at the time they are opened. 

Senator Keravuver. All right, sir. 

Mr. Drxon. In the event of identical bids, how is the award made? 

Mr. Quinn. If it is identical in every respect, and dependent upon 
the type of material involved, our board may decide to put the names 
of the local distributors, if there are local distributors bidding against 
out-of-town distributors or manufacturers, in a hat and pull out the 
name, to whom award is made. 

At other times, which is not too often, there is a possibility of a 
preference being shown for the product of one particular manufac- 
turer and with everything else being equal, there is a possibility that 
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award may be made to the manufacturer of that particular product, 
or his jobber. But that is a rare occasion when we have a preference 
of one manufacturer’s product over another. It is sometimes a pos- 
sibility, however, due to their experience in it’s manufacture, or to the 
experience that we have had with that particular product. 

r. Dixon. But if the bidders all meet the specifications, and one of 
them makes a lower bid, by regulation and requirement you must make 
the award to the low bidder? 

Mr. Quinn. If he meets with the specifications and can comply with 
the required delivery and other factors, it is customary p ure to 
make the award to him. 

Mr. Drxon. But these examples depict that when the bids are 
identical and you have received no advantage in price, you make the 
other determination as you have just said ? 

Mr. Quinn. Yes. 

There is one policy we have that I didn’t mention on identical bid- 
ding, and it would possibly hold true if they were not identical, in 
connection with the purchase of transformers and meters, electric 
meters. We usually advertise for our requirements and schedule ship- 
ments to be made over a period of 4 to 6 months. 

During the past few years there have been a number of delays in 
deliveries, resulting from strikes, and so forth, and rather than de- 
pend upon one manufacturer for delivery of all of your requirements 
over a period of 6, 8, or 10 months, our board has found it wise in a 
number of cases with bids where the prices are identical to split up the 
award by awarding one manufacturer a certain lot of them and other 
manufacturers a certain lot of them, scheduling deliveries in such a 
manner so you will have transformers and meters coming from several 
manufacturers in the event one or more should go on strike or be de- 
layed in their shipment, and you find you are out of transformers or 
meters. 

Mr. Drxon. One of the other courses that you turn to is that when 
you don’t get competitive bids, you split up the business. 

Mr. Quinn. That is true. However, that policy is followed mainly 
for our own protection. 

Mr. Dixon. To assure supply ? 

Mr. Quinn. To assure supply, because you cannot render service, 
you can without meters that is to our disadvantage if we do not have 
meters, but you cannot render service without transformers or with- 
out some of the other products that are required, and our experience 
over the past few years shows that manufacturers do go on strike and 
do close down anit do delay shipments for various reasons. 

Mr. Drxon. Mr. Chairman, at this stage I would suggest that we 
make the summary sheets and the legal notice to bidders, as well as 
the bids that were received on these 12 examples, a part of the record. 

Senator Keravuver. Without objection. 

Do you have copies for the press ? 

Mr. Dixon. I don’t have an abundance of copies, but I have tried 
to give them one. 

he information referred to may be found on p. 7529.) 

Mr. Drxon. Mr. Quinn, I ask you to look at. the first example which 

pertains to bare aluminum cable. The date is April 30, 1959. 
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Mr. Quinn. What: was the quantity, sir, approximately a, million 
some-odd pounds, a million, three hundred——— 

Mr. Dixon. The quantity is for two: items, one of 200,000 pounds, 
and the second of 105,000 pounds. 

You received 16 identical bids. .Item 1 was quoted to you at $29.64 
per hundredweight, and on item 2, at $30.38 per hundredweight. 

In that instance, as I understand this summary, you received 16 
identical bids on these two items, is that correct, sir ? 

Mr. Quinn. That is correct. 

Mr. Drxon. To whom did you award that bid? _ There is‘a consid- 
erable amount of material there. 

Mr. Quinn. That award totaled $91,179. It was purchased forthe 
construction of a 161-kilovolt transmission line in connection with our 
new steam electric generating station, and as this cable was required 
for use at the earliest possible time that we could obtain it, and as 
Graybar Electric Co. offered the best delivery among the bidders sub- 
mitting these prices, we split this award and awarded one-half of the 
quantity of each item to Graybar Electric Co., and the balance of the 
cable, one-half of each item was awarded to General Electric Supply 
Co. as a result of a drawing between the other bidders that submitted 
identical acceptable low bids. 

There are several other factors to be considered when you take bids 
of this nature. One or two of the bidders quoted firm prices; others 
ee firm prices subject to reduction in event of decrease in the mar- 

et price. 

Ay this particular case no. one requested a deposit on reels. That is 
a factor we consider at times when all prices are identical. Most of 


this cable is furnished on reels, and'it has been the Spy in the past 


for a supplier to charge you anywhere from $15 to $100 deposit on a 
reel weal is refunded when the reel is returned, if returned in good 
condition and within 1 year from the date of receipt. 

If the bidder does not charge this deposit, we consider it, for all in- 
tents and purposes, a lower bid if mneviing else is equal. 

Mr. Drxon. Mr. Quinn, referring to item 1 as an example, that: was 
200,000 pounds. The quotation is $29.64 per hundred pounds, that is, 
16 bidders bidding identically to the penny. 

Mr. Quinn. That is right. 

Mr. Drxon. And that was your general experience, as you have 
stated in your letter on this type of product. ‘ 

Mr. Quinn. This is typical of identical bidding that we have re- 
ceived. It is not necessarily true that every time we advertise for 
aluminum cable that we get identical bids. ere are times when we 
get, price reductions. 

Senator Kerauver. How do you figure that most of the time you get 
identical bids as shown here, and on some, I take it, rare occasions 
you don’t get identical bids? : 

Mr. Quinn. On the aluminum cable, the only explanation I can give 
you, sir, is that the local jobbers, such as Graybar, who in this par- 
ticular case is quoting on Aluminum Co. of America cable, talks to the 
supplier, who is willing to give a reduction in the price to him, or the 
jobber is willing to take a reduction in his own commission that he 
makes on the order, to submit a low bid. 
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Now, why they come in with identical prices on other occasions, I 
cannot answer that question. I donot know. 

Senator Kerauver. You mean any competition that there is comes 
out of the profit or the margin of the local supplier ? 

Mr. Quinn. It is my understanding that it does on most occasions, 
but on other occasions I feel confident, although I do not know it to be 
a fact, that they get a special concession from a particular supplier 
who possibly needs the business to keep his mills operating, and is 
willing to go along. 

Now, in the last year or year and a half, most of the bids on alumi- 
num cable have been penny for penny, just as we have it here, although 
prior to that we were getting somewhat competitive prices. 

Senator Krrauver. Has it been getting worse, insofar as identical 
bids are concerned, in the last 2 or 3 years, that is, more uniformly, in 
that there are more identical bids than there used to be? 

Mr. Quinn. Senator, I can’t say that there is. We get into the 
market quite regularly for meters, transformers and wire, and there- 
fore you begin to note it when you get into the market more often and 
they start coming in identical, but I am of the opinion that these same 
products are the ones that have been quoted identical in the past, and 
that there are not new products being added to the list of identical 
bidding, if that answers your question. 

Senator Krrauver. But there are fewer deviations now than there 
used to be? 

Mr. Quinn. From the policy of quoting all identical, I would say 
that there are; in the last year or year and a half, anyway. 

Senator Krravuver. Mr. Peck? 

Mr. Peck. Mr. Quinn, is the aluminum cable produced by one man- 
ufacturer the same as that produced by any other manufacturer? Is 
cable cable, or are there differences? 

Mr. Quinn. No. Bare cable, aluminum cable 

Mr. Peck. Bare aluminum cable? 

Mr. Quinn. I would say it would be acceptable and is acceptable as 
far as we are concerned, from any reputable manufacturer, and as far 
as I know, any of those who are in the aluminum cable mnufacturing 
business are reputable. 

Mr. Peck. If you were to buy this bare aluminum cable by nego- 
tiation rather than by bid, would you pay any more to one producer 
than to any other producer for it, for the same? 

Mr. Quinn. You mean would I be obligated to—— 

Mr. Peck. No, I mean would you be willing to? 

Mr. Quinn. No, sir. 

Mr. Pecx. You wouldn’t. The one with the lowest price, is the one 
from whom you would buy ? 

Mr. Quinn. As long as they can meet our other requirements such 
as deliveries, yes. 

Mr. Pecx. Assuming that 

Mr. Qutnn. Assuming that everything was equal and one bidder 
negotiated a lower price. 

Mr. Peck. Is it true that in order for any other seller of this cable 
to make a sale to you, he would have to ask the same price for his 
product as the lowest price quoted to you? 
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Mr. Quinn. That is correct, sir, except we never purchase by ne- 
gotiation, under these conditions. 

Mr. Pecx. I mean, but if you were to do so? 

Mr. Quinn. If we were to do so— 

Mr. Peck. It is all similar material. 

Mr. Quinn (continuing). It would be very similar and one would 
be as acceptable as the other. 

Senator Keravuver. I notice in this first sheet that you show five 
points where the cable will be shipped from. You have Memphis, 
New York, Chicago, Louisville. Does this reflect where the cable 
will be shipped from? 

Mr. Quinn. I don’t know what that sheet is. I do not believe we 
furnished you that sheet but the bids themselves, as we received, do 
not specify point of shipment. Quite often we know approximately 
where it is going to be shipped from, but without making an investiga- 
tion we would not be sure of that. 

Mr. Drxon. When you receive various shipments of bare aluminum 
cable, you have noted, have you not, that it comes from a considerable 
distance from Memphis? 

Mr. Quinn. It could be noted. I can’t say that I have paid any 
particular attention to it. 

Mr. Dixon. You have no personal knowledge where this is manu- 
factured ? 

Mr. Quinn. Not directly on any particular item, no, sir. Asa mat- 
ter of fact, quite a bit of it, in some instances, may come out of some- 
one’s warehouse stock. 

Mr. Dixon. But the bids you asked for are delivered prices in 
Memphis? 

Mr. Quinn. That is correct, sir. 

Mr. Drxon. Mr. Quinn, I have another example of bare aluminum 
cable. This is under the date of October 16, 1958, where you asked 
for bids on 1,312,800 pounds of bare aluminum cable, and again you 
received 13 identical bids in the amount of $33.79 per hundredweight. 
That is the same for all purposes; it sets forth the same thing we have 
been talking about on the first one, is that correct ? 

Mr. Quinn. On the first one? 

Senator Keravuver. I notice the price of the second example, of 
October 16, 1958, seems to be $33.79 per hundredweight. This is not 
the same 

Mr. Quinn. It is the same cable as item 1 on the other bid quoted 
at $29.64 on April 30, 1959. 

Senator Keravuver. How do you account for the difference in price? 

Mr. Quinn. Reduction in the market price. As a matter of fact, 
it gets back to the same thing I was telling you before, when you speak 
of identical bidding, the price clause enters into it, and on this particu- 
lar order, 1,312,000 pounds, which totaled $443,595.12 total award, this 
cable was billed to us as a result of a price reduction prior to time of 
— at a savings to us of approximately $25,000 on the entire 
order. 

The price of cable was reduced from October 16, 1958 on several 
occasions before the complete order was shipped, and we paid for it 
at various prices depending upon what the market price was at the 
time it was shipped. 
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Mr. Dixon. But the point is whether the price went up or down, you 
received identical bids from all the bidders ? 

Mr. Quinn. That is correct, sir, at the time they bid, they bid the 
same price. 

Mr. Drxon. In other words, it is understandable, is it not, if there 
is an abundance of supply, that if one supplier reduces his price, per- 
haps the others might meet that price? Is that understandable to 

ou? 
: Mr. Quinn. I think they would on the next bid opening. 

Mr. Drxon. Do you understand why, if one of them chooses to 
raise his price, say, $5 per hundredweight, that they all have to go 
up to meet that price? 

Mr. Quinn. No, sir; I do not understand that. 

Senator Kerauver. That is raising price to meet competition. I 
think Senator O’Mahoney once said that was upside down competition. 

Mr. Quinn. Well, it is a little bit hard to understand. 

Mr. Drxon. One of the 12 examples you gave us dealt with single- 
phase electric meters. 

Mr. Quinn. I believe there are at least two of those. 

Mr. Drxon. Yes, there are two. I have two such examples here, 
which have already been made a part of the record, and I will refer 
to them together. On one of them, the bid date was October 24, 1957 ; 
the other was April 2, 1959. 

On October 24, 1957, you received six identical bids in the amount 
of $15.10 each; on April 2, 1959, you received six bids identical in the 
amount of $15.90 each. So we have here a price increase of 80 cents 
per meter in that period of time. But still the bidders, being the same 
six, bid the same amount both times. 

Mr. Quinn. That is correct, sir. And it does represent a published 
price increase in that period of time. 

Mr. Dixon. That represents what, sir? 

Mr. Quinn. A published price increase in that length of time. 

Mr. Dixon. When you say “published price” on an item like this 
single-phase electric meter that we are talking about, they publish 
prices on items like that ? 

Mr. Quinn. There is a catalog on them which carries a price list 
for each meter that they produce. 

Mr. Dixon. You don’t know of any requirement that they sell on 
that catalog price, do you, sir? 

Mr. Quinn. I know of no requirement; no, sir. 

Mr. Drxon. And you ask for your bids in the future; do you not? 

Mr. Qutnn. Well, we ask for them for deliveries within a reason- 
able length of time. For instance, on this particular bid here that we 
advertised and took bids on in 1957, we requested that deliveries be 
made in December of 1957, and January, February, and March of 
1958. 

Mr. Drxon. So you asked for somebody to bid on an item that you 
were going to receive in—how far ahead were you going to receive it? 

Mr. Quinn. About 4 or 5 months, 

Mr. Drxon. Four or five months. 

Mr. Quinn. Starting scheduling shipments the first or the second 
month, but starting— 

Mr. Drxon. That is the point I want to make, Mr. Quinn. 
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You asked for a bid 4 months in advance. You asked somebody to | at tir 
bid on an article priced to you 4 months in advance, did you not ? perm 
Mr. Quinn. That is right, sir. ~— 
Mr. Dixon. As to the catalog you had in your hand when you asked 
for that bid, you did not know that catalog would be in effect 4 months } Co. a 





later, did you? 









































Mr. Quinn. No, sir. : Mi 
Mr. Drxon. So what you asked for was for a company to make a {| item 
secret bid to you on something that they were going to sell 4 months } out « 
after that time. have 
Mr. Quinn. At least a portion of it would be delivered and billed M 
4 months later. mete 
Mr. Drxon. Yes, sir. And you received six identical bids, presuma- M 
bly secret, because that is the way they would be submitted to you. have 
Mr. Quinn. They are secret until they are opened, supposedly. 
Mr. Drxon. All six you received were identical quotations of prices } fact 
to be delivered to you 4 months after that date. to o 

Mr. Quinn. Pricewise, yes. fact 

Mr. Drxon. Yes. M 

Mr. Quinn. Price protectionwise possibly no. In other words, } talk 

some particular bidder may not be willing to offer you a price pro- } sup} 
tection for 120 or 160 days. Others may. thos 

Now on this bid that we received in 1957, all the prices were identi- N 
cal for the period of time we wanted them delivered, and the price } if % 
protection was acceptable to the division, and it was split four ways, } job 
a thousand meters each to four of the suppliers. onl 

Senator Keravver. I notice in some places they seem to be directly | nit; 
from the manufacturer, is that true? the 

Mr. Qutnn. Iti s, sir. In some cases the manufacturer does not | dra 
bid through a distributor. They sell only direct to us. hay 

Senator Kerauver. Whether they sell direct to you only or through } to: 
a, distributor, the prices are the same. ’ 

Mr. Qurnn. On this particular type of merchandise, yes, sir, or ] 
this particular product. the 

Senator Kerauver. They would get some particular commission, ] 
wouldn’t they? cal 

Mr. Quinn. Yes. 

Senator Keravver. Would it seem natural that if the manufacturer | cal 
were selling direct, he might give you some benefit by virtue of the } 40 
fact that he does not have to pay a distributor ? a2 

Mr. Quinn. All I can tell you, Senator, is that they do not make it 
available to us. 

Senator Keravuver. They do not doso? 

Mr. Quinn. They do not do so. In this particular case I have— ] to 
well, I had six bids, four from manufacturers, and two from local dis- be 
tributors bidding on two of those manufacturers’ meters. w 

Senator Kerauver. Which one was that ? 

Mr. Quinn. This is on the bids that were taken in October 1957. bi 
The Tennessee Valley Electric Supply Co. is a local distributor bid- @3 






ding on Sangamo meters, and Meter Service & Supply Co. is a local 
distributor bidding on Duncan meters. The other bids were—General 
Electric and Westinghouse Corp. who submitted their own bids direct, 
and their policy has wavered back and forth, General Electric’s has— 
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at times their local distributors, Graybar and GE Supply Co., are 
permitted to quote us on meters and transformers. Other times 
they do not. 

When I say “permitted,” that is strictly between the General Electric 
Co. and their deaetatens as to whether or not they permit them to 
F quote to us or whether or not they don’t. 

Mr. Dixon. Mr. Quinn, by GE and by Westinghouse or by Duncan, 
item 1, having their jobber offer you, and if they are going to draw 
out of the hat, they have a better chance to draw out of the hat, 
haven’t they, sir? 

Mr. Qurnn. Do you mean if one had three or four jobbers—bid his 
meters against one bidder for another meter? 

Mr. Drxon. Yes, sir; and if the prices were all identical, you would 
have to draw from the hat, and wouldn’t their percentage go up? 

Mr. Quinn. There are times when we draw the name of the manu- 
facturer first, and then draw the names of the jobber if there are three 
to one, or similar odds, against the others, rather than give one manu- 
facturer an advantage where they have multiple bidders. 

Mr. Drxon. I can understand that. But in this instance we are 
talking about here, where there are two jobbers bidding as well as the 
supplier, if you draw from the hat and didn’t eliminate the jobbers, 
those two manufacturers would have a 50-percent better chance. 

Mr. Quinn. We would not put the manufacturer’s name in the hat 
if we were going to draw for this award. We would only put his 
jobber’s name in the:hat, and in this case, since each manufacturer 
only had one jobber, it would not have given him any better opportu- 
nity. If one manufacturer had three or four jobbers quoting and all 
the rest only had one, I am of the opinion that our board would first 
draw to see which manufacturer ‘got it; and then if the manufacturer 
having multiple jobbers, was successful, it would be awarded by draw 
to see which jobber was awarded the bid. 

This particular order was split four ways. 

Mr. Drxon. I have an example here of copper wire and cable. Is 
there any difference between that and just plain wire and cable? 

Mr. Quinn. No, sir; except that it is, of course, copper wire and 
cable and not aluminum, and it can be bare or covered. 

Mr. Dixon. Let’s talk about the first one, then, sir, copper wire and 
cable under the date of September 20, 1956. You asked for a bid on 
400,000 pounds of copper wire and cable. Copper wire and cable is 
a rather expensive item, is it not? 

Mr. Quinn. It runs into some money; yes, sir. 

Mr. Drxon. What was the total of this bid, sir, in dollars? 

Mr. Quinn. The total of this award was $180,130 which, well, that 
total does not include the cost of any additional adders that would 
be added to this quoted price after you determined what size wire you 
wanted, and whether it was bare or weatherproof. 

Mr. Drxon. Let’s understand this. You received bids from 11 
bidders, and they were all identical except 1. Which one was the 
exception, sir ? 

Mr. Quinn. The exception in this case is General Electric S 
Co., who is a jobber, a local jobber, the local General Electric Sup- 


ply house in Memphis, quoting on wire manufactured by Southwire 
Co. 


upply 
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Their price, they offered, let’s put it this way, they quoted the same 
base as the other, as the other suppliers. 

Mr. Dixon. What was the base ? 

Mr. Quinn. In this particular case it was $45.35 on bare, and 
$43.78 on weatherproof. 

Mr. Dixon. They all quoted that same price ? 

Mr. Quinn. They all quoted the equivalent. Some have $46.42 on 
bare, and $44.85 on weatherproof, which includes an adder for trans- 
portation that would automatically be added to the other base prices 
as quoted, so the prices were identical. 

Mr. Dixon. Set down in Memphis they would be the same. 

Mr. Quinn. What ? 

Mr. Dixon. I mean delivered in Memphis. 

Mr. Quinn. Delivered in Memphis there is an adder to apply to the 
lower base prices quoted. 

Mr. Dixon. What was the difference ? 

Mr. Quinn. General Electric Supply Company’s bid : 

In the event of an industrywide price decrease base price shall be at the new 
base price or the price computed above, whichever is * * * from the current 
base price we shall allow a price reduction of $1.27 per hundredweight for a 
minimum order of 100,000 pounds. 

That is a reduction of $1.27 per hundredweight in the event the 
base did not decrease, only if the base remained the same, or if it 
went up before shipment was made or before releases were given. 

If the base decreased below the base price quoted, more than the 
difference of $1.27—it would be billed at the then current base price, 
so there then would be no difference in their bid. 

Mr. Dixon. It would be interesting to know whether you saved any- 
thing by accepting that bid. 

Mr. Quinn. We did save a little on it in that we, to be frank, with- 
held scheduling orders against it until such time as the market per- 
mitted us to take advantage of it. , 

Mr. Drxon. That is the best you could do to get a better price? 

Mr. Quinn. That is right. However, in this case the entire order 
was not awarded to them. This order was awarded four different 
ways, 100,000 pounds were given to four different suppliers. 

Mr. Dixon. They being one of them ? 

Mr. Quinn. They being one of them; yes, sir. 

Mr. Dixon. Now, Mr. Quinn, I have a very short example here on 
wire and cable. This is a bid which you asked for on October 4, 1956, 
on 14,325 feet. What was that, aluminum wire? 

Mr. Quinn. No, sir, that is paper and lead insulated copper wire, 
an underground conductor, used principally on underground network 
systems. 

Mr. Dixon. I note on this that you received six bids, all identical, 
in the amount of $2.489 per 1,000 feet, is that correct, sir? 

Mr. Quinn. That is correct, sir. 

Mr. Dixon. And to whom did you award that bid ? 

Mr. Quinn. This award was made to Anaconda Wire & Cable Co. 

Mr. Dixon. Was that by lot ? 

Mr. Quinn. That particular one was not by lot. It was based upon 
a delivery promise quoted, and upon recommendation of our board as 
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they saw fit to award it, all prices being equal, and Anaconda offering 
what we considered to be the best acceptable delivery. 

Mr. Drxon. All right, sir. 

Senator Kerauver. Do the rest of them, Mr. Dixon, follow this 
same general pattern ? 

Mr. Dixon. They do, sir. The only difference is they are for differ- 
ent items. 

Senator Krrauver. We have seen cooper wire; we had one on 
aluminum cable; another on electric meters. 

Mr. Dixon. Others we have here are voltage regulators, lightning 
arresters, insulators, galvanized rigid conduit. 

Senator Kerauver. Are these generally the items you get identical 
bids on, Mr. Quinn ? 

Mr. Quinn. These are the ones, for the most part, on which we get 
identical bids. 

Senator Kerauver. What else do you get identical bids on? 

Mr. QurNn. Well, we—transformers were discussed ver 
thoroughly here previously by the mayor of Hopkinsville. We ordi- 
narily get identical bidding on transformers for all intents and pur- 
poses. However, we will most always receive bids from one or two sup- 
pliers that are somewhat lower than the uniform and identical bid- 
ding received from the majority of the suppliers. 

Mr. Dixon. The only thing I missed fren this group we have been 
reviewing, although I understand these are a small number of ex- 
amples out of 100, are transformers. 

Mr. Quinn. That is right. 

Mr. Drxon. Is your experience in transformers the same as the 
others? Are the bids, generally speaking, identical ? 

Mr. Quinn. It is very similar. We consistently get, as I say, at least 
one or two bids that are somewhat lower than the average bid or the 
identical bids of most of the manufacturers. 

Senator Kerauver. Mr. Quinn, what do you and other members of 
the board think about getting identical bids after going through the 
trouble of advertising and asking for bids which will be opened in 
public, bids that are identical down to the hundredth of a penny? 
What do you think about it? 

Mr. Quinn. Senator, I could talk on that for a couple of days, pos- 
sibly. I have discussed it many times with various representatives of 
Westinghouse and General Electric and some of the other manufac- 
turers. They have their reasons, which I do not always agree with. 

It seems rather foolish, sometimes, to go through the mechanics of 
advertising, knowing with a great deal of assurance, what the bids are 
going to be when you open them, although you never really know, as 
something unusual pops up from time to time. 

But the law requires it, and I think it should be, because on a large 
majority of the materials we advertise for we do get competitive bid- 
ding, and I am sure even in the electrical industry—now when you 
come to copper wire, we buy other items of copper wire that are in- 
sulated and made to our own specifications, at least we draw specifi- 
cations for it to assure our getting the type of cable that we want. 
Bids may vary as much as 50 to 100 percent. 

Mr. Dixon. That is the purpose for asking. 
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Mr. Quinn. Naturally. I would feel awful if we happened to deal 
with the higher bidder and pay the highest price and find out later 
we could buy it at 50 percent of the price. 

The purpose of advertising and the theory behind it is fine. On 
those items where you know you are more than likely to get identical 
bidding you naturally have to advertise to comply with the law. You 
have no authority to place an order without going through the pro- 
cedure of publicly advertising to see what bids you do get, and—— 

Mr. Dixon. By this bid practice, Mr. Quinn, each bidder knows 
exactly what the other bid is that is made by his competitors, does he 
not? Youask for bids and you open them publicly. 

Mr. Quinn. They are opened publicly, and as a rule most of the 
representatives are present at the time. If not, they have access to 
the bids at a later date to take down the information. 

Mr. Drxon. It just occurs to me that if you went out and made in- 
dividual deals, nobody would know what price you got unless you told 
them, would they? 

Mr. Quinn. That is correct, sir. 

Mr. Drxon. So by this bid process everybody is kept publicly ad- 
vised of whether everyone is staying in line; isn’t that correct? 

Mr. Quinn. That is correct, sir. 

Senator Kerauver. You don’t think that you would get any differ- 
ent result by going out and negotiating with them separately, do you! 

Mr. Quinn. Since we have never been in a position to be able to do 
so, I can’t answer that question with any degree of accuracy. But if 
you want my opinion, I think I could. 

Senator Krravver. What is your opinion? 

Mr. Quinn. I think I could. 

Senator Kerauver. You think you could get-—— 

Mr. Quinn. I think it could be negotiated. If you could assure 
someone that you would give them all your business, or a large portion 
of it, I am of the opinion that they would be willing to give you some 
reduction in the price of it, but I do not know that. 

Senator Krrauver. Why don’t you try sometime? 

Mr. Quinn. I don’t have the authority to do that. 

Senator Keravver. All right. 

Mr. Peck, any questions ? 

Mr. Peck. Just a few, Mr. Chairman. 

Mr. Quinn, I notice you have been a purchasing agent and now 
director of purchases for quite a while, and your Memphis operation 
is rather sizable. 

In the course of the conduct of your work, do you follow the 
changing wholesale prices of various materials, commodities, and 
minerals such as zinc, lead, copper, and bauxite? 

Mr. Quinn. We do, the ones we are interested in, such as copper 
and aluminum. 

Mr. Peck. Do you invite bids at times when you think the market 
is such that your suppliers of fabricated or extruded copper or alumi- 
num would be able to furnish your material at a lower price? 

Mr. Quinn. Not to any great degree, because they are many other 
factors involved. 
Mr. Peck. I see. 
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Mr. Quinn. First, we are a municipality. We are not stock market 
people, and we don’t gamble, but do try to take advantage of the 
market. 

Mr. Peck. You do know, sir, when the price of aluminum is going 
up or it is going down? 

Mr. Quinn. I know when it is going up and down. I don’t know 
too much in advance. 

Mr. Peck. But you follow it in the newspapers? 

Mr. Quinn. That is right, sir. 

Mr. Peck. The Wall Street Journal, as an example, carries it 
every day. 

If the price of aluminum, to one producer of aluminum cable would 
go up, it would go up for all producers of aluminum cable, would 
it not? 

Mr. Quinn. I am of the opinion that it would. Copper would, 
I know. 

Mr. Peck. Consequently, in the instance of copper, and possibly also 
aluminum, if one manufacturer’s price for aluminum cable went up 
because of increased material costs, other manufacturers would in- 
crease their prices because of the same increased material costs, 
wouldn’t they ? 

Mr. Quinn. Well, not knowing their operations too much I would 
have to say yes. But I do not know their purchasing procedures or 
whether or not they can protect themselves for a rise in the market 
and stay out of it or not. I am not in position to answer that. 

Mr. Peck. Do you think the increase in the price of raw aluminum 
or raw copper would account for, the simultaneous increase of 
aluminum cable prices? : 

Mr. Quinn. Well, I am sure it does on copper. 

Mr. Peck. You are sure it does on copper. 

Mr. Quinn. If the market changes on copper, the price of copper 
wire products changes. 

Mr. Peck. One other point, sir. 

If you were to issue invitations for bids on January 1, to be deliv- 
ered on May 1, about when would you expect the bids might start 
coming in to you? 

Mr. Quinn. Well, now, we have set a date on which bids will be 
accepted and opened, a date and a time. Ordinarily, and we ordi- 
narily do not give much more than a week to 10 days after our adver- 
tisement is first published for bids to be accepted, ordinarily the bids 
will start being received possibly a day or two before the opening 
date and time. 

Mr. Peck. A day or two before the opening date? 

Mr. Quinn. That is right. 

Mr. Peck. That might be at least halfway between the January 1 
and May 1—— 

Mr. Quinn. No, sir; that would be, if I advertised on January 1, 
it would be approximately around January 10. 

Mr. Peck. I see. 

Mr. Quinn. There is only about a 10-day to 2-week lag from the 
time we make our wants publicly known by advertising and the time 
we take bids. 

Mr. Peck. I see. 
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Now, when you receive bids from both distributors and manufac- Se 
turers, is it not possible that the distributor may have been able to M 
take special advantage of some surplus of a commodity fromthe manu- | Sé 
facturers so that he would be able to buy at a lower price, and then | ice? 
sell the manufacturer’s product to you at the same price or at even M 
a lower price than the manufacturer’s? Vall 

Mr. Gunn. I cannot say that for a statement. From the manner Se 
in which some bids are received, over a period of years, it is evident | Pe] 
that in some of the particular types of material that if the market is | M 
weak, there is not too much business, you may get a better price. 600 | 

However, when the market is firm, they seem to adhere to the book. | ®djc 

Mr. Peck. Thank you, sir. mill 

Mr. Dixon. On that point, Mr. Quinn, some of the bidders on wire se 
cable, for instance, are pure fabricators. You know that to be a M 
fact, do you not? s 

Mr. Quinn. Yes, sir. M 

Mr. Dixon. Some of them are basic manufacturers of the ingot, s 
and the rod which is extruded into wire. M 

Mr. Quinn. That is right, sir. 5 

Mr. Dixon, Whether you get a bid from the firm that makes the N 
ingot and is integrated right on down to the manufacturer of the S 
wire, or whether you get it from the firm that buys the extrusion from N 
the basic manufacturer and then makes the wire, the prices are iden- s 
tical, aren’t they ? = 

Mr. Quinn. Yes, sir. we 

Senator Keravuver. And that is true whether they are selling N 
through a jobber or whether they are selling direct ? ‘ 

Mr. Quinn. That is correct, sir. \ 

Senator Keravuver. All right. the 

We certainly thank you very much, Mr. Quinn, for your assistance . 
and your presence here. D 

We have one other group to hear from, Mr. Tipton and his group : 
from Nashville. } 

We will stand in recess until 2 o’clock this afternoon. the 

(Whereupon, at 12:20 p.m., the subcommittee recessed, to recon- to | 
vene at 2 p.m., this same day.) = 

the 
AFTERNOON SESSION pe 

Senator Keravuver. We will come to order. ‘ 

Our witnesses this afternoon are J, H. Tipton, the assistant general ] 
manager, and H. G. Peebles, the purchasing agent, of the Nashville | an 
Electric Service operating group for the electric power board. pu 

me 

STATEMENT OF J. H. TIPTON, ASSISTANT GENERAL MANAGER, | ex 
NASHVILLE ELECTRIC SERVICE, NASHVILLE; ACCOMPANIED BY ' 
01 


H. G. PEEBLES, PURCHASING AGENT 


Senator Keravver. Mr. Tipton, how long have you been connected 
with the power board ? 

Mr. Tipton. I have been employed by the Nashville Electric Serv- 
ice for 20 years, since the Tennessee Electric Power Co. was sold to 
the Tennessee Valley Authority. 
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Senator Kerauver. You have been with it since its inception ? 
Mr. Trpron. Yes. 


oe Keravver. And this is only an electrical distribution serv- 
ice 

Mr. Tieton. Yes, it is. We purchase our power from Tennessee 
Valley Authority. 

Senator Krrauver. How large is your operation? How many 
people do you serve? 

Mr. Treron. We have about 125,000 customers. We serve about 
600 square miles—Nashville, Davidson County, and the fringes of the 


adjoining counties—and our total utility plant is in the order of $65 
million to $70 million. 


Senator Keravuver. $65 million to $70 million—— 

Mr. Tirton. Is our total asset. 

Senator Kerauver. Is your investment in your plant ? 

Mr. Trpron. Yes. 

Senator Kerauver. What is your revenue per year? 

Mr. Trpton. It is in the order of $21 million now. 

Senator Kerauver. Do you operate under a charter? 

Mr. Tipton. Yes. 

Senator Keravuver. The board is set up by act of the legislature? 

Mr. Tipron. Legislature, yes. 

Senator Keravver. Do you operate under a charter or law that re- 
quires advertising for bids and for securing bids to be publicly 
opened ? 

Mr. Trpron. As far as I know, we do not. It is not required. 

Senator Kerauver. What is your practice in this regard ? 

Mr. Tipton. It is to ask for quotations by the manufacturers and by 
the suppliers. ' 

Senator Kerauver. Sealed bids? 

Mr. Tipron. No, not sealed bids. 

Senator Kerauver. Then do you advertise, also, for purchases ? 

Mr. Tipron. No, normally we do not advertise for the purchase of 
the products. There is one situation where if we had some buildings 
to be demolished, or say small substation buildings to be built which 
would, of course mean local people would be there and would involve 
the matter of performance bonds and also the matter of insurance, 
we would advertise for that. 

Other than that, the policy of the board has not been to advertise. 

Senator Kerauver. Who approved your purchases, the board ? 

Mr. Tirron. Our arrangement is this: that by charter provisions 
and by the bylaws, that the management has the authority to approve 
purchases up to $5,000. From $5,000 to $10,000, inclusive, the chair- 
man of the | has the authority to approve, and all purchases in 
excess of $10,000 must have board approval. 

Senator Kerauver. Mr. Peebles, you are the purchasing agent 
for the Nashville Electric Service? 

Mr. Peesues. Yes, sir. 

Senator Keravver. How long have you been purchasing agent? 

Mr. Peesies. Almost 17 years, I believe it is, Senator. 

Senator Kerauver. And as purchasing agent, how much do you 
buy in the average year? What does it amount to? 
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Mr. Prrsies. Something in excess of $4 million—maybe $4.5 mil- 
lion, $4.75 million. 

Senator Kerauver. Mr. Dixon tells me you have been very co- 
operative in furnishing information and preparing data for the study 
that we are interested in, so you proceed, Mr. Dixon. 

Mr. Peesies. Thank you, sir. 

Mr. Dixon. Mr. Chairman, we requested the Nashville Electric 
Service to make a study for us, and they submitted this study with a 
covering letter of explanation. 

I would suggest that the covering letter and the material be made 
a part of the record at this point. 

Senator Kerauver. Without objection, it will be made a part of 
the record. 

(The documents referred to may be found on p. 7685.) 

Mr. Drxon. We asked them to cover a 3-year period from July 1, 
1956, through June 30, 1959. In their cover letter to us they said 
they had issued during this period of time approximately 42,000 pur- 
chase orders involving 107,000 items in the amount of approximately 
$14.5 million. 

So that compilation they have given us would not be too bulky, 
they restricted it to purchases in excess of $10,000. 

The compilation is divided into four groups. In the fourth group, 
there is no material supporting it other than the statement in the 
letter, as I understand it, which was put in just to show an amount. 

There are groups A, B, C, and D. 

Group A represents quotations where the prices quoted were all the 
same, and they were on items to be in accordance with your own specifi- 
cations. 

Group B were quotations of prices where the quoted prices were all 
the same for more or less standard items, where you don’t furnish 
specifications. 

Group C, as I understand it, represents quotations where prices 
quoted were not always the same for the same item, or where only 
one quotation was received, or where the quoted delivery dates or pric- 
ing policies were not always the same. 

In the covering letter it is set out that the amounts in the compila- 
tion total by groups, A, number of purchases, 18; the number of items, 
20; amount, $563,318. Group B, 9 purchase orders of 24 items in- 
volved, in the amount of $186,679.94. Group C includes 90 purchase 
orders, involving 380 items, in the amount of $4,093,205.23. Group D, 
which does not have any supporting material, but is included merely 
to show the amount, 42 purchase orders, including 175 items, in the 
amount of $1,059,808.12. 

All four groups total $5,903,011.29. 

Mr. Chairman, in order to not be repetitive, I suggest that I call the 
witnesses’ attention to group A. I ask you if you would direct your 
attention, Mr. Peebles, to group A, sheet 1, which is a summary of quo- 
tations dated September 10, 1956, 8,000 feet 3/C paper insulated lead 
covered cable, where you asked for or received price quotations—you 
did not ask for bids—from eight companies. Seven of the companies 
quoted a price in the identical amount of $17,216. It is obvious that 
all of the delivery dates are not identical. 

Mr. Presues, That is right. 
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Mr. Dixon. But for your purposes, consistent with what we have 
been hearing before, the prices that you were quoted were identical ; 
were they not, sir? 

Mr. Peesies. Yes. 

Mr. Dixon. And so far as the price that was quoted to you is con- 
cerned, you had no choice. Your only choice lay perhaps in better 
delivery time. 

Just passing on at random, I will call your attention to one more— 
on page A-3, under date of May 10, 1957, where you received a quota- 
tion on network transformers and protectors. You asked for different 
quantities and different type transformers and protectors, and you 
received bids or quotations from three suppliers—Westinghouse, Gen- 
eral Electric, and Allis-Chalmers Gankaiaan Co. In each in- 
stance the prices there are also identical. 

Mr. Peesues. Yes, sir. 

Mr. Dixon. The total amount for this particular quotation by each 
one of the three suppliers was $55,090, 

Mr. Persies. That is right. 

Mr. Dixon. And again the prices quoted to you were identical, 
and if you had any choice at all, it lay in terms of the delivery time; 
is that correct, sir? 

Mr. Peesies. Yes. 

Mr. Dixon. Those are representative of the others, generally, are 
they not, Mr. Peebles? 

Mr. Peestes. That is right, in this A and B group. 

Senator Kerauver. Always identical bids on all transformers ? 

Mr. Peesies. Always? 

Senator Kerauver. Yes. 

Mr. Peesies. No, sir. I believe we can find over in the C group 
some of these same transformers, or transformers in the same category 
where there would be a difference in price. 

Senator Kerauver. These seem to be transformers, and they all seem 
to be the same identical price. 

Mr. Peesies. All of these were; yes, sir. I am sorry; I just mis- 
understood you. 

Mr. Dixon. In other words, Mr. Chairman, he divided his purchases 
into three groups. The first two groups were identical. 

Mr. Peesies. That is right. 

Mr. Dixon. And then he does have a group C where all the bids 
were not always identical. 

Mr. Peesies. Yes, sir. 

Mr. Tieton. Where the quoted prices were not identical. 

Mr. Dixon. In the C group, for instance—— 

Senator Kerauver. You have not explained the B group here yet. 

Mr. Dixon. Let’s go to the B group. 

Mr. Peestes. All right, sir. 

Mr. Dixon. In the B group, these represent quotations, do they not, 
Mr. Peebles, where the prices quoted were more or less for standard 
items, and you did not ask for quotations on specifications ? 

Mr. Peeses. That is right. 

Mr. Dixon. But prices were the same ? 

Mr. Prrsies. Yes, sir. 
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Mr. Dixon. As an example of that, I call your attention to group B, 
sheet 1. This was a quotation, I believe, on June 5, 1957, where you 
had asked for a quotation on 988 Delta Star Co. substation fittings. 

Mr. Peesies. Yes. 

Mr. Dixon. What is that, sir? 

Mr. Persies. That is the fittings that are used in building the sub- 
stations, to connect the bar together, to make bends, turns, and then 
to hold the bar onto insulators, just a group of substation fittings 
that if you need them out here 

Mr. Drxon. Is this in the nature of what is called pole hardware? 

Mr. Peestrs. No. 

Mr. Tipton. It would be merely substation hardware, although we 
don’t usually use that term. It is where you splice your bars to- 
gether, or your tubing together and splice it, and there would be tap- 
offs and places for what we call jumpers, you know, to go off and get 
to other electrical equipment. 

It is definitely a substation fitting. 

Mr. Dixon. You asked for, or you sought quotations, we will say, 
from 12 companies. You received quotations from 10. 

Mr. Peesies. I am sure you are right. 

Mr. Dixon. So far as the price is concerned, the identical price of 
by $11,917.24 was quoted to you. 

Mr. Peesces. Yes. 

Mr. Dixon. There was one variation, as I see, on delivery time, 4 
or 5 weeks for Tennessee Valley Electric Supply Co. Two of the com- 
panies didn’t quote that. 

Mr. Persies. Mr. Dixon, they were all quoting on the same com- 
— fittings here. All of these supplies here, all of those except 

elta Star represent suppliers, and for this particular job that we 
were going to use these on, we wanted the Delta Star fittings. 

Mr. Dixon. Do you mean that Tennessee Valley, Anderson’s, Braid, 
General Electric Supply, Graybar, Harris, Mid-Tennessee, Moore- 
Handley, and Tafel Electric were all bidding for General Electric 
equipment ? 

Mr. Peesies. Delta Star; yes, sir. 

Mr. Drxon. In other words, you wanted Delta Star ? 

Mr. Peestes. That is right. 

Mr. Dixon. And therefore the same price was bid to you? 

Mr. Peesies. That is right. 

Mr. Tirron. That is one of the few instances, you will find. 

Mr. Dixon. I didn’t mean to use one like that. [Laughter.] 

Mr. Peesies. We included them all. ; 

Mr. Tipron. It had to fall in our classification of all prices being 
the same. 

Mr. Dixon. I thought that because I saw so many different names 
here, that it was representative. 

Mr. Tipton. That is the only stranger in the yard. 

_ Mr. Dixon. Of course, it is understandable if everybody was sell- 
ing you the same item, it would be the same price, unless one of the 
jobbers wanted to cut his figures. 

Mr. Prestes. That is right. 

Mr. Dixon. I will ask you to look at B-3, dated April 11, 1958. 
Your summary shows that you asked bids on three 1,667-kilovolt- 
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ampere 13,200-2400-phase power transformers. You secured quota- 
tions from Allis-Chalmers, General Electric, and Westinghouse. 

Mr. Peesues. Yes, sir. 

Mr. Dixon. Are they the only three that manufacture that item, 
isn’t that correct ? 

Mr. Peesies. No, sir; no, sir. 

Mr. Dixon. There are others that make that type of transformer ? 

Mr. Persies. Yes. 

Mr. Dixon. The three that you received quotations from bid iden- 
tically a total price of $25,764, did they not ? 

Mr. Persues. Yes, sir. 

Mr. Dixon. The only difference, I see here, is the delivery date. 

Mr. Peesues. Yes. . 

Mr. Drxon. So far as price is concerned, the price quoted was 
identical. 

Mr. Peeses. Yes, sir, the prices are identical. 

Mr. Dixon. There are other examples similar to that in here. I 
won't trouble to read them. 

Then, the only difference between group A and group B, as I under- 
stand it, is that you were seeking in your group A quotations material 
which met specifications that you set out. 

Mr. Persues. Yes. :, 

Mr. Dixon. In group B, you were seeking quotations on what you 
might term as catalog or just. standard equipment. 

Mr. Presses. That is right. 

Senator Keravuver. Does that mean that group A does not contain 
catalog equipment that you were purchasing ? tt includes items that 
you asked for according to your specifications ? 

Mr. Peesies. Yes, sir. We havea specification on it, Senator. 

Senator Kerauver. Which is made to suit your particular desire? 

Mr. Presies. Yes, sir. 

Senator Kerauver. How are their prices exactly the same on items 
of that kind? 

Mr. Perestes. I don’t know. 

Senator Kreravver. Can you figure any way that they could be 
the same unless there was either some conversation between them or 
some leadership on the part of one with the other finding out about 
it? 

Mr. Peesies. You asked, do I figure any way ? 

Senator Kerauver. Yes. 

Mr. Presies. I don’t see that I could figure any way how they 
come up with the same price. I just don’t know. 

Senator Kerauver. As I understand it, these group A items are 
not. catalog items. They are items that you ordered specially accord- 
ing to your specifications, is that correct ? 

Mr. Tipton. Senator, they would not necessarily have to be non- 
catalog items. Of course, we have the general specifications of the 
American Society, of course, and they will have certain requirements 
with reference to losses and things of that character. So they could 
pertate, of that nature; not offering that as a reason for the prices 
wing the same. I don’t know. But it could be similar to, in other 
words, you can take transformers and after all, the theory of the thing 
is the same, of course, and you might want some slight oil gage in a 
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different. place, or you might want, say, minor things, so there may be 
some reason for that. But it wouldn’t necessarily have to be non- 
standard items. 

Senator Kerauver. Here are network transformers and protectors, 
A-4, which seems to be a pretty large item—— 

Mr. Tipton. Yes. 

Senator Kerauver. For $89,062, which General Electric, Westing- 
house, and Allis-Chalmers furnished you. 

Was this according to your specifications ? 

Mr. Tipton. In group A they were, but whether or not they differed 
greatly from standard transformers that they would supply, I don’t 
know. 

Senator Kreravuver. But they would differ some? 

Mr. Tipron. Senator, I don’t know. I wouldn’t say necessarily, but 
I would say that we would recite that we wanted those features. 
Whether they were exactly the same, I don’t know. But it is an item 
of which a lot are sold. 

For example, almost every system in the United States which has an 
underground system will have a network system, and these are very 
popular sizes. But sometimes there is a matter of dimensions in- 
volved, they will have to go through a certain size opening, and 
things of that character. 

Senator Kerauver. Here is one, oil circuit breakers, A-7, where the 
same three companies each bid $180,510. 

Mr. Tipron. Yes, sir. 

Senator Krrauver. These are on your specifications ? 

Mr. Treron. We would have specifications with reference to inter- 
rupting capacity, and it could be standard or it could—that is, one 
could supply it standard or supply special. I don’t know about that. 

Senator Krerauver. You gentlemen have had a great deal of expe- 
rience on that. These are not in catalogs, and on an item this size of 
$180,510, how can they be exactly the same price? Their plant effi- 
ciency is not the same. We all know that. Their cost of manu- 
facturing is not the same. Their profits are not the same. The 
distance from Nashville is not the same. How do you think they 
arrive at this price? 

Mr. Tipron. We don’t know, Senator. We don’t know. 


Senator Kerauver. You have been in this business a long time, both 
of you. 

Mr. Tipton. Yes, sir. 

Mr. Dixon. One thing that is confronting you is this, though, if I 
understand it correctly, you must buy this type of material; isn’t that 
true? 

Mr. Trrron. If we need it on our system, yes. 

Mr. Dixon. In other words, when you seek quotations and they 
are identical, it is either take it or leave it; is that correct? 

Mr. Tipton. There might be one or two other manufacturers who 
produce circuit breakers but with whom we have not had experience, 
or who may be relatively new in the business, and you could get a 
lower cost breaker if you thought that overall economy would dictate 
it. But an oil circuit breaker is normally a very important piece of 
equipment, and therefore you always will stick by your standards. 

But we are always seeking other companies who manufacture simi- 
lar products so that we can keep up to date and when we, in our 
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opinion, find manufacturing facilities and test facilities are adequate, 
why then, we would ask them. 

Mr. Drxon. Let’s make this specific : 

On what is set out here on A--7, this apparenetly is what you 
wanted. 

Mr. Tipton. Yes, sir, that is true, yes. : 

Mr. Dixon. And you either had to pay this price or you didn’t 
get what you wanted. 

Mr. Tipton. That would be true, yes. I didn’t mean to create any 
other impression. I only meant to show that we are seeking all the 
time for other suppliers. 

Mr. Dixon. I want this cleared up, Mr. Peebles: In your A classi- 
fication, for instance, on sheet A-2, A-2.1, several of the items have a 
red line through them. 

Mr. Peesies. Yes, sir. 

Mr. Dixon. Will you explain what that indicates ? 

Mr. Peesies. The items that have the red line through do not have 
identical prices. 

Now, that first item up there does have a red line through it, and 
it has the identical price of $30,000, but if you will notice in the de- 
scription, that is a 2,000-ampere breaker, that they have quoted 
against the other quotations of 1,200 amperes. 

Mr. Dixon. Am I correct in understanding that in your group C 
this item here will reappear ? 

Mr. Peestes. That is right. 

Mr. Dixon. In other words, because you drew this red line through 
here, you wanted to be consistent in group A that what was left was 
identically quoted ? 

Mr. Persies. That is correct. 

Mr. Dixon. That was the purpose ? 

Mr. Peesies. Sure. 

Mr. Dixon. I am going to turn to group C where you state that 
there are quotations where the prices were not all the same for the 
same item, or were received for the same item and where the quoted 
delivery dates and pricing policies were not always the same. 

Mr. Peestes. That is correct. 

Mr. Dixon. In this group on sheet C—1, C-1.1, and C-1.2, you were 
seeking quotations, as I understand it, on 202,500 pounds of bare 
ACSR. What does that mean ? 

Mr. Peresies. That is aluminum conductor with a steel core. I can 
see where you would not understand that ACSR. 

Mr. Dixon. You received several quotations as set out here. 

Mr. Peresies. Yes, sir. 

Mr. Dixon. You received quotations from 21, you sought quotations 
from 25 

Mr. Peesies. Yes, sir. 

Mr. Drxon (continuing). And you received quotations from all ex- 
cept four of them. 

Mr. Peestes. That is correct. 

Mr. Dixon. Of those 21, you received identical bids, in the amount 
of $72,635, from 14, isn’t that correct, sir? 

Mr. Prestes. Yes, sir, if I counted right, it is. 
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Mr. Dixon. The Rome Cable Co. did not choose to quote, it appears, 
onthe total order. They only quoted on 190,000 pounds. 

The Hermitage Electric Co. only quoted on 100,000 pounds. 

We don’t have any comparison of that, but you received a price 
quotation from Mid-Valley Sales & Service Co. in the amount of 
$71,112.69; the Moore Handley Co. of $71,113.75; Tennessee Valley 
Electric Supply Co., $71,216.25; Braid Electric Co., $71,640.50; Her- 
mitage Electric Supply Corp. in the amount of $72,382.80. 

Mr. Peesies. Yes, sir. 

Mr. Dixon. Am I correct in understanding that each one of those 
quotations came from a source that was not a basic manufacturer of 
this material ? 

Mr. Peesies. That iscorrect. They are all—— 

Mr. Dixon. Jobbers? 

Mr. Peestes. Local jobbers. 

Mr. Dixon. In other words, would you assume from that that what 
they have done is decide to give up a little of whatever their jobbing 
profit might be? 

Mr. Peestes. It could be. 

Senator Kerauver. Then from the basic manufacturers, all the 
prices were the same. 


Mr. Drxon. I think the Senator has reference to, for instance, 
Reynolds—— 


Mr. Prrsies. That is correct. Alcoa, Anaconda, yes, sir, that is 
true. 

Mr. Dixon. Does Line Material make this? 

Mr. Peesies. No, sir. 

Mr. Dixon. Kaiser makes it? 

Mr. Peesies. Yes, sir, Kaiser makes it. 

Mr. Dixon. Southwire Co. makes it ? 

Mr. Peesies. Yes, sir, they are fabricators. 

Mr. Dixon. In other words, tlte only difference we note here are 
the differences in those that choose not to quote on the total amount, 
or those jobbers who apparently decided to shave some of their jobbing 
orofit. 

' Mr. Peestes. It could be right. : 
Mr. Dixon. That occurs many times through this group C, does it 
not ? 

Mr. Peestes. I would say it would occur, yes. I don’t know, I 
haven't examined it to see, but it does occur. 

Mr. Drxon. Let’s pick at random another one: C-16 and C-16.1, 
April 5, 1957. You sought quotations on 150,000 feet of aluminum 
triplex service drop cable. 

Mr. Persues, Yes, sir. 

Mr. Dixon. You received quotations from 21. Out of those quota- 
tions you received identical price bids in the amount of $20,650 
from 17. 

Mr. Peesues. Yes, sir. 

Mr. Dixon. And it would appear again that the different quotations 
here came from those that were acting as jobbers, is that correct, sir? 

Mr. Prrsies. Yes; all the lower prices were quoted by jobbers; 
yes, sir. 

Mr. Dixon. That is right. 
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Senator Kerauver. What is the jobber’s commission, do you know? 

Mr. Peesrxs. Senator, I don’t know. 

Senator Keravver. Five percent ? 

Mr. Dixon. It must be more than that here. 

Senator Keravuver. Ten percent ? 

Mr. Peestes. I just wouldn’t want to guess on it, Senator. 

Mr. Dixon. Whether you received a quotation from a jobber, or 
from a basic manufacturer, the purchasing department had the au- 
thority to select, if you had identical quotations, more than one 
source, or select from a source that perhaps gave you more favorable 
delivery time. And if you made such a selection from a quotation 
as represented on pages C-16 and C-16.1, being over $10,000, would 
you report that to the Board ? 

Mr. Tipton. All purchases in excess of $10,000 are approved by the 
Board at its regular Board meeting, and prior to the Board meetin 
a summary such as you see here is sent to each Board member, an 
at the Board meeting we make our recommendations as to the selec- 
tion, based on, of course, price, delivery, and other features which often 
have to do with selection on engineering and operating judgment. 

We discuss all of these before we make our recommendations, and 
then it is seldom that the Board doesn’t ask us why we recommended 
this instead of that or the other. So it is reviewed, all of our pur- 
chases, in that manner. 

Mr. Dixon. We heard Mr. Quinn make the statement that in in- 
stances where he received identical price quotations from both basic 
manufacturers and jobbers, very often he would give the order to 
the local jobber simply because he was a local jobber. 

Do you, in Nashville, follow that ? 

Mr. Trirron. The policy of our Board is, all things being equal, to 
always purchase from our local jobbers, for the reason that they 
are citizens of Nashville, they employ people, they are taxpayers, 
and so we always do that when things are the same. 

Mr. Drxon. I assume you have the same objective in seeking quota- 
tions as the other municipalities and TVA, in that supply being ade- 
quate, delivery time being within what you desired, the bidder who 
would give you a lower price would be the one that you would buy 
from ? 

Mr. Trpron. Exactly. 

Mr. Dixon. And when you are faced with identical prices, you must 
then make selections on other bases ? 

Mr. Tipron. Yes. 

Mr. Dixon. You are always faced with the situation that if the 
prices are identical, and having no other sources to turn to, you take 
it or leave it ? 

Mr. Tirpron. Yes; if what you wanted was only made by the ones 
who were giving quotations, yes, you would do that. 

Mr. Drxon. That is all I have, Mr. Chairman. 

This is a fine compilation. It is a very thorough job. We appre- 
ciate your effort. 

Senator Keravuver. Mr. Peck, do you have any questions? 

Mr. Peck. Just one, rather briefly, Mr. Chairman. 

Mr. Tipton, let us return to group A wherein are mentioned several 
products which may or may not be standardized, and which you say 
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robably are used by other people although they are not in the cata- 
on that you may have. These products meet your own specifications. 
Do your specifications establish performance requirements such as 
the ability to do a certain job, to carry so much current, to do this, to 
do that; or, on the contrary, do yor specifications require certain 
shapes, sizes, and types of products 

Do you understand what I mean ? 

Mr. Tipron. Yes; our specifications generally would have the ca- 
pacity, would have the voltage, and would have the regulation speci- 
fied. It would have the losses within our definite limits, and seldom 
would you specify size. 

Mr. Prcx. Would you agree, then, sir, that your specifications are 
performance specifications ? 

Mr. Tipton. Yes; I would say so, to the extent that I have indicated. 

Mr. Peck. Yes, 

Mr. Tipron. Of the things that you would normally specify. 

Mr. Peck. Then we are in agreement that the specifications which 
you mention are performance specifications. 

Do por electric utilities have those same performance require- 
ments 

Mr. Tieton. I would think they would have the same. They may 
have—for example, you have seen large substations that may have 
been built several years ago where the headroom was not very great 
and where, if you were to buy a standard transformer today—you 
know they change the sizes of those right along—it would be so high 
you couldn’t get it in, so in that case you might—— 

Mr. Peck. Would there be tolerance one way or another? 

Mr. Tipron. Yes. But that would be an exception rather than the 
rule. 

Mr. Peck. I think that is all. 

Thank you very much, Mr. Chairman. 

Senator Kreravuver. Do you gentlemen feel that the price of this 
electzicnl equipment has been going up pretty substantially in recent 
years? 

Mr. Treron. It certainly has been going up. 

Mr. Peestes. It has been going up; yes, sir. 

Mr. Tirron. Some items more than others we know. 

Senator Kerauver. What are the items that have been going up 
most ? 

Mr. Tirron. What would you say, oil circuit breakers? 

Mr. Peestes. I would say oil circuit breakers; yes, sir. 

Mr. Tipton. Yes, sir. 

Senator Keravver. Do you talk with these companies about the 
fact that they always submit the same bids? 

Mr. Tipron. Yes, we have done that. 

Senator Kerauver. What response did you get? 

Mr. Tieton. Well, the response we have gotten, they quite often 
talk, of course, they are either quoted catalog prices or very similar 
to it, and feel that their pricing policy is fair, and that is the extent 
to which we have—— 

Senator Kerauver. Do they feel that you ought to get some special 
benefit by buying larger quantities? 
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Mr. Tipron. I don’t know that that particular phase was asked, 
because normally when we buy large equipment, I would say of any 
magnitude, we don’t buy a lot of items. 

For example, we might buy one 25,000 kilovolt transformer a year, 
or 30,000, or may two in 1 year, or maybe one in the next. Some of 
the larger items like that you wouldn’t buy in quantity items. 

Of course, we have bought as many as six network transformers at 
a time. 

Senator Krrauver. Did you ever try getting any foreign bids? 

Mr. Tirron. No, we have not tried any foreign bids. Our average 
purchase, if you will notice from the summary you have there, is 
pretty small, and you also would have the matter that we use, for 
example, on transformers, maybe 2,500 a year, and we have stocking 
problems, of course, on transformers, and the amount of possible 
saving on the small purchases we make would probably not justify, 
and we certainly couldn’t buy ahead for delivery a year or a year and 
a half, because we would have to have them before that. 

On a normal distribution operation for distribution transformers 
and things of that character, you would normally expect to have the 
things from 6 to 8 weeks. 

Senator Keravver. I notice some of these plants are located near 
Nashville, some at great distances from Nashville, but the prices seem 
to be the same. 

Mr. Treron. The same. 

Senator Kerauver. Do you feel that you should get the benefit of 
the fact that the plant is located near your operation ? 

Mr. Tipton. Well, we just don’t know. None of us have ever been 
in the manufacturing end, and what the total overall scheme of prices 
should be or shouldn't be, | don’t know. 

Senator Keravuver. All right. 

Any other questions of these gentlemen ? 

Mr. Dixon. That is all I have, Mr. Chairman. 

Senator Keravuver. Mr. Tipton and Mr. Peebles, we thank you very 
much. 

Mr. Tieron. We thank you for the opportunity. 

Senator Krerauver. We thank you for your cooperation in coming. 

Mr. Trrron. Thank you, sir. 

Mr. Peesies. Thank you, sir. 

Senator Keravuver. In concluding this series of hearings on identi- 
cal bids received from various suppliers by the Tennessee Valley Au- 
thority and representatives of the utility boards or departments of sev- 
eral of our cities, I wish to express my appreciation for the thorough- 
ness with which this material was compiled and presented to the sub- 
committee, and for the cooperation of all of the witnesses. 

These hearings have been a part of our continuing investigation of 
administered prices. We have found that in certain industries the 
price of all companies arrives at the same figure, and they are able to 
sustain the price at that figure, usually a high one, even though the 
demand for the material or the product may decrease, and even though 
the plant facilities are operating only partially. 

It would appear from the information which we have received 
that the very purpose of inviting the submission of secret bids on most 
electrical equipment has been and is being defeated by the systematic 
practice of identical bidding. 
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As I commented during the course of the hearings, should identical 
bids be arrived at by agreement or understanding, such practice would 
likely be held to be in violation of the Sherman Antitrust Act. How- 
ever, identical bids, whether arrived at by agreement or by the prac- 
tice of following a leader, is just as detrimental to our free, competi- 
tive enterprise system by virtue of the fact that the result is the same. 

Since 1890 when the Sherman Antitrust Act was passed, we have 
depended upon our antitrust laws to guarantee to the public the fruits 
of a competitive economy. Increased concentration in many of our 
basic industries, such as the electrical equipment industry, gives every 
appearance of the administration of prices far removed from the ordi- 
nary laws of supply and demand, and from practices which are in the 
public interest. In our experience, administered prices reflected by 
identical bids are high prices which deny to the purchaser the benefit 
of real price competition. 

The reason, in the Sherman Antitrust law, why it is unlawful for 
several companies to get together and fix their prices, which is called 
a conspiracy, is that it is felt in the free enterprise system of operat- 
ing under the law of supply and demand that the more efficient fellow 
who needed the business most might reduce his price, that the 
person nearer the place where the product would be used might effect 
some savings, that some consideration might be given to the quantity 
of material purchased. The American system is based upon each fel- 
low acting independently in trying to arrive at prices on at least sub- 
stantial items, some of which we have talked about here. 

We are now engaged in a life and death struggle with the Commu- 
nist system. We can ill afford at this time in our national existence 
to tolerate any undue restraints in our free, competitive enterprise 
system. The greatest degree of statesmanship is called for on the 
part of our leaders of industry and labor. We must supplement our 
antitrust laws in order that abuses and restraints can be eliminated 
where found necessary. I want fo say that we have gotten one or two 
antitrust laws passed in this last Congress. We have several bills 
pending which I think will be of importance in helping strengthen 
our antitrust system. 

It has been recommended that because of administration of prices, 
identical bidding, and because of inflation, that we institute controls 
of prices and wages. To me that is abhorent unless we are in a state 
of war. We don’t like the idea of controls during peacetime. But 
if we can’t find some way of giving the public the benefit of real price 
competition and thwarting the inflation that we are involved in, I am 
sure there will be an increasing demand for some kind of controls in 
the next Congress. 

It has also been suggested that companies give notice of price in- 
creases in advance of making them. I don’t particularly like that 
idea, either, if we can avoid it. But these and other proposals will 
be considered more seriously if the present situation is not abated. 

I am sure that these hearings, as well as others held by the Antitrust 
and Monopoly Subcommittee, will be useful to the Congress in deter- 
mining what changes, if any, should be made in our basic antitrust 
laws. We are a nation that is not afraid of the truth. By bringing 
these facts to light, we should enable business to better understand 
the problem and make the public itself aware of the problem. 
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I want to stress, as was brought out by Mr. Finley of the Chatta- 
nooga Power Board, that maybe the turning the spotlight of public 
opinion more clearly on this problem may do some good. I think 
business and labor and Government, all of us, are subject to the in- 
fluence of public opinion. 

I am happy to note in the paper this afternoon, for instance, that a 
Chattanooga boiler concern is the low bidder, on one of the largest 
boilers that ever has been proposed for one of the new steam plants 
of TVA, at a bid of $13,896,000. That is the Combustion Engineering 
Co. of Chattanooga. The fabricators, Babcock & Wilcox Co. of New 
York, bid $14,215,000. Apparently, public opinion has had some 
effect. 

I am glad to see that TVA has now received two bids for trans- 
formers that were not identical. That seems to be news that was 
printed in the papers. One article said : 

In the past, transformers have been among a number of commodities bought by 
TVA on which matching bids have been regularly submitted. The identical 
bidders have included Westinghouse Electric Co., Pennsylvania Transformer 
Division, McGraw-Edison Co. One contract announced today went to Westing- 


house for $85,400 worth of transformers to be made in Pennsylvania; the other, 


Pennsylvania Transformer, for $86,000 worth of transformers to be made in 
Pennsylvania, also. 


So certainly I am encouraged to see they have at least in this case 
dropped their identity of bids in the case of transformers. 

In my opinion, administered prices, prices not responding to the 
law of supply and demand, have had considerable to do with the 
inflation that we have in the country today. 

Inflation is a thing that every man, woman, and child in America 
is presently aware of. Inflation gnaws at the vitals of any nation. 

We have heard much recently that our inflation stems from deficit 
spending on the part of the Government. No doubt, deficit spending 
has contributed to this problem and should not be engaged in except 
in cases of dire necessity and emergenc 

I am satisfied that the record ack 


oses that most of our inflation 


since 1953 has come directly from administered prices as fed by the 

yage-price spiral. Each year labor, looking at the increasing cost 
of living index, has demanded higher wages. Usually wage increases 
have been granted and used as the excuse for higher prices which not 
only reflected increased labor costs, but have always been set consider- 
ably higher in order to return greater | ores rhis in turn caused 


the cost of living index again to rise, an 
to repeat itself. 

The answer to this dilemma must be found. I am satisfied it can 
be found, without having to resort to wage and price controls. But 
that it must be found is apparent to everyone. 

Free men working together in a free economy can outproduce and 
outcompete any communistic system we know. 

It is the intention of the vakcuieliten to obtain the bid experience 
of the Department of Defense and the General Services Administra- 
tion. After these hearings are held, the subcommittee shall then 
invite the submission of statements and explanations from the various 
bidders and, I am quite sure, invite to appear before it certain of the 
bidders for examination, bidders who have been referred to here and 
who will be referred to. They will all be given an opportunity of 


the merry-go-round process 
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testifying and of explaining how they have arrived at these prices, 
and how they can, in the public interest, justify them. 

I want to thank many witnesses here for their cooperation with us, 
and for the courtesies that have been extended to the committee. 

Mr. Dixon, do you have any comments before we adjourn ? 

Mr. Dixon. I have nothing to state. 

Senator Kerauver. Mr. Peck? 

Mr. Pecx. No, thank you, Mr. Chairman. I think we have a full 
record, and we can take it back to Washington and study it. 

Senator Kerauver. This record will, of course, be made available 
to all the members of the committee, and to all the Members of the 
Senate for their consideration. 

We will stand in recess, subject to the call of the Chair. 


(Whereupon, at 3:05 p.m., the subcommittee adjourned, subject to 
the call of the Chair.) 
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Office Memorandum * UNITED STATES GOVERNMENT 


DATE: August 3, 1956 
Walter W. Cox, Purchasing Agent, 320 Lupton 


Henry F. Corden, General Office Engineer, Chattanooga 


REQUISITION 2-7880 - SUSPENSION INSULATORS - POWER STORES, 
WILSON DAM, ALABAMA 


We have reviewed and are returning attached the eight bids 
received on the subject reouisition,. 


The award for this business may be made to any one of the eight 
bidders with the exception of bidder 6, Porcelain Products, Inec., 
who makes the following exceptions to our specifications: 


1. 26.010, paragraph Cle (Thermal test). Bidder proposes 
to carry the test through the 10th cycle instead of 
through 20th as specified. 


2. 26.010, paragraph Cif (Time load test). Bidder pro- 
poses not to make this test. _ 


Therefore, we are rejecting the bid submitted by bidder 6, 


The total dollar value of each of the other seven bids is 
$12,936 and the shipping promise made by each is considered 
satisfactory. 


GMT: IMC 
Attachments 


‘ 
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TENNESSEE VALLEY AUTHORITY 
Dete July 11, 1956 en Contract ne.__57P 2-7880 


Chatta Tennessee 
Acct, No, O56—)1-2) , Mb Contract Date_ August 


Budget No. Stores 0 INVITA’ AND ACCEPTANCE tL 
Project =) 

INVITATION BID 

A quotation de requested on the iteme listed, subject to the 

conditions rec, office watil 


ond will 

be opened and read in public. Bids not physically received by the time etated 

will be returned unopened to the bidder. 

TENNESSEE VALLEY auTMORITY By Walter W, Cox 
fic ARTICLES OR SERVICES 


Furnishing, selling, and delivering Suspension 

Insulators in accordance with TVA Standard 

Specification No. 26.010, dated December 27, 

1954, and all the terms and conditions included 5) 


single ownership 
in this Invitation to Bid, That his employment practices (do___) (do not_X_) discriminate against any 
or applicant for employment beceuse of race, creed, calor or sattonal 


i 


Attachments which form part of the Contract: 


Schedule of Prices 

Special Conditions ~ 

General Conditions (forms 9660 and 5052) 
Certified Test Report Form (Appendix A) 
Walsh-Healey Act 

TVA Standard Specification No. 26.010, dated 
December 27, 1954 (on file with supplier) 


i 


i 


#8 


Bolt 3 
Corden 
Cowser 
PAO 
HGeorge 
™ 


PAB 
Hicks weet or Box Number 


Miss Shea LISBON, OHTO Harrison 4-' 1231 
Teasley 2 , City and State @ 


sy#/_N. K. Bowling, V.P. & Factory Sales Mgr. 
Signature and title of person authorised to sign bid 


ACCEPTANCE 0 tO - TENNESSEE VALLEY AUTHORITY, 
Accepted as to eme aumbered Ship by ‘ Sheffield, Alabama 
on GBL TV-516458, attached. 
Mark; Contract 57P2-7880 
ror Power Stores, Wilson Dam 
aun, W. C. Holt 
Meil Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY, 
Power Accounting Office, Chattanooga, Tennessee 
6 5 —) J 
TENNESSEE VALLEY AUTHORITY APPROVED: mmicks, 6/7/56 
Total $ 12 936 Qo By 9 ‘| certify that the above bill ie correct oad just aad that pa: bas mot bees reseed 
Bi Pee. ‘Tithe. — 


TVA USE ONLY 
1 certify that the articles or 


ices listed above have been 
eceived in quantity and quality Pereon receiving material 
opecisied except as noted. 
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Wileson-Dam, -Alabama, -i£-by-pareeh-post-or-moter- 
Sheffield, Alabama, if by rail freight or railway 


10" Suspension Insulater Unite, 5-3/h" Spacing 
furnished in accordance with TVA Standard Speci- 
fication No. 26.010, dated December 27, 195k, 


If prices quoted are tone 
boundary of the sone in which each destination is 


TVA 5081 (4AT+P-88) 
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IAL CONDITIONS 


1 - Delivery is required August 27, 1956. Bids offering a later delivery will be 
considered in relation to the probable added cost to TVA. 


eiariale Bagvpeer The Head Materials Engineer, Tennessee Valley Authority, Knoxville, 
Fepresent TVA in the inspection of shop vork and vitnessing of shop teste. 
All communications relative thereto, and copies of reports of tests and analyses, mate- 
rial or equipment orders, and stock material lists required by the specifications should 
be directed to hin. 


petniagl Revigent: Ses avn ix Sau Faisiiionns’ cf she ncaieal’ rommtreatste ef eae 
repreéent’ TVA in the fulfillment of the technical requirements of this 
contract. Communications relative to all technical matters other than shop inspection 
ee ‘Shop drewings and semples, vhen required, are sent 
to his Spr Caaterehe 


trop Inspection i ihe Gk ooutrent tia be emiage to taepeution 00 pe0- 
specificet ee ‘ 


tha Woatracter shall at bis ova expense defend any suit instituted by any party 


im gny such suit said apparatus or 
constitute infringement and such use is enjoined 


apparatus or pert; provided, however, that subject to TVA's approval 
at his sole expense replace said apparatus or part with noninfringing epperatus or pert, 
or modify it so that it becomes noninfringing. 


ALO es Bee The Contractor shall furnish copies of shipping bills or memoranda 
‘or shipment giving the description; number of pieces; total weight; and, if shipped 
by railroad freight, the car initials and number to: 

i| 


W. C. Holt, 
,Tennessee Valley Authority, 
Wileon Dem, Alabama. 


TVA Inspector at your Plant. 
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TVA 6052 (MAT-1-55) Baqex No. 57P2-7880 
WALSH-HEALEY ACT. Any contract made, or entered into by TVA for give consideration to that factor in making an award. TVA also as 
fio manatoneuze Fluralahin Le ey ties, articles or equipment & condition of award to other than such a manufacturer, lucer, or 
‘en san jars 000. . 
of Public Act 846, 74th Congress. 4 6. 4 — to the terms one. gy the manufacturer, producer, or a regular dealer be 
ADJOURNMENT. TVA reserves ri open! AWA\ INFORMATION AVAILABLE TO BIDDER. Any bidder may, ten 
. en vet wor St th sated toe of 6 ina Misael iskemation ‘seisies to swesks, to, malian sat the 
ACCEPTANCE AND REJECTION. TVA reserves the right to reject any ee Tete. Lapa Buudine seis Georgia Aveace 
or all bids, to waive any informality in bids and, unless otherwise specified Chattancoga, Tennesess: 
Skecnson ‘of Grist Toe bal, tote potceeee owner” wrmwe to Me GUARANTY, The Contractor warrants that all materials, 
a . wi ° 
SUPPORTING PATA, day samara ater ring, soegaoe arg ye i OE 
. i contract; are rom ta! 
hae Gan eal he hee ABE Seererting ore. figtions and and workmanship; that are suitable and adequate for the purposes 
20) dave, after date of notion of award contract, the gontractr “shall tor wie Sev wpe Sonigens a x: Ly it gay. ET 
submitted with hie bid? Pa a conditions for s period of one year after acceptance. The Contractor shall 
at his a a any or work proving defective duri: 
ASSIGNMENT. This contract or any interest therein or in any monies due such period. the contract for e ce of the ‘article 
or to become due thereunder shal! not be ass! c ated or other- or work furnished, it is not to be by TVA until it hes 
‘wise disposed of without the ious consent in writing of the Contracting Risced such acceptance testi, provided. however it in no event shall the 
Officer. The on request with TVA soples all tractor be liable hereunder for any defect or deficiency which is not 
— te of all commitments with tr . and TVA fl Geronered within clebisen (18) enlendar monshe after of the article 
ve to @ any thereof within 15) dase after reselpt by TVA. The Contractor warrants the equipment, 
such information. or work yy are free from all claims, demands 
PAIL =O BID, 38 sa » and and he will defend the thereto. 
URE . Ite ve bidder . which meet 
may remove his nate frees (es estive mailing Iie ny nile @ Bd, TVA Any material of equipment or thereot fail to meet the 
antees or other requirements of the contract mop. e rejected; 
COMPARISON OF BIDS. In comparing the bids and in making awards however, that if correction the defects can made th minor 
TVA may consider such factors as tive quality, and adaptability alterations or replacement of minor parts, god, Pe Contractor proceeds 
supplies or services, bidder's financial reaponel lity, skill, experience, immediately to complete such alterations or furnish such Pn as are 
record of integrity in ling, ability to furnish repairs and maintenanee 2 meet the guarantees or other requirements of contract, 
service, the time of delivery or performance offered, and any other element then rejection of the materials or equipment shall not be made for that 
or factor in addition to th ‘of the bid price which affect the final Treason, but this shall not be construed as an of time for per- 
cost to TVA, and whether bidder has complied with specifications. formance of the contract or as a waiver of any for damages result- 
ing from delay in pertermense ot Seem, cay epee conte. TVA shall give 
Ordinarily TVA considers it to its advantage to contract directly with a Contractor prompt notice of any breach this warranty. Operation or 
manufacturer when buying manufactured materials or equipment and with use oy TVA of article or work or = thereof shall nat constitute 
& producer or regular dealer when buying other materials, and TVA will a waiver of any of TVA's rights under contract, 





TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 

















1 
* SCHEDULE 
oR 


2 
ESTIMATED 
SHIPPING 


s 
No. oF Days 
AFTER AWARD 








Erie FR. ®. Co. 





Continue on back of page 


6. No. of days after award to 
submit drawings for approval* 





*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
for each item. 
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26.010 (EP-133) 
12-27-54 
APPENDIX A ke. 2-7880 
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26,010 (EP-133) 
12-27-54 


APPENDIX A (contimed) 


ORC, ER as ae 








GALV. ING TEST tion C leh 
Wo. of Dips before failure Cap Pin 











“TEST (Section C 


il 
Check units which pass test crt 


The above teste were made under my supervision in strict accordance with the latest 
American Standard Insulator Tests C29.1 and NEMA Publication No. 110. 





Signed 


Oe on me 


' 
‘ 


Revisions since 12-1<-50 issue are marked by asterisks. 
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TVA 1847A (MAT-3-56) 


WALSH-HEALEY ACT 


The following representations and stipulations pursuant to Public Act No. 846, 7th Congress, are made a part of this 
contract: 


(A) The Contractor is the manufacturer of or a regular dealer in the materials, supplies, articles or equipment to be 
manufactured or used in the performance of the contract. 


(B) All persons employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or 
equipment used in the verformance of the contract will be paid, without subsequent deduction or rebate on any account, not 
l than the minimum vages as détermined by the Secretary of Labor to be the prevailing minimum wages for persons employed 
on similar work or in the particular or similar industries, or groups of industries currently operating in the locality in 
which the materials, supplies, articles, or equigment are to be manufactured or furnished under the contract; PROVIDED, HOW- 
EVER, That this stipulation with respect to minimum wages shall apply only to purchases or contracts relating to such indus- 
tries as have been the subject matter of a determination by the Secretary of Labor. 





(C) No person employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or equip- 
ment used in the performance of the contract shall be permitted to work in excess of 8 hours in any one day or in excess of “0 
hours in any one week, unlese such person is paid euch applicable overtime rate as has been set by the Secretary of Labor: 
PROVIDED, HOWEVER, That the provisions of this stipulation shall not apply to any employer who shall have entered into an 
agreement with his employees pursuant to the provisions of paragraphs 1 or 2 of subsection (B) of section 7 of an act entitled 
“The Fair Labor Standards Act of 1936"; provided further that in the case of such an employer, during the life of the agree- 
ment referred to, the applicable overtime rate set by the Secretary of Labor shall be paid for hours in excess of 12 in any | 
day or in excess of 56 in any 1 week and if such overtime is not paid, the employer shall be required to compensate his 


employees during that week at the applicable overtime rate set by the Secretary of Labor for hours in excess of 8 in any 1 day 
or in excess of 40 in any 1 week. 


(D) Wo male person under 16 years of age and no female person under 18 years of age and no convict labor will be employed 
by the Contractor in the manufacture or production or furnishing of any of the materials, supplies, articles or equipment 
included in the contract. 


(E) No part of the contract will be performed nor will any of the asterials, supplies, articles or equipment to be manu- 
factured or furnished under said contract be manufactured or fabricated in any plants, factories, buildings, or surroundings 
or under working conditions which are unsanitary or hazardous or dangerous to the health and safety of employees engaged in the 
performance of the contract. Compliance with the safety, sanitary, and factory inspection laws of the State in which the work 
or part thereof is to be performed shall be prima facie evidence of compliance with this subsection. 


















(F) Any breach on violation of any of the foregoing representations and stipulations shall render the party responsible 
therefor liable to the United States of America for liquidated damages, in addition to damages for any other breach of the 
contract, in the eum of $10 per day for each male person under 16 years of age or each female person under 16 years of age, 
or each convict laborer knowingly employed in the performance of the contract, and a sum equal to the amount of any deductions, 
rebates, refunds, or underpayment of wages due to any employee engaged in the performance f the contract; and, in addition 
the Agency of the United States entering into the contract shall have the right to cancel same and to make open market purchases 
or enter into oth contracts for the completion of the original contract, charging any additional cost to the original Con- 
tractor. Any sur of money due to the United States of America by reason of any violati f the representations and 
stipulations of the contract as set forth herein may be withheld from any amounts due or t or may be recovered in a 
suit brought in the name of the United States by the Attorney General the All sum recovered as deductions, 
rebates, refunds, or underpayments of wages shall be held in @ special deposit account and paid, on order of the 
Secretary of Labor, directly to the employees who have been paid less than minimum rates of us set forth in such contracts 
and on whose account such sums were withheld or recovered: PROVIDED, That no claime by employees for such payments shall be 
entertained unless made within 1 year from the date of actual notice to the Contractor of the withholding or recovery of such 


gums by the United States of America. 


(G) The Contractor shall post a copy of the stipulations in a prominent and readily accessible place at the site of the 
contract work and shall keep such employment records as are required in the regulations under the act available for inspection 
by authorized representatives of the Secretary of Labor. 


(H) The Contractor is not a person who is ineligible to be awarded Government contracts by virtue of sanctions imposed 
pursuant to the provisions of Section 3 of the Act. 


(1) Mo part of the contract shall be performed and none of the materials, articles, supplies or equipment manufactured 
or furnished under the contract shall be manufactured or furnished by any person found by the Secretary of Labor to be 
ineligible to be awarded Government contracts pursuant to Section 3 of the Act. 


(J) The foregoing stipulations shall be deemed inoperative if this contract is for a definite amount not in excess of 
$10,000. 


The stipulations above enumerated are not applicable in the following instances: 


(A) Where the contracting officer is authorized by statute or otherwise to purchase in the open market without advertising 
for proposals; 


(B) Where the contract relates to perishables, including dairy, livestock and oursery products; ("perishables" cover 
products subject to decay or spoilage and not products canned, salted, smoked, or othervise preserved) ; 


(C) Where the contract relates to agricultural or farm products processed for first sale by the original producers; 


(D) Where the contract is by the Secretary of Agriculture for the purchase of agricultural commodities or the products 
thereof; 


(E) Where the contract is with a common carrier for carriage of freight or personnel by vessel, airplane, bus, truck, 
express, or railway line, where published tariff rates are in effect; 


(F) Where the contract is for the furnishing of service by radio, telephone, telegraph, or cable companies, subject to 
the Federal Commnicaticns Act of 19}. 





ADMINISTERED PRICES 


9 * 
pes July 12, 1956 i, 
acct. No, 056-1)-2) 
Budget No Se 
Project Power Stores-Wilson Dem 
INVITATION 


A quotation 
comiuions 


te requested on the Reme listed, subject to the 
ree, office use 
__ ond will 
be opened and read in public. Bide aut physically received by the time stated 
will be returned emepened to the bidder. 


TENNESSEE VALLEY AUTHORITY 
—fic 


sy Walter W. Cox 
ARTICLES OR SERVICES 


Furnishing, selling, and delivering Suspension 
Insulators in accordance with TVA Standard 
Specification Wo. 26,010, dated December 27, 
1954, and all the terms and conditions included 
in thie Invitation to Bid, 


Attachments which form part of the Contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 
Certified Test Report Form (Appendix 4) 
Walsh-Healey Act 

TVA Standard Specification No. 26.010, dated 
December 27, 1954 (on file with supplier) 


ACCEPTANCE 


Accepted 20 te Rome mumbered 


TENNESSEE VALLEY AUTHORITY 


Tosi $ 
atract 
TVA USE ONLY 
| certily that the articles or 
1 


Faceived im quamtity and quality Parcom receiving material 
npeciad encopt a0 meted 


ira 9090 Oa’ , ] 


Kppreved aa vopesiod shove (| crc 


TENNESSEE VALLEY AUTHORITY ag 
PAVIGION OF MATERIALS 


2-7880. 


No 


Chattanooga, Tennessee 
INVITATION, BID, AND ACCEPTANCE 


Contract Date —_ 


BID 


pare July 16,199 

Im compl ance with the iswitarion for bide. amd cubject we all the comtitions thereo! th 

Gaye (30 cay 

unless otherwise stated) from the date of the cpening, © furnish any or 1 of the way 

wwpoe Which prices are quoted, a1 the price xt opposite ench itom 

for payments as followe: 10 calender deys BOBS ps: cow 
Ueleee other vias 


wedorsigned offer sad ‘grees if thie bid bs ncompend wikis 


Discounts will 
® calendar AOTL® percent; 38 calendar deys, NOT 

qualified by the bidder os this form: (1) @igconate will be deducted trom the gross cos: 
tract price and (2) time ia conmectioa with Giscomate offered wil) be computed from den 
of delivery of the eupplics at destination, or trom dam of receipt of correct bil) prop: 
erly certified, whichever dete is lamer. 


employers af the bidder ned ut Ulimaae M4 (500) 01 
). Cattiien” oat eae deviations 01 


Complete caly when the aggregate amoumt of bid ¢ §)0, 000 ox mare 
‘That be tos momdacmrer of the Articles, equipment, material ar supplit 
qed upon berets 
‘That be 0 regular dealer ta, and maintains 4 omck for cale the gesert 
public of | opipmest master iel* or suppl ine of the qemerel charscter f te 
or those wpos whict be bids berate 


ee Se er a iat es nee fe $25, 08 
ot more, or (>) the aggregate amount of bid on 6 nagotiansd purchase \¢ more GH 
$1, 000, 


THE PORCELAIN INSULATOR CORPORATION = 


Bidder 


Sivent or Box NumbsrSSOSC—~—“—NSS—CCTT 
mar 


"1 VO =f GH BE oH, Osborne ,Viee-Prei 


oe and tithe af pel sathorined to sigan bid 
Consign to - TENNESSEE VALLEY AUTHORITY, 


Merk: Contract 
For 
Atte 
Mail invoice is DUPLICATE te TENNESAER VALLEY AUTHORITY, 


Tiveices muct chow contract eumber, discount or iarms of payment applicalis, Mom umber 
Garerigaion of artialoor service, quantity, ani price. Latn! sanomat ; nod Ube op iniael teveice mal! 
bbe camtifind as lellews 


| COntidy that the nove bill is correct sad just amd thet payment thereon Bae eat boon received 





ADMINISTERED PRICES 


F.0.B. 
Wiléon Dam, Alabama, 4f by parcel post or motor f% 
Bheffield, Alabama, if by rail freight or railway jex; 


10" Suspension Insulator Units, 5~3/l" Spacing 
furnished in accordance with TVA Standard _ 
fication No. 26,010, dated December 27, 195l, 
except insulators shall be packed in wooden 


crates: prnco 1068 


+ Ave prices quoted tone or national 
are sone prices, no adjustment will be 
nation is changed from that originally specified 
ferent sone from that firet named. 
the purposes of this Gleuse. If shipment is on 4 


PEN PORCBLAIN INSULATOR CORPORATION 


Schedule of Priass TVA 5081 GUAT 38) 










ADMINISTERED PRICES 





= gv) ™EEenagom loINaL’y 


Chattanooga, Tennessee 
















Aca Me he ume Contract Date — 
Budge we Storage INVITATION, BID, AND ACCEPTANCE 
Proje 
INVITATION BID par. 7/16/56 
A quetethon be requested om the teme listed, subject to the 
conditions ’ od edifice aml le compliaace with the tevitatioe for bide sad cujest wm ai) the an therecl thd 
eed will undersigned offers amd agrees tf this bid by nacapemd within aye (80 days 
be opened and read im public. Bids net physically recetved by the time stated unicee otherwise sused) trom tho dn of the apasing w Mareseh amy of <1) of Che tem 
will be returned unopened to the bidder. upon whieh prices are qemed, a the price set oppostae each inom 0 
Discounts will be allowed for payments as fnilown 10 calendar Guys pene 
TENNESSEE VALLEY autmoarry sy, Walter W. Cox 90 calendar days, () percent: 90 calendar dopo. net, percent. Unless herve 
fie ARTICLES O8 SEAVICSS Sais pres-cas Gh eats eemenainven Goenuas eBaved wa toeanpeast bon ef 
of dalivery of the supplies at Geetination. or from um of receipt of correct bill prop- 
Furnishing, selling, and delivering Suspension ext corcified, whichever use te later 
Insulators in accordance with TVA Standard Tee va 


if 


Specification Wo, 26,010, dated December 27 the aggregace wumber of empleyeor of the bidder und ies aifliene Wo (10 
19S, and all the terms iat conditions included moreX_) (less than $00__). (“Affilinte” means all corporations, divisican, « 







cheer bustacso unite jolet wih bidder enter 4 cingle guncsehip .) 
in this Invitation to Bid, That bie employment prectices (do ___) (fe mot_* ) disertminate agninet ag 
employes ox appl 


icant fox employment bewnes ef rece. creed, ocler or national 
Attachments which form part of the Contract: 
aad 










Complete caly wpe the aggragase of id 10 $40, 000 of more: 

Schedule of Prices Dian a las. Se 
Special Conditions ‘That be is___6 regular desler im, and avilutnine © such for enle t the guard 
General Conditions (forms 9660 and 5052) Se, creme Bem Sega Gees dusmam 6s 
Certified Test Report Porm (Appendix 4) 

Walsh-Healey Act ‘ Grctmpety iene) Sorenennd nee ee eS 
TVA Standard Specification No. 26.010, dated nae et ee cen cert, 
December 27, 1954 (on file with supplier) The bidder (or Contractor) represents: (0) that he (ine) (ane mot___) am 


LAPP INSULATOR CO., INC. Insulator Div. 
Sete cescecepeeanatenmatentte 
























vest or mber —~Ta fey 
yRoy, New york 385 
77 7 en ee 
yA ee, 4~— John F. Innes,SM_ 
Signature and title of person authorised to sige bid 
ACCEPTANCE Consign to - TENNESSEE VALLEY AUTHORITY, 


Accepted os to teme aumbered 


Mark Contract 
for 

Alta 
Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY, 










Toveloce canes chow compo) anatbes, Ginccum) ov tasmse Gf payenest aggitechic, hom cami=r. 
TENWESSEE VALLEY AUTMORITY | S*rtietions! artielecr service, quantity, mam prise, tout omoumt, and the oriuingl tregigs ms 








Total 8 By | comity that the oleve bill te correct nad fast cud thet payment theraiey bas set bees +o sted 
ee ae acai a Comtract Gilicer | Peres Per 











TvA USEOMLY Sr ee 77 
I cortify that the articles or 






services listed above have been emacs Talis asesmeeietiemeeae J 

received im quantity and quality Puree receiving material Track _____ Common Ca | 

[epecilied ancogt a0 cated dee] TVA [Rai Fetjaou Exp are ! 
14 9080 O4aT- Approved as tepevted above { en 

ewan ouresn ) _ Aroveredervermetetere HII CC IC IC 








ADMINISTERED PRICES 


Wilson Dam, Alabama, if by parcel post of motor fy 
Sheffield, Alabama, if by rail freight or railway 


10" Suspension Insulator Units, 5-3/l" Spacing 
furnished in accordance with TVA Standard ici- 
fication Mo. 26.010, dated December 27, 1951, 
except insulators shall be paeked in wooden 
crates, Lapp Nos 6200 


Name of Manufacturer 


Point of Mamfactare Ro 
ree 


NOTS reference to hational price in the following| revised ¢lax 
+ Are prices quoted Bone or national prices? 
fone prices, no aAjuétment will bé fad 5 
nation 16 changed from that originally specified 
ferent sone from that first named. ‘TVA considers|e 
the purposes of this elause. If shipment is on ¢ 
charges and taz to actual deetination will be dedi ped fren |tavot 
is affirmative the General Condition CHANGRS Im PR : 
this purchase. SOTS: 


Continental U.sSeA. 


Prices firm for 90 days from receipt a 
after any yeee cha Ps If a lower p’ 
shipment billing will be at such lower price. 


LAPP INSULATOR 00., INC., LE ROY,NeY. 


eee nana INANE tenet 


Bahodule of Priege TVA be8i (MAT9-55) 





ADMINISTE 


RED PRICES 


TENNESSEE VALLEY AUTHORITY 


ow. July 11,1996 ey “ 


~ 
acer, mo, O56~) 92) 
Budget Ne 
Project 
INVITATION 
A quotation IN DUPLICATE ‘s requested om the items listed, subject to the 


conditions BL DUPEALE retpyed office ami) 
—_— mew “0am. eet” —.. 6d will 


be opened andrecd ia public. Bide aot physically received we the tiae ntated 
will be returned anopened to the bidder 


TENNESSEE VALLEY auTMORITY 8, Walter W. Cox 
fic 


ARTICLES OR SERVICES 


Furnishing, selling, and delivering Suspension 
Insulators in accordance with TVA Standard 
Specification Wo. 26,010, dated December 27, 
1954, and all the terms and conditions included 
in this Invitation to Bid, 


Attachments which form part of the Contract: 


Schedule of Prices 
Special Conditions 
General Conditions (forms 9660 and 5052) 


Certified Test Report Form (Appendix 4) 
Walsh-Healey Act 


TVA Standard Specification No. 26,010, dated 
December 27, 1954 (on file with supplier) 


ACCEPTANCE 


Accegmed os to tome sumberad 


TENNESSEE VALLEY AUTHORITY 
Tots) & 


= ae 


~ Comvecting Olllcer 

EEE 

TVA USE ONLY 

| certify that the articles or 

. listed above have been 
ad im quantity 1nd quality 


tod — a0 noted 
% 


Dereon receiving material Teach 
Vander! 1VA 
ia iti 


[t™. "$030 ar. 4-36) 


ppeeved oa vapacted above 


Oivieton OF MATERIALS ) 


Chattanooge, 


U’.-- 


Tennessee 
Contract Date 


INVITATION, BID, AND ACCEPTANCE 


pare JULY 20,19! 


all the comditions herea! 
———. S78 (0 ¢ 


withio 
, to farnioh any oF All of the in 


qualified by the hidder on this form: Gytartiad che talastiin es ares 

tract price amd (2) time m canmection with discuss offered will be computed from « 

Gf Galtvery of the eupplias at destination, or from date of receipt of correct bil) pr 
whichewor date is leter 


TS ier eake 
aggregate sumber of empicyeer «/ the bidder and its afflliater ls (S00 


on ) (lees than SOO __). ("Afftinne” means all corporations, divisions 
other business units joint with bidder usder » wmeT ent 


_.* “amuinctrer of the articles, cqipmast, meterial oc oayl 
eoondeaes tia 


That be to_X 0 regular dealer in, and maintains 4 swck for sale w the gues: 
public of exticlée, equipment, materials or cuppiies af the general character af 1 
or those upon which be bide herein 


Complete only when (a) the aggregate smount ef hid im response to advertising is $25.0 
or mors, or (b) the aggregate amoumt of bié as 4 negotiated purchase le more 


"The bidder (or Contractor) represents: (A) that be (has) (ane nor jo 
any company or pareve /other than 4 full-time bows fide 0 


Consign to- TENNESSEE VACLEY AUTHORITY, 


Mark, Contract 
For 
Attn 
‘Mail levoice is DUPLICATE to TENNESSEE VALLEY AUTHORITY, 





Ereiccs musi shew contract emmber, dinconst or terme of Pavmset Applistble, dom oomber 
Gereripiton of articis er sermics, quantity, ant price, total amanat, sad the griging! invoice mur 
Wh certified an fetlown 


| CaWRAy thet the above bil) in Correct aad juat aad that pryment thereter Wis wat beve received 


aah : 
Common Carrier Comb Discount. -er | 


eee fee Exp [Mer rq Air nes PilCarriar's Charges Ta 
\ | [ ] I If | Total Coe | 





ADMINISTERED PRICES 


10" Suspension Insulator Units, 5-3/L," Spacing 
furnished in aceordance with TVA Standard -_ 
fication Mo. 26,010, dated December 27, 1954, 
except insulators shall be packed in wooden 
crates. PINCO 1060 


Name of Manufacturer 


208 PRICES 
quoted are tone prices, no adjustment will be 


Ration is changed from that originally specified 
ferent song from that first named. 
the purposes of this clause. 


this purchase. NOTE! 
boundary of the sone in which each destination is 


JOSLYN MPG, AND SUPPLY CO, 


35621 O—60—pt. 13——10 


TVA 0051 (MAT+H88) 





ADMINISTERED PRICES 


pete July 11,1956 8 » 
Acct, Me he PD sss tits ss = 


Proje Power Stores-iileon Dam 


INVITATION 


A qestation Le reqerated os the Meme ieted, sulject te the 
onde ome vr of offices uml 

—— and will 
be opened and rend in peblic. Bide met physically received by the tiene etated 
will be returned unopened to the bidder. 


TEMNESSEE VALLEY AUTHORITY 
fic 


ay Walter W. Cox 
ARTICLES OR SEAVICES 


Furnishing, selling, and delivering Suspension 
Insulators in accordance with TVA Standard 
Specification Mo. 26.010, dated December 27, 
1954, and all the terms and conditions included 
in thie Invitation to Bid. 


Attachments which form part of the Contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 
Certified Test Report Form (Appendix 4) 
Waleh-Healey Act 

TVA Standard Specification Be. 26.010, dated 
December 27, 195 (on file with supplier) 


-ACCEPTANCI 


Accepted ae to tame mumbersd ___ 


TENNESSEE VALLEY AUTHORITY 


Total @ es 


[ee ’ 0 or 
TYA USE ONLY O M 
I cortuly that the articles or 
services listed above have bec $$ _—_____— 
received im quamity and quality Porces recotwing material 
apecified enrept a0 ested 


|Fva soso gant os) Approved co 


TENNESSEE VALLEY 
OIVINION OF MATEMALS 


Cece ao 


AUTHOSITY 
__2-7880 


Controet Date ___ 


Me 


Chattanooga, Tennessee 
Budge to. Storage INVITATION, BID, AND ACCEPTANCE 


a s Terme - 30 days net. 

Tee eaaregn. sumber of employem of the bidder and tap effBiame (500 
late then S00__). (“Affinte” means all @visiar, « 
amity jot with biter under 


nel at 
et il 


regular dealer in, and maimening 0 ctock for anle to the gery 
materialc or “uppline of the general choreces: 7 tum 
ee bids herein. 


i 
Hi 


£ 
i 


amount of bid te reepenas w otvertining +e 
of td A eagmtinged gureheAe 4 more tun 


)Qae an _Z bem: 
e time boar Od om- 


OF GP anayets sy! title of pe noe suthorised to 6: 


to- TENMESSEE VALLEY AUTHORITY, 


Mark: Contract 
For 
Ata 
Mail Invoice in DUPLICATE to TENNESSER VALLEY AUTHORITY, 


Tevelecs maat thew contract aamber, duscens or termes of guyem! agpliaaiie, Now samber 
an 


Gncerigiten af arvicioer service queanity, ne price Acme nd Oe a aaa) ares 
ee sorted a0 follew= 


| cemuty thea the shove bill + correst and just nnd thet Prymant therater Wns eet bawn reetived 
Pere 


Por, I alin 


G. B. i [Carrier's Charges: Paid § 
No 


Collect $ 


Fe Purchase Coot 
Common Carrier 





ADMINISTERED PRICES 


Wilson Dam, Alabama, if by parcel post or motor freight 
Sheffield, Alabama, if by rail freight or railway jexpresé 


10" Suspension Ingulator Unite, 5-3/l" Spacing 
furnished in accordance with TVA Standard Speci- 
fication Mo. 26.010, dated December 27, 195: ’ 
except insulators shall be packed in wooden 
crates, 


Name of Manufacturer 


the purposes of this clause. 
charges ané tax to actual destination will be ded 
is affirmative the General Condition CHANGES IB 
this purchase. MOTB: If prices quoted are tone 
Doundary of the sone in which each destination is 


TVA 0861 AAT P88) 









ADMINISTERED PRICES 
































« TENNESSEE VALLEY AUTHORITY 
vee Judy 1, 1956 ae ee ter 2-7880 
Chattanooga, Tennessee 
Acct Me _056-11-2). “ Contract Date 


Budget No. Storeg INVITATION, BID, AND ACCEPTANCE 
Project Power Storea-Wilaon Dem 


INVITATION BID Inly 16 1954 
A quotation IN DUPLICATE ts requested on the Meme listed, subject to the 
conditionn ° wil) recejyed office uml Se eee ee rte eee elas ae aaeoe a 
contuices “ft cas Eat, duly 26,1086, ona ous undersigned offers, aad agrese Uf thie bid be socepeed within 
be epomed ond read im public. Bide mot physically received by thetime stated unlese otherwiee stated) from the date of the opening, © tarnish any or al of che 
+ will be returned enepened to the bidder. upoa which prices are quowd, at the price set opposite cach tom 
pe 


TENNESSEE VALLEY AUTMORITY By Walter W. Cox 30 calendar Gays, 
fic ARTICLES OR SERVICES 





Furnishing, selling, and delivering Suspension 


Insulators in accordance with TVA Standard ‘The bicyer etaree ais 
Specification Wo. 26,010, dated December 27, Ee ee nee ee cemnetenen 
195i, and all the terms and conditions included ee eg ee Stage emma) : . 


in this Invitation to Bid, a = 


Attachments which form part of the Contract: 






Schedule of Prices ‘ 
Special Conditions ‘That be ie___6 regular dealer in, and maininine « stock for sale to the genarel 
General Conditions (forms 9660 and 5052) Pos dean Cunt " a e 
Certified Test Report Form (Appendix A) 
Waleh-Healey Act 

TVA Standard Specification No. 26.010, dated 
December 27, 195 (on file with supplier) 


il 
tt 
i 
| 
| 


si 

Hert 

Hi 
| s 
ir 
gE 
i 
i 


—Porcelain Products, Ine, 


Bidder 


nT ee 


Signature ond title of g¢reohAuthor ted to sign bid 


ACCEPTANCE onsign to - TENNESSEE VALLEY AUTHORITY, 
Accepted 00 te Moms sumbered 


Mark Contract 
For 
Attn 
Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY, 










Teveises ernst thew contract samber, discount or Infant of payment agglicnte, Kem sumber 
. eeinina! taveise 
TENNESSEE VALLEY AUTMORITY eens exmversereen qeamthy, ene price, tote! emment, and the ~~ 














Total § on 1 Contiy that the shove bill is correct amd fact and th4t payment thoreder Ras mat been recetrad 
Ke miracting Olllicer | Peyee tial itn Tale — 
u— °° ; Bate Material Received|G B L.|Carrier's Charges: Paid Collect $ 


| cortify that the articles or Ne 
services listed above have Beem —————————— -___________ a aoe 
received in quantity and quality Pereen receiving material Truck Common Ce 
Opeciiied oncopt se noted lender] TVA Raniree {neu Exp [eae Fe 

—___________i- | " — Ir 
TVA 3080 O4AT-4-36) Approved ne regurted ahove a . 














Fetst Ese > | 


ge eS as 


PRESTS? ES 


ADMINISTERED PRICES 


10" Suspension Insulator Units, 5-3/l" Spacing 
furnished in accordance with TVA Standard Speci- 
fication Mo. 26.010, dated December 27, 195k, 
except insulators shall be packed in woden 
crates. 


Name of Manufacturer 


Point of Mamfacture p 
6 


PRICES. Are prices quoted sone or national pricés?_ Jig 0 
quo are tone prices, no adjustment will be of price|or fre 
nation is changed from that originally specified 


the purposes of thie clause. If shipment is on 
charges and tax to actual destination will be dedacted from|invoic 
ie affirmative the General Condition CHANOES IN aT RAT C 
this purchase. NOTE: If prices quoted are tone 
boundary of the sone in whieh each destination is 


Price firm for shipment within 90 déys from Mete o 
shipments made more than 90 days but not|exceedi 
or order, invoice prices will not exceed| prices 
more than 10%, 


In event of price Saye, you wil] be invoiced «a 
at time of shipment. 


In event of price increase, your order will 
a date immediately preceding the date of [price i 


Schedule of Prices TVA 6061 GAT POS) 





ADMINISTERED PRICES 


beet, te. 0560.93. 


Chattancoga, Tennessee 


Budge: ho, Mtoreg INVITATION, BID, AND ACCEPTANCE 
; —Powar StoresciMfileon Dem 


Project 
INVITATION 


As reqs sted on the Heme listed subject ts the 
* 7 ettiee enti 


A Quethos 
conditions 

and will 
ee opened end read ia tas eS oo 


. a 
ill be teturned te the Reber, 


TEMMESSES VALLEY AUTHORITY 


Walter W, Cox 


fic ARTICLES O8 SRAVICES 


Furnishing, selling, and 
Insulators in accordanse 


Specification Mo. 26.010, dated December 27, 
1954, and all the terms and conditions included 
in thie Invitation to Bd, 


Attachments which form part of the Contract: 


Gchedule of Prices 
Special Conditions F 
conaves somtbatees (forme wee and gore) 
Walsh-Healey Act 
TVA Standard fieation Be, 26,010, _ 
December 27, 1954 (on file with supplier 


ACCEPTANG 
Accepted cs to tame eambered 


Pet Go teiccees OF 


{ eaptify thas the articles of 
tePvices listed teeve have been 
Péebived ia Quantity tad quality 
Specified encog: 86 auted. 


dali 
with TVA 


it! 


| 


l 
i 


fr 


gas ; 


ste 

E 

i 
Hh 
Hie 


O77 
OT SZ 
kek AAMT toa 
' re and title of son eet one 
Consign to- Tanwmeses VALLEY AUTMOAITY, 


Mark: Contsoat 
For 
Atta. 
je im DUPLICATE tT bee VALLEY AUT Hos 


mes nt ates '. eres ad perma oon ee 
TENWROSES VALLEY AUTMDAITY | Sor wem% “mustecs Sorviee, qnaniny, ane price, wns cameah: end Go guiateal mented 
| eovedty thet the steve Bill A correct sad just ond Ut GR pment wher ator wns ait Base yo that 


—— oan Popes Per Tike ————* 
SoUaeritEssmee bt eararstuge, hut cant 
a reece 


Se eee 





$e08h [tel | 


ak ne 
SUGRGE8 Es 


ADMINISTERED PRICES 


10" Suspension Insulator er al Ww Reoctng 
furnished in accordance with TV. ne 
fication Mo. 26,010, dated iceter 27 ne 195 
except insulators shail LS cked in wooden 
crates, Ins Dept. of 

ened Blectric Company 
Name of Manufacturer 

jouth Ch I romwe lJ 
Point of Mamfactare timore od 

city 


PR . 
q are tone prices, no adjustment will be 
nation is changed from that originally specified 


the purposes of this clause. If shipment is on G 
charges and tax to actual destination will be 


TVA B08! (MAT+9989) 





ADMINISTERED PRICES 


ve tr ess _(9%, 


Badger he. 
Praject 


INVITATION 

emma oe 6 Py ee che Baws noted. babgoet i Lee 
5 ates BR 8 war 
SB EI ARE ecu 
Minted lated a pole - * me he tee aco at 
@U! WS remrned anepened te the bedher 


Termmeess VALL2y avtmoarty 8, Walter W, Cox 
ARTICLES O8 SERVICES 


' Bpesification Mo, 26.010, dated December £7, 
1954, and all the terms and conditions included 
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Warmers Pome nn ot 


Office Memorandum + vnrtap states Goveasuant 


pata: April 17, 1997 
Walter W. Cox, 320 Lupton Building 


R. M. Milton, 545 Power Building 


REQUISITION 2-20625 - INSULATORS 
FOR REYNOLDS PRIMARY SUBSTATION 


We are returning all bids submitted on the above requisition. 
The following are our recamuendations: 


Item 1 + 


Avard to either Porcelain Insulator Corp., Joslyn Mfg. & Supply Co., 
R. J. Thomas & Bon, or Ohio Brass Co., each of woom quotes $1,509.20 
for acceptable material meeting specifications and delivery dite. 


, f ual bids by Lapp Insulator Co., General Electric Co., and 

ain Praducts, Inc. are rejected because of unsatisfactory 
e.ivery dates. 

, ge , 

let Ithm 2 + 
Award *o Onio Brass Co. wie quotes $503.68 for acceptable 
material meeting specifications and delivery date. 


A bid submitted by the General Eiectric Company is rejected 
becmse of price and unsatisfactory delivery date. 


Equal bids by all others' are rejected because of unsatisfectory 
delivery dates. 


Fu bul f[— 


R. M. Milton 


FHM: ma 

Attachments 

cc: H. 0. Murphy, 202 Tittle 
H.F. Corden, ol14 Power 
W. W. Woodruff, 501 Power 
545 Power 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
DIVIGION OF MATERIALS 

Cha 

INVITATION, 


INVITATION 
A qetation IN DUPLICATE te rer:seted on the items Listed, subject 


© the conditions herein. Quotsiaw will be recetved at this office 
uri! 


and will be opened and read ts public. not physically by 
the time stated will be reurned unopened to the bidder . 


TEMMESSEE VALLEY AUTHORITY, By Walter W. Cox 
hab ARTICLES OR SERVICES 

Purnishing, selling, and delivering 
Pedestal Insulators in accordance with 


ell the terms and conditions inclujed in 
this Invitation to Bid. 


* Attachments which form part of Contract: 


Schedule of Prices 
Special Conditions 
General Conditions (forms 9660 and 5052 


Cowser 9-B 
PAO 

Hicks 

TB 

PAB 
Teasley 2 


B141311(41 
ACCEPTANCE 


Accepted as to tems sumbered 1 Ond 2. 


Ship by prepaid motor freight, routed 


Dixie-Ohio Motor Express, c/o Inter-City 


Truck Line. 


Contrect Performance Date 
May 15, 1957 


TENNESSEE VALLEY AUTHORITY 


AY couress te_ADEAL 18, 1957 
nfm 


pene Tennessee 


AND ACCEPTANCE 


BID 
Reference mumber 


ts compliance with the invitation for bids, and 

offers, and agrees if this bid be accosted within 

from the date of the opening, to furnisi: amy or all of the items upon which prices are quoted, at the 
price set opposite each item. 


from date of receipt of correct bill properly certified, whichever date is later. 
‘The bidder Hi 

‘That be ie, ten X , 4 email lusiness concern. (Por this purpose, « emall business con- 
cern is one which (1) is not Gominait in its field of operstion and, with its affiliates, employs 
fewer than 500 employees, or (2) is certified as « small business concern by the Small Business 
Administration. See Code of Feder] Regulations, Title 13, Chapter Il, Part 103, 21 Fed. Rag. 
9709, which contains the detailed dfinition end related procedures.) in connection with supply 
contracts, if bidder is « ‘rer, he also represents that the products tw be furnished 
hereunder will, will act be produced by « small business comcerr. In construction and 
construction-related nonpersonal service contracts, the preceding sentence is not applicable. 


‘pat his employment practices do__ do not_X, discriminate against aay employes or applicant 
for employment because of race, creed, color or national origin. 


(Complete only when the aggregate ainount of bid i# $10,000 or more: ) 
‘That be te__ a mamufacturer of the a: ticles, equipment, material or supplies quoted upon berets. - 
‘That heise _« regular desler in, and maintains « stock for eale to the general public of articles, 


equipment, materials or supplies of th) general character of that or those upon which he bide herets. 


(Complete only when (a) the aggregate umount of bid in respones t advertising is $25,000 or more, 
or (b) the aggregate amount of bid on « negotiated purchase is more thas $1, 000:) 4 
‘That (a) he has__, has not__, emplyed or retained any company or Qehat thane tull- 
time bons fide employee working solely for the bidder (or Contractor)/ tw solicit or secure this 
contract; and (>) he has__, has not__, paid or agreed to pay any company or person (Scher 
than a full-time bona fide employee working solely for the bidder (or Contractor)] any fee, com- 
mission, percentage or brokerage fee, contingent upon or resulting from the eward of this con- 


tract, andagrese tofurniah informatim relating thereto as requested by the Contracting Officer. _ 
Bidder 


Ohio Brass Compe 


OF ba 


80 North Main Street 


el 


ee 


ure eID, of to aoe nasa 


oO (ri 
Consign to- TENNESSEE VALLEY AUTHORITY 
fisterhill, Alabama 


57P2-20625 

For: Reynolds Primary Substation 

aun, O.A. Waldrop 
Mail Invoice in DUPL CATE to TENNESSEE VALLEY AUTHORITY 
Power Accounting Office, Chattanooga, Tennessee 


e Mark ; Contract 


ES 
Invoices mast how contract sumber, discount or terme of Somes aeguenne, oon ember, 
doverigsten el emticio en cerv se, queattty, walt price, tetal amen 


fatto 





nari 


rl 


Ht 


PGR OP RBH 


peek 


ADMINISTERED PRICES 


strength, 3" 
12" high, 23-kv, 0.B. Catalog #37723, 


Insulator, pedestal, high strength, 
12" high, 23-kv, 0.B. Catalog #34. 


reference to national price in the following ; 
PRICES. Are prices quoted zone or national m 

0 are zone prices, no adjustment will be d 
atination is changed from that originally specifi 
different sone from that first named. TVA consid 
price ~~ the purposes of this clause. n 


DP If prices quo 
ber and geographical boundary of the tone in 


points onthe T.V.A. 


communications relative thereto, and copies o: 
or equipment orders, and stock material list 


quirements of this contract. 
B Shop inspection end testing should be direc 
required, are sent to him for approval. 


@ later delivery|will be 


Schedule of Prices TVA $051 (QMAT-7-55) 





ADMINISTERED PRICES 


The materials or equipment be 
n the shop et all times during the jco 


such inspection. Inspection by TVA shall not c 
‘furnish materials or equipment which comply fully 


expense, for or on account of any copyrighted jo 
ocess, trademark, patented or unpatented inventijon 
used in the performance of this contract, includ 


a in response to this invitation. 


heise hepety certifies as « part of his bid that 


202 Tittle Building, 
Chattanooga, Tennessee. 


TVA Inspecter at,your Plant 


Firm prices apply to all shipments made within % days from/date of] order. 
In the event of a price decrease, shipments during this perjod will) be in- 
voiced et the decreased price. 


Schedule of Prices TVA 9061 (MAT-7-55) 


2 
> 
: 


E 


be ATNESE LE STEpESE EPSTS Heed FE Fr 


7 


\=2 





ADMINISTERED PRICES 


TVA 5052 (MAT-1-57) 


GENERAL CONDITIONS 
eee ae cqutsesh mato, on sotneed, (ete ty TESS 
manufacture or furnishi: materials, articles oquloment 
of Ten Thousand Dollars ($10,006. jaa bg eablet io terms 
Congress, approved June 80, 


£2 rm time to tans by medion rn 8 at ie foe 


ACCEPTANCE AND |. TVA reserves the to reject 
@ all to waive any fa ead pales there 
fe elder. te See ay ee a ease of error in the 


eRe ey es 


Sere cers pata 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 


B&O-Penna.-Erie R.R. or 
truck 


ditto 





(Continued on back of page) 


No. of Days 
AFTER AWARD 
For Delivery 


Barberton, Ohio 


ditto 


‘If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 


for each item. 





ADMINISTERED PRICES 


= na TA 
e 2\ TENNESSEE VALLEY AUTHORITY RIGINA 
Due Maz. 2%, 1957 a SS ee 2-20625 
Che*tacouwma, Tennessee 
Ava No — Gh G2-44577-347,76 Tel. AMberst © 23-1 Contract Date 
Hodeet No Capeers P&o1930 INVITATION, BID, AND ACCEPTANCE 
Project Reynolds Pri, Subset. ae 

| INVITATION | BID 

A quotation IN DUPLICATE ts requested on the iteme listed, subject 


! 
4 Reference number —— 4/3/37 
to the conditions herein. Quotations will be received at this office | 
until 10 a.m 41.12 1987, la compitance with che tavitation for bide, and omega the conditions thereof, the undersigny 
‘and will be opened and read in publ April Payeically received by | flere, and agrees if this bid be accupted within days (30 days unless otherwise stated 
Une Lime stated will be returned unopened eo the bidder from the date of the opening. to furnish any or all of the items upon which prices are quoted, at the 
: price eet opposite cach em Mo 
TENNESSEB VALLEY AUTHORITY, Disc will be allowed fur payments we 10 calendar days, ™ percem, 20 calendar 
& Walter W. Cu i days, percent, 30 calendar aye We percent Unless otherwise qualified by the bidier 
hab on thie form. (1) discounts will be deducted from the gross contract price and (2) time in connec 
- —_—— _—— — ——————-—-—4 don with decouuts offered will be computed from date of delivery of the supplies at destination, o: 
Purni hing, selling, and deliver ing from date of receipt of correct bill properly certified, whichever date te later 
Pedestal Insulators in accordance with = [ The bidder represents: 
al rms and conditions e | Thathe te —, te not™ , @ email business concern. (Por this purpose. # small business con 
- 1 the te ao * e “4 included ta | cern ia one which (1) is not dominant to its field of operation and, with ite affiliates, employ 
-hie Invita*ion *> Bid. fewer than 500 employees, or (2) ie certified as « small business concera by the Small Busines 
j Adminietration. See Code of Federal Regulations, Title 13, Chapter U, Pert 103, 21 Fed. Rag 
9709, which contains the detailed definitivn and related procedures) In connection with supply 
++ t.« - - 
A*techmen's which form part of Contre: | contracts, if bidder is a nunmenufacturer, he alo ‘epresents that the products to be furnished 
| hereunder will , will nut be produced by s small business concerr. th construction ant 


Schedule of Prices 
Special Conditions That his employment practwes do do not 3. discriminate against any eMmployee or epplican 
General Conditions (forms 9660 aré 5052) for employment because of race, creed, color of nativnal origin 

' somplete only when the aggregate amount of bid is $10. 000 or more:) 
That he w @ manufacturer of the articles, equipment. material or supplie® quoted upon heres, 
That he ie = @ regular deales 14, and maintains a stock for sale to the general public of atticies 
equipment, materials or supplies of the general characte: of that or those upon which be bide herein 


Construction-related nonpetsonal service contracts, the preceding sentence is not applicable 


* 


(Complete only when (4) the aggregate amount of bid ww response ty advertising te $25, 000 or more, 
Or (b) the aggregate ameunt of bid on @ negotiated purchase is more than $1, 000:) 
That (a) he has hag not =, employed or retained any company or person (Other thana full- 
time bona fide employee wort ing sulely for the bidder (ur Contractor)7 w solicit or secure this 
contract and (b) he has has not =, paid or agreed t pay eny Company of person ; other 
than a full-time bona fide employee working lely for the bidder (ot Contractor)7 any fee, com 
Mission, percentage or brokerage fee, contingent upooor reeulting from the award of this con 
_tract, and agrees to furnish information relating thereto aa requested by the Contracting Officer 
Bidder 


Lapp Insulator Ce., Ine. 


Street or box number 


Gilbert Street 


City and State 
Ne Ys " 
person authorised to sign bid 


shwinsiiciniaasibscten aainitiabieesin tafe Tones Salen Beran 
ACCEPTANCE Consign to- rennisskt VALLEY AUTHORITY eer Div 


Accepted as to items numbered 


Mark ; Contract 
For 
Aun 
Mail invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


Contract Performance Dete a ina 
@f payment sowlicabie. Wem number 

ze TENNESSEE VALLEY AUTHORITY | 

Total Amount | 
s . ae | 
mm Officer L 


eS Roe a ea = ——== 
TVA USE ONLY jate Materia’ Received) B Collect $ 
1 certify that the atticies or lhe = i a 


services listed above have been [purchase Coot | 


received in quantity and quality Persom receiving material t Truck Common Carrier Cash Discount-cr | 
epecified except a8 noted Vendar TVA Ral Fret |RatExp|Mtr Fre) Ar ‘Par Plicarrier’s Charges 
Approved as reported above I | | 1 {| 


Total Cost 








herew 
rticies. 
herem 


f more, 


b full 
e this 
other 
com 
: con 
icer 


numeer 


ADMINISTERED PRICES 6841 

















ie. aI Soe 
Page No. 2 _ nessa 
- ai unt | an ea AMOUNT 
eo Se 7 eee ee ees , ~ (Guate watt orice] aad compute: 
F.O.B. Listert:1.. Alebana | 





















Insulator, pedesta?, etandard avrergth. e" bole | oot | “ern | 
circle, 12” high, 2a-kv. O.B. Catalrg #7723, | 
or equal. \ | 
Brand Name & Cot. No. Lapp 25436 as 
Point of Manufacture Me Roy, erapaar = eves 3 | 
Insulator, pedestal. bigh etrengtb, S" but ctrile 2 | each | 
12" high, 23-kv, O.B. Catalog #34340. or equal. | lo oe 
| vk aE 
Brand Name & Cat. No. LAPP 25556 \Prices fire if acedpted 
Seas aa ne covey If priees are 
Point of Mapufa-ture Le Roy, MN. Y. reduced before! shipment, TVA wi 
nm —————"" receive benefit of such lewer 
ices, | ' 
OTE reference to national pri:e in the following “evieeg clmuse. | 
ZONE PRICES. Are prices quoted fore or national prizes? I@W (yes of no). If! prices 





quoted are tone prices, nc adjuétment will be made cf p- vr freight charges when 
stination ia changed from that criginally epecificd un'ee: the new destination is in 
4ifferent tone from that first name?. TVA coneiers 4 re*nicnal peice to be\@ sone 
rice for the purposes of this clauec. If shipmen’. is cn Coweramené bil. of lading, 
rensportation charges and tax to actual destinaticn will be deducted from inyoices. If 
idder's anewer ie affirmative the General “onti*ijon CEANGES IN PREIGAT RATES) becomes 
inapplicable t< this purchase. NOTE If prices qote2 are fone prices, give sone 
puabes and gec@raphi:al bouncary of the zone in which each dpet‘nation :s Locéted. 
continental United States as 


—— — 


SPECIAL CONDITIONS 








Delivery ie required Mey i5. 1957. Bide offering a later delivery) will be 
considered in relation *~ tre probable added coat to TVA. 


terials Engineer. The Head Materiale Engineer, Teanceeer Valley Authority, | Knoxville, 
nneesee, will represent TVA ir, the inepection °% shop work end v1 ¢neseing of shop tes 
1 communicetione relative thereto, and copies of| reports of *#ste\and analyses, mate- 
ial or equipment orders, and stock material ligt required by the @pecifications should 
e directed to bia. 


echnical Snginee-. The Director, Power Engiceer:hg and Conatru«tiga, Tennessee Valley 
uthority. “hat*anvoga, Tenaeseee, will represerct [VA in the ful‘illmeat of the technic 
*quiremeote of this contract. Compun‘'catione relptive t- 1 vechpical satters other 
han shop inspection and testing enculd be dicectall tc him. Shop daawings and samples, 
hen required. are sent to him for appre val 





Lapp Insulator Co., Inc. 


7 en | Schedule of Prices TVA SOS! (MAT-1+5$) 





ADMIN 


TENNE 


Me: 2 Sty 39.2 

Qh 9A 577-343. 74 
Conatr. PA-1930 
Reynolés Pri. Subst. 

INVITATION b 


A quotation IN DUPLICATE i requested bn the items |isted, subject t 
tw the conditions herein. Quotations will be received at thie office | 


Seems eae, 


not physically received by 
the time etated will be rewrnaed unopened to the bidder 
Walter W. Cox} 


Ctas- 


Avit No 


budget ho 


Project 


TENNESSEE VALLEY AUTHORITY, By 
hab ARTICLES OR SERVICES 


Furnishing, selling, and delivering 
Pedesta) Insulators in accordance with 
@ll the terms ané conditions included in 
this Invitation *> Bid. 


Attachments which form part of Contract: 
Schedule of Prices 


Special Conditions 
Genera. Co:Aitions (forms 9660 and 5052) 


f 
i 


‘ 
: 
' 
| 
: 


eT CEPTANCE 


Accepted as to tems numbered 


Contract Performance Date 





TVA USE ONLY 

I certify that the articles or 
Services listed above have been 
recewed in quantity and quality 
specified except as noted 


i 
Person receiving material 
ve 


Approved ae reported above ' 


TVA $080 (MAT-3-57) | 


INVITATION, BID, AND “A 


coe eapeeasseeaceiaaae dist 


lend@ IVA #, 


ISTERED PRICES 


tT 
a 


. 


SSEE VAILEY AUTHORITY 
DiviGON OF MATERIALS ‘ 
o 


Teme sece 


“ACCEPTANCE 


>t, 


Tel. AMers’ 


Compact Date 


—- or 


we ApPil 2) 1957 


in compliance with the invitation fur bids, and subject to all the conditions iereof, the undersigned 
offers, and agrees if this bid be accepted within __@aye (30 days unless otherwise stated) 
from the date of the opening t furnish any or all of the teme upoa which prices are quoted. at the 
Price set uppusiwte cach tem 

Dtecounts wild be allowed tc puyments ae follows. 10 calendar days TLODM@percent. 20 calendar 
days, mt. WO calender daysER QE percent. Uniess otherwise qualified by the bidier 
on this form (1) discounts wil be deducted from the gross contract price; and (2) time tm connec- 
Gon with discounts offered will be computed from date of delivery of the supplies et destimation, or 
from date of receipt of correct bill properly certified, whichever date is later. 


The bidder reggesents 
That he ie A. ie not _, e email tusiness concern. (For this purpose, « email business con- 
cera t@ one which (1) i# not dominant in iss field of operation and, with its affiliaves, employs 
fewer than S00 employees, or (2) @ certified es « email business consers By the Small Business 
Administration. See Code of Federal Regulations, Tile /3, Chapter 0, Part 108, 21 Fed Reg 
9709, which contains the detailed definition and related procedures.) Is connection with eupply 
coatracts, if ts a nonmanutacturer, he ale represents that the prodvets to be furnished 
hereunder will , will not , be produced by « small business concerr. in consttuction and 
construction -related nonpersonal service costracts, the preceding sentence is not applicable 


‘That he employment practices do __, do not x. discriminate age inet Qny employes of applica 
for employment because race. creed, color of natimal origia. 


(Complete 
That be ww 
That he is 


BID 


Reference number 


mly when the aggregate amount of bid t@ $10,000 or more:) 
a manufacturer of the articles, equipment, material or supplies qroted upon herein 
4 regula: dealer in, and maintains a stock for sale to the general public of articles, 
equipment, materiale or supplies of the general character of that or those upon which he bide herein 


(Complete only when (a) the aggregate amount of bid tn response wo advertising te $25,000 or more, 
or (b) the aggregate amount of bid un 6 negotiated purchase is more than §1,000:) 

That (a) he has has not =, employed or retained any company of Qeter thane ful!- 
time bona fide employee working solely for the bidder (or Contractor)/ to solicit or secure this 
comract. and (b)he hes =, has nut =, petd or agreed to pay any company or person (other 
thane full-time bone fide employee work ing solely for the bidder (or Contrector)7 any fee, com- 
musion percentage or brokerage fee, contingent upon or resulting from the award of thie con- 


tract, and agrees to furnwh information relating thereto as requested by the Contracting Office: 
aide F 


THE PORCBLAIN INSULATOR CORPORATION 
Siresi oF box number 


City and State 


LIMA, NEW YORK 
Signature and title of perevn authorized to sign bid 


oe D.eHsOsborne, Vice=Pres, 


| Consign to+ TENNESSEE VALLEY AUTHORITY 


Mark : Contract 
Fot 
Aun 
Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


smiract number, discount of terme of payment epelicable dem aumber 
of artelevr erreur quantity, ant price, total amount 


see oe = 
al RecewedlG Bp [Carrier's Charges Paid $ 


No 


Purchase Coot 


Collect § 


Track Common Carrier Cash Discount cr 


ifr [Rast Exp|Mer Frd au Per Pica 
! ] 


ser's Charges 
Total Cont 


‘ 





ste e232 


i Feesiiaé 


ADMINISTERED PRICES 


i 
unit Lo price 
a —- a 


itiiiaiacainthe peas, 
F.0.B. Listerhil:, Alabama 


Insulator, pedertel, etandard evrergth, +" bel 
circle, 12” higb, 23-bv, O.B. Ceta.-g #7724, 
or equal. 


Brand Neme & Cet. No. PINCO 6023 
Point of Manufacture Lima, New York 


Ingulator, pedeatai, high strergth, 5” bo>* : 
12" high, 23-kr. 0.B. Catalog $24.4", or -qul. 


Priced are imum. If at 
Brand Neme & Ca'. No. PINCO 891 | time of shipment our! pubdlishe 


price is lower, material will 
be billed at, the lower price. 
fh. 


Point. cf Manufacture Lima, New York 


OTE reference to national price in the following revised ¢.muse. > 
ZONB PRICES. Are prices quoted zone or naticnal prices? MO (yes of no). If}prices 
uoted are Zone prices, no sdjuetmeat vill be made cf price >r freight — when 
etination ia changed from that originslly spec: “ted untee ine new destination is in 
4ifferent tone frow that first named. TVA corelcere o na*icnal peice to bela sone 
rice for the purposes of thie clause. If eshipmer. i4 <4 ~wermmen§ bil) of lading, 
ransportetion charges and tax to ectual destinstiuon will Le jeductad from invoices. If 
idder's answer ‘e affizuative the General “ond::inn “RANGES IB FREIGHT RATES! becomes 
loapplicable tc thie purchase, NOTB: If crises jucveé sre pcne prices, give| sone 
umber and geographical boundary -/ the z0a2 1p which each dpetinatjon is locgted. 


SPECIAL CONDITICWS | 
| 


Delivery is required May i5. 195. Bide cffering « latex delivery|will be 
onsidered in relation to the probable efded cost to TVA. | j | 
' | | 
terials Engineer. The Head Materials Engineer, Tenneseee Valley teeseing St sop ta 
mnessee, will represent TVA in the inspect: ~¢ sn-; worg! and wifneseing of shop tes 
1 communications relative thereto, and copies of] reports of teste jand anal s, mate- 
sai or equipment orders, and stock material liste required by the ¢pecificatjons should 
@ directed to hia. ‘ } 
j ' | 
echnical Engineer. The Director. Fewer Bagizeer and Const7uctida, Tennessee Valley 
uthority. hattanooga, Tenoessee, vill represent [TVA in the fulfillaent of the techni 
-equarement® c? this contract. Cimunicatioas reiptive ‘tc ell techgical matters other 
han ehop inspection and testing anculé be dices. ‘> kim. | Shop asawinge end samples, 
heo required, are @e:.. to nim for eppreva). | 





ADMINISTERED PRICES 


TENNESSEE VAILEY AUTHORITY wi 
sas ies anit Suanem o> eovemnns wo ORIGIAL 


Cha‘*anocge, Te oo 
Acct No Gh~92-4b577- 343.74 Tel. Aero’ 6-25 came pia 
Budget No. Conatr. PA-2930 INVITATION, BID, AND “nECEP TANCE 
Project Reynolds Pri. Subst. 


INVITATION es ae 
A Quotation [N DUPLICATE \s requested on the items listed, subject | Reference number _owe Ap#il , 1957 


to the conditions herein er will De received at (his office 
une _ 10 a.m. EST 41 32 1957 In compliance with the uivitation for bide. asid eubject to al! the conditions thereof, the undersigned 
and will be opened and reed pubile April Piyoteally washes by | offers, and agrees if this bid be accepted widun days (30 days unless otherwise stated) 
the time etated will be returned unopened to the bidder from the date of the opening, to furnish any of all of the tema upon which prices are quoted, ét the 

Price set opposite each ten: HO 

TANNESSRE VAL LU Discounts will be allowed! tor payments agjojlowe 10 calendar days, percent, 20 calendar 
ee eee Walter W. Com | days, NO percent: 30 caienda: days percent Unless otherwise qualified by the bidder 
AVICES on this form (1) discounte will be deducted from the gross contract price; and (2) time if conte 
— -~ --- - « thon with Giecounts offered will be computed from date of delivery of the supplies at destination, or 
Purnishing, selling, end delivering | from date of receipt of correct bUl properly certified, whichever date is ldter 
t 


Pedestal Insulators in accordance with The bidder represents z 
rms ond That he is io not @emall usiness conern (For this purpose, « small business coo 
all the te and c itions inclufed in cern ts one which (1) i# not Gominant to it# field of operation and, with ite affiliates, employs 
this Invitation to Bid. fewer than 30) employees, or (2) is certified 48 « small Business concere by the Small Business 
Administration. See Code of Pedetal Regulations, Title 18, Chapter 0, Part 103, 2) Ped. Reg 
| 9709, which comtaine the detailed definition and related procedures ) in connection with supply 
Attachments vhich form pert of Contract ’ contracts if * (9 « noomanvfacturer, he aiso represents that the Products to be furnished 
hereunder will, wil) oot be produced py « small tusiness cofterr. & consttuction and 
Schedule of Prices | Construction related nonpersonal service contracts, the preceding sentence is not applicable 


Special Conditions ‘That hie employment practices do, do aot discriminate agninat any employes of applicam 
General Conditions (foras 9660 and 9052) for employment because of race, creed. color ur national origin 


(Complete only when the aggregate amount of bid is $10,000 of more.) 

That he ie = a manufacturer of the articles equipment. material or Supplies quoted upon herein 
That heie = @ regular dealer in, and maintains « stock tor sale to the general public of articles. 
equipment, materiale or eupplies uf the general character of that of those upon which hie bide herein 


(Complete only when (a) the aggregate amount of bid in response to édvertioing t@ $25, 000 of more. 
Or (b) the aggregate amount of bid on a negotii purchase i@ more than $1,000:) 

That(e)he has  , has not =, employed o: retained any company or person /Dther thane fv 
time bona fide employee working solely for the bidder (or Contractor)/ to solicit or eecure this 
contract and (>) he hee hae not paid or agreed w pey any company or person “Siher 
thane full-time buna fide employee working eulely tur the bidder (vr Contractor)7 any fee, com 
mission, percentage or brokerage fee, contingent upon or resulting from the award of this cor 
tract, and agrees to furnish information relating therero as requested by the Contracting Officer 


Sider JOSLYN MPG, AND SUPPLY CO, 
South East Division 


Skreet oF box number 


City and 36 Dana Av 


EE : 
ACCEPTANCE Consign to- TENNESSEE VALLEY AUTHORITY 
Accepted a6 to items mambered 


Mark j Contract 
For 
Aun 
Mail Invoice is DUPLICATE to TENNESSEE VALLEY AUTHORITY 


Contract Perfor mance Gute - ei a a spuptpeupnenapamnincatienanan - 
1 must dhow contract numor?, disconat of terms Of pymenl Soaliestte. worm Sumner 
Pion of ariicieot service quantity, wae price t6td) amount 


— ONL 
| coPtily that the articies of 
above have Been - ‘ wecshase Com 
entity and quality Beteon teceiving material Truck « omamnan Cartiet Cash Discoum-ct 


Venda] TVA Raul Pet ‘Rei EupiMte Fre) Air \Per Plicerrier's Charget 


ved ae reported above W ] 7 i Total Cott 





ADMINISTERED PRICES 


F.0.B. Listerhill, Alabama 


Insulator, pedestal, standard strength, 3” bolt 
circle, 12” high, 23-kv, 0.B. Catalog $37723, 
or equal. 


Brand Name & Cat. No. PINCO 6023 
Point of Manufacture Lima, New York 


Insulator, pedestal, high strength Fo 


12” high, 23-kv, 0.B. Catalog $343) 


Brand Mame & Cat. No. PINGO 89) sss 


Point of Manufacture Lima, New York 


5" bolt circ. 
ho, or equal. 7 
The ade 
If at 
publis 
materi 
the lo 
vised c. 
ices? 0 


' reference to national price in the following 
pons. PRICES. Are prices quoted sone or national 
d are sone prices, no adjustment will be of price pb 
destination is changed from that originally specified unle 
4ifferent sone from that first named. TVA considers 4 nati 
price for the purposes of this clause. If shi is on Go 
ransportation charges and tax to actual destinat will b 
bidder's answer is affirmative the General Condit ons 
: If prices ted are 
ber and geographical boundary of the zone in ch each 4 





Delivery is required May 15, 1957. Bid 
onsidered in relation to the probable added cost 


offerin 
o TVA. 


ngineer. The Bead Materials Engineer, Tennessee 
will represent TVA in the inspection of| shop wo: 
1 communications relative thereto, and copies of| reports o 
ial or equipment orders, and stock material liste required 
be directed to hia. 


b The Director, Power Engineering end 

actancega, Tennessee, will represent [VA in th 
quirements of this contract. Communications relative to 
han shop inspection and testing should be directeH to hia. 
hen required, are sent to him for apprcval. 


p 


dead wit 


aptructid 


6845 


each 


ve pP 

ime of shipms 

od priéss are |lewer, 
1 wil} be billed at 


etination is lecgted. 


@ later delivery) vill be 


alley Authority, | Morville, 

seing of shop 
teste jana 8, mate- 

by the cificatiens shoulé 


, Tonnes 

fulft it of 
techjical mat 

Bhop 4 


Valley 
teehai 
other 


wings and samples, 


he 


OSLYN MPG, AND SUPPLY 00, 
outh East Division 


|. oa acc ee 


35621 O--60—pt. 13 


Schedule of Prices 


TVA 081 (MAT+1-08) 





ADMINISTERED PRICES 


TENNFSSEL VAILEY AUTHORITY 


Merch 29, 1957 


Acet. ho.  Qh=-92-4h577-343,74 
Budget No. Constr, PA-1030  _ 
Project _Raynoléa Pri. Subst, 


INVITATION 


A quotation IN DUPLICATS te requested on the items lleted, subject 
to the conditions herein. Quotations will be reostved et this office 
ant) 10 


4nd wil] be opened and reed 2 publ not physically received by 
the cume stated will be returned unopened to the bidder 


TEMMEBORE VALLEY AUTHORITY, By __ Walter ¥. Cox 


bed ARTICLES OR SERVICES 4 i 


Purnishing, selling, an4 delivering 
Pedestal Insulators in accordance with 
@ll the terms and conditions included in 
this Invitation to Bid. 


bae 


Chatter ee 


Attachments which form part of Contract: | 
Schedule of Prices 


Special Conditions 
General Conditions (forms 9660 and 5052 


ACCEPTANCE 


Accepted as to tteme numbered 


Tonirect Performance Date 


TENNESSEE VALLEY AUTMORITY 


OF cmunints 


Tel. 
INVITATION, BID, AND “ACCRPTANCE 


RIGINAL * 


DivisiOn OF MATEMALS 


Tence sere 
Aherst 5 


Contract Date 


BID 
Reference mmber___5985 <ciieiepaiieees 


ln compliance with the wvitation for bids, and all the conditions thereof, the uadertigna 
Offers, and agrees if this bid be accepted within _ _days (30 days unless otherwise stain) 
from the dete of the opening, to furnish any or all of the tems upon which prices are quoted, at the 
Price set opposite each em 

will be allowed tor payments as follows: 10 calendar days, OO percent; 20 calender 
days, percent, 30 calender deys, Percom. Unless otherwise qualified by the bidier 
on this form (1) discounts wil! be deducted from the gross contract price; and (2) time in conase: 
thom with ee Ee ee ee Cee Oe, © 
from date of receipt of correct bill properly cettified. whichever date w lewr 


The bidder represents. 

That be ie. to not 4, « omall business concern. (Pér this purpose, « email business cn- 
cern (@ one which (i) is not dominant tn its Meld of operstion and, wit tt effiliates, emplopt 
fewer than $00 employees, or (2) ie certified as « small business concerts by the Small Business 
Administration. See Code of Pederal Regulations, Title 13, Chapter 0, Part 108, 21 Ped. Reg 
9709, which contains the detailed definition and related procedures.) in seamection with supply 
coarracts, if bidder ie a jacturer, he also represents thet the pro@icts to be furnishes 
Dereunder will _, will act_", be Produced by « small busiasss comcerr. tx construction asd 
construction-related nonpertonal service contracts, the preceding sentence is not appl icadic 


‘That his employment practices do __, do not X  cocriminace aguiaat any employes oF applicant 
for employment because of race, creed, color of national origin 


(Complete only when the aggregate emount of bid te $10,000 of more:) 

That be ie =» manufacturer of the articles, equipment, material or supplies quoted upon herein 
That he ie 6 regular dealer in, and matmtdine 4 stock for sale to the general public of articies, 
eqiipment, materiale or suppl ies of the general character of that or those upon which be bids herein 


(Complete only when (2) the aggregste amount of bid in response to advertising @ $25,000 or more 
or (>) the aggregate amount of bid on 4 negotiated purchase is more then §1,000:) 

That (s)he hes, hae not, employed or retained any company or Qehar ane full 
time bona fide employee working solely for the bidder (or Contracwot)/ w solicit or secure tis 
contract and (b)he hes. has not. _, paid or agreed to pay any company or person (dthet 
than a full-time bona fide employee wort ing solely for the bidder (or Contractor) any fee, com- 
mission percentage or brokerage fee, contingent upos or resulting frum the award of this con- 
tract, and agrees to furniah information relating thereto ae requested By the Contracting Ofticet_ 


ihc MINER cic 


Mark | Comract 
Fot 


Atta. 
“Tail Teveice th DUPLICATE to TENNESSEE VALLEY AUTHORITY — 


oles must bhow conireet number discounl of tetme af payment Gpelionbie. em sumbel 


Aeecription of Article er service, Quantity, wal price, tet) amouat 


~~~ Contracting Officer 


TVA USE ONLY 
| certify that the articies o 


« ° —Bereon receiving material 
Specified except ae noted 


‘TVA $080 (MAT-3-87) 


Approved as reported above || 


‘Comman Cansle™ 
fend IVA mea Bet ines co ar Frd Air [Par pI 
7) Ir Ki 
BBs 3 te ore = | 


—. Ste 


Carrier's Charges 
Total Cost 





ADMINISTERED PRICES 


F.0.B. Listerhill, Alebana 


Insulator, pedestal, etandard strength, 3" bolt 
circle, 12” high, 23-kv, 0.B. Catalog $37723, 
or equal. 


Brand Name & Cat. No. Locke #29251 


Point of Manufacture Beltimore, Maryland 
Insulator, pedestal, high strength, 5" bolt circle, ™ 
12” high, 23-kv, 0.B. Catalog #34340, or equal. 


Brand Name & Cat. No. Locke #30153 


Point of Manufacture Baltimore, Maryland 


reference to national price in the following revised c 
PRICES. Are prices quoted zone or national prices? 

are zone prices, no adjustment will be of price 

stination is changed from that originally specified unles 

different tone from that first named. TVA considers a na’ 
rice for the purposes of this clause. If shipment is on 
transportation charges and tax to actual destination will 

idder's answer ie affirmative the General Condit c 
inapplicable to this purchase. NOTS: If prices ted are 
umber and geographical boundary of the tone in ch each 


National Price 


SPECIAL comprTices 


Delivery is required May 15, 1957. Bids offeri 
onsidered in relation to the probable added cost TVA. 


The Head Materials Engineer, Pennessee 
mnnessee, will represent TVA in the inspection o 
1 communications relative thereto, and copies o 
ial or equipment orders, and stock material liste required 
directed to hia. 


The Director, Power Engineer 

ttanooga, Tennessee, will represent 

equirements of this contract. Communications re 
han shop inspection and testing should be direct 
nm required, are sent to him for approval. 





| 
ih ae 


INSULATOR DEF DEPD. GENERAL ELEC IC COMPANY 


” Spear Schedule of Prices TVA 9081 (MAT-7-53) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


~ 
Derg D 29 1957 ‘ DivigiON OF MATEMALS 
Chattanooga, Temmesece 


Acct Ne Tel. Alherst 5 Contract Date 
Budget No “Conair. BA-1030 INVITATION, BID, AND ARERPTANCE 

Proje _Raynaléa Pri. Subst, 
INVITATION BID 


A qotertes @ requested on the tenes listed, aubject | Reference sumber Date aprid i, 1957 

=. 1 28 cori ‘OST ____ | compliance with the tavicerion for bidd, and stbject to Al! the conditions the rect, the andorsigned 
eo will be spend aed reed to ptt aot piryeically recetwed by offers, and agrees if this bid be accepted withis (se 

che (me ented will be reqiresd eaopened w the bids 


THOGNSES VALLEY AUTHORITY, By Walter W. Caz 
had ARTICLES O8 SERVICES 


Purmishing, selling, end delivering 
Pedestal Insulators in accordance vith 
all the terms aad conditions included in 
this Invitation to Bid. 


Attachments which form part of Contract: 


Schedule of Prices 
Special Conditiens —.. @ net _B, Gacrimianse aguinn any employes or applicant 
General Conditions (forms 9660 and 5052 ter employment because of race, creed, eoler or national erigia. 
(Complete only when the aggregate amount of bid is $10,000 or more:) 
‘Test bets a manufacturer of the articles, equipment, material or supplies quoted upen bereis. 
‘That heise _ @ regular dealer in, and maimetine « stock (or sale to the gunaral public of articles, 
eq. pment, meterialé or supplies of the general characte of that or those wpos which ke kids herein 
(Complete only whea (a) the aggregsts amount of bid in response to advertising i $25,000 or more, 
Or (0) che aggregate amoust of bid on « negotiated purchase is more thas $1, 00%) 
‘That (e) he bee, bas act _, employed or retained any company or 
tte bons fide employee working solety for the bidder (or Cantracter, 
contract; aad (pb) be has___, bas sot__, paid or agresd tw pay any company or person (deter 
than a full-time boas fide employee working solely for the bidder (or Comtrector)] any tee, com: 
mission, percentage or brokerage fee, nae es acu ate ca 
tract, and to rated information hereto ae ting Officer 
Bote 1 


Bf to B0 a 


‘ears Nigeipte —_['n Sst 


Chu’? 2, oe 
Dent A. Crytser, Beier engineer 
ACCEPTANCE Consign to-TENNESSER VALLEY AUTHORITY 
Accepted e¢ te Meme aembered . 


Mark | Comract 
For: 
Ams. 


Mail inveice is DUPLICATE to TENNESSEE VALLEY AUTHOMITY 


lavélces mat Show comrsct eamber discount or terme Gf payment 
TENWESSEE VALLEY AUTHORITY | S**<*#time! erticicer service, quamty, eae price, tate! smomm, 


1 certify that the articles or 

services listed above have Beem —— i __________ 
wed ih Quantity and quality Perees teceiving material 

Opecified except as noted 


TVA $080 QUAT-3-57) “Tpproved as reported above 





ADMINISTERED PRICES 





F.0.B. Listerhi u, Alabanms 


Insulator, pedestal, standard strength, 3" bolt 
circle, 12” high, 23-kv, 0.B. Catalog $37723, 
or equal. 


Brand ame & Cat. Ho.P.P. Ino, #60123 


Point of Manufacture Parkersburg, W. Va, 


Insulator, pedestal, high strength, 5" bolt circle, 26 
12” high, 23-kv, 0.B. Catalog #34340, or equal. | 


Brand Name & Cat. No. 


Point of Manufacture 


OTE reference to national price in the following 

ZONE PRICES. Are prices quoted zone or national 

quoted are tone prices, n0 adjustment will be of price 

destination is changed from thet originally specified unles 
different sone from that first named. TVA conside —_ pt na’ 

price for the purposes of this clause. If shi 

ransporteation charges and tax to actual destinat “all 

bidder's answer is affirmative the General Condit In 

inapplicable to this purchase. NOTE: If prices pr are 

number and geographical boundary of the tone in w 5 each naa on is 


a @ latey delivery will be 
oO TVA. | 


ngineer. The Head Materials Engineer, Tennessee Valley Authority, Knorville, 
will represent TVA in the inspection of| shop work and witnessing of shop te 
1 communications relative thereto, end copies of] reports tests and analyses, mate- 
ial or equipment orders, and stock material lists required by the qpecificat ons should 
be directed to hia. | | 





The Director, Power Engineer and Conptructiqn, Tennes Valley 
uthority, 1. iy Tennessee, will represent [PVA in the) fulfi mt of the techai 
quirements of this contract. Compunications relative to al techjical ma’ 
han shop inspection and testing should be direct tc hin. , wings ang samples, 
hen required, are sent to him fcr approval. 


u ons 
sunnccsit VE ut ya | 


greed | ape’ »1 1051 


- ied 
py sce = ete of Prices TVA $05) (MAT-7-85 
t 


guint sie 





let 
__Porcela n Products, Ine, 





ADMINISTERED PRICES 


O21gINAL.7 


TENNESSEE VALLEY AUTHORITY 


March 29, 1957 


Owe 


O'viSiION OF MATERIALS 


220625 


No 


Chatta. 27a, Tennessee 


Acct No 91-92-44577-343.7% 
Budget Ne _Comatr, PA-1030 
Project _Baynoléa Pri. Subst, 


INVITATION 


A quotation IN DUPLICATE t@ requested on the asme listed, subject 
to the conditions herein. Quotations will be "2.1957, at thie office 


until — 10 «a.m. Eee Aprilia, 
and wil) be upened end read pe received by 
the (\me stated wil) be returned unopened to the bidder 


TENNESSEE VALLEY AUTHORITY, By 
hab “ARTICLES OR smavices 


Purnishing, selling, and delivering 
Pedestal Insulators in accordance with 
@ll the terms and conditions inclufed in 
this Invitation to Bid. 


Attachments which form part of Contract: | 


Schedule of Prices 
Special Conditions 


General Conditions (forms 9660 and ose} 


RECEIvep 


APh 1 327 
TheR, jh 


Lisp 


a 


Wiles esta 
", CHiy 


ACCEPTANCE 


Accepted as to items numbered 


Contract Performance Date 


Toul Amon ~ 
s 





TVA USE ONLY 

| certify that the erticles or 
services listed above have been ————.___ .__ — 
received in quantity and quality Person receiving -uweterial 
specified except ae noted 


TVA 9050 Q4AT-3-57) ay Approved as repo-ted above 





Tel. Aherst 
INVITATION, BID, AND "AERPTANCE 


PIC 


Contract Date 


BID 


Reference number 


4/3/57 


ln complisace with the invitation for bide, and subject to all the conditions thereof, the undereigne 
offers, and agrees if this bid te accepted within 30) __ days (30 days unless otherwine stated) 
from the dete of the opening. w furnish any or all of the eww upoe which prices ere quoted, 4! thy 
price set opposite cach Kem 

Discounts will be allowed tor payments 22 follows 10 calendar days, ~ percem, 38 calends 
days. _ percent; 30 calender days, Mint percent. Uniess otherwise qualified by tee bidd 
= (1) @iecounts will be deducted from the gross centrect price and (2) time im connec 
thos with discounts offered will be computed from dass of delivery of the supplies at dnatiaarion. or 
from date of receipt of correct bill property certified, whichever dete ts laser 


‘The bidder represents 

That he @ XK, te nct  , a emall business concern. (Por thie purpose, « email business oon 
cern Ws one which (1) is sot dominant in its field of operation and, with imp affilietes, employs 
fewer than 500 employees, or (2) is certified as « emal! business concern by Ge Small Busine 
Administration See Code of Pederal Regulations, Tice 13. Chapter 0, Part 108, 2) Ped Re, 
9709, which conteina the detailed definition and related procedures ) ls commection wih apy 
costracts. if bidder is 4 noamanufacturer, he also represents thet the produces & be tirnisd 
hereunder will ZX will act, be produced by « emall business concerr. le comptruction « 
construction -related nonpersonal service contracts, the preceding sensence is eet appl icaly 


That his employmentpractices do _. do not_ XX chscriminate ageinet any employer or applics 
for employment because of race. creed. color or sational origin 


__ Date 


(Complete only when the aggregate amount of bid is $10,000 or more ) 

That be eX ¢ manufacturer of the articles. equipment, material or eupplias quoted upon herein 
That he ie = regular dealer in, and maintains « stock for sale to the geoeral public of articles 
equipment, materials or supplies of the general character of that or those upon which be bids herew 
(Complete only when (a) the aggregate amount of bid tn response to advertising @ $25,000 or more 
or (>) the aggregate amount of bid on # negotiated purchase te more then $1,000) 

That(e)he has , has not  , employed or retained any company or person /Dther thane ful! 
time bona fide employee working solely for the bidder (or Contracter)] w solicit of secure this 
contract. and (>) he has, hae not paid or agreed to pay amy company or person (dther 
thane full time bone fide employee wort ing solely for the bidder (or Contractor) any tee, com 
misston. percentage or brokerage fee, contingent upon or resulting from the award of mis con 
tract, and agrees to furnish information relating thereto as requested by the Contracting Officer 


Bidder 


THE R. TH@us & SONS COMPANY = 
Street or box number — 


City ond Stave 


_ 7231 _ 


Mark ; Contract 
For 
Atta. 
“Wail invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


Treck 
ora) TVA 


Common Carrier 


fasion 





ADMINISTERED PRICES 





F.0.B. Listerhill, Alabass 


Insulator, pedestal, standard strength, 3" bolt 
circle, 12” high, 23-kv, 0.B. Catalog $37/23. Price quoted is I 
or equal. published |price ip lower a 

|ehipment TVA wil)! be bille 
Brand Name & Cet. No. Thomas Cat. 13823 lover pri 


Point of Manufacture Lisbon, Ohio / 


Insulator, pedestal, high strength. 5" bolt circi#, 
12” high, 23-kv, 0.B. Catalog #34440. or equal. 


Brand Name & Cal. No. aa 


Point of Manufacture 


OTE reference to national price in the following revised clause. 


ZONE PRICES. Are prices quoted tone or national prices? (yes on no). If} 


AMOUNT 
‘sed com pate antes 





| prices 


uoted are tone prices, no adjustment will be of price br freight charges when 


stination is changed from that originally specifiied unless the new destination 


4ifferent tone from that first named. TVA considers a national price to be 
rice for the purposes of this clause. If shipme is op romen§ bill of 
ransportation charges and tax to actual destinat will bel deduct@d from in 


inapplicable to this purchase. WOTE: If prices quoted are zcne prices, give 
umber and gecgraphical boundary of the zone in ch each dpetination is lo 


Delivery is required May 15, 1957. offering 4 later delivery 
onsidered in relation to the probable added cost TVA. 


ineer. The Head Materials Engineer, Tennessee Valley Authority, | 
represent TVA in the inspection of| shop work! end vi fneseing ° 


is ia 
@ tone 


ing, 


ices. 


none 
ted. 


|will be 


Kaorville, 
f shop tes 


1 communications relative thereto, and copies of reports of “ned and analytes, sate- 


ial or equipment orders, and stock material liets required py the qpecifieat 
directed to hia. 


choical Engineer. The Director, Power Engineer and © tract, , Tennes 
uthority, Chattanooga, Tennessee, will represent te, 2 of 


fons should 


Valley 
technic 


equiremente of this contract. Communications re - os pete matters other 
han shop inspection and testing should be directen to | Shop chores and semples, 


hen required, are sent to him for approval. 


The R, , Thomas & Sons Co. 


a Schedule of Prices 


TVA SOS) (MAT+7°55 
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TENNESSEE VALLEY AUTHORITY 


pate July 31, 1958 


DIVISION OF MATERIALS 


No._59P_2-899047 


Chattanooga, Tennessee 


Acct. No. 056-112-202 


Salat Hes < I a cccerrtapiinitsiomss 
Project “Power Stores, Wilson Stores, Wilson Dam 


INVITATION 


A qotation IN DUPLICATE is requested on the items listed, subject 
w the condi! herein. will be a office 
aati) 


end will be opened and read in public. Bids not physically recetved by 
the time etated will be rewrned unopened to the bidder . 


‘TENNESSEE VALLEY AUTHORITY, oy — Water Me fox 


nah ARTICLES OR SERVICES 


Line Traps 
Attachments which form part of contract 


Schedule of Prices 
Special Conditions 


General Conditions (forms 9660 and 5054 


Cowser 5-A 
PAO 

Hicks 

1B 

PAB 


B4141 (37) 
ACCEPTANCE 


caly an wo) bem 1 and 2. Ship by prepaid rail 


freight. 


Contract Performance Date 
September 1, 1958 


Total Amount 


$3,319.00 By 
TVA USE ONLY 

I cortify that the articles or 
services listed above have been — 
received in quantity and quality 
*pecifidl except as noted 








Person receiving material 


Approved as reported above 


Tel. AMherst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


TENNESSEE VALLEY AUTHORITY 


Walter W. SEX aia ‘Agent 


Date Material ReceivediG B. L.|Carrier's Charges: Paid $ 


Vendar| TVA Rail Fre Rail Exp, IMtr Fr Air |Par P 


MY Contract Date_August 18, 1958 _ 


BID 
Reterence number 366-1 -6288 Date . 8-11-56 See 


In compliance with the invitation for bide, and subject to all the conditions thereof, the undersigned 
offers, and agrees if this bid be accepted within__.-~ _ days (30 days unless otherwise stated) 
from the date of the opening, to furnish the services and/or sell and deliver the articles listed in 
‘any or all of the items at the price quoted opposite each. 

Discounts will be allowed for payments as follows: 10 calendar days, _ percent; 20 calendar 
days, percent; 30 calendar days, Net percent. Unless otherwise qualified by the bidder 
oa this form: (1) discounts will be deducted from the gross contract price; and (2) time in connec 
tion with discounts offered will be computed from date of delivery of the supplies at destination, or 
from date of receipt of correct bill properly certified, whichever date is later 


‘The bidder represents: 
‘That he ie, is not_X, « emall business concern. (For this purpose, « email business con- 
cern is one which (1) ts not dominant in its field of operation and, with its affiliates, employs 
fewer than 500 employees, or (2) is certified as « emall business concern by the Small Business 
Administration. See Code of Federal Regulations, Title 13, Chapter 1, Part 103, 21 Ped. Reg 
9709, which contains the detailed definition and related procedures.) In connection with supply 
contracts, if bidder is « nonmanufacturer, he also represents that the products to be furnished 
hereunder will__, will sct__., be produced by a small business concern. in construction and 

) construction-related noapersonal service contracts, the preceding sentence is not applicable. 


‘That his employment practices do__, do notX_, discriminate against any employee or applicant 
for employment because of race, creed, color or national origin 


(Complete only when tne aggregate amount of bid is $10,000 or more:) 

‘That he ie _ @ manufacturer of the articles, equipment, material or supplies quoted upon herein 
‘That he ie _ a regular dealer in, and maintains a stock for sale to the general public of articles, 
equipment, materials or supplies of the general character of that or those upon which he bids herein. 


(Complete only when (s) the aggregate amount of bid in response to advertising i# $25,000 or more, 
or (>) the aggregate amount of bid on « negotiated purchase is more than $1, 000:) 

That (a) be has __, has not___, employed or retained any company or person [Other thane full - 
time bona fide employee working solely for the bidder (or Contractor)/ to solicit or secure this 

contract; and (b) he has___, has sot__, paid or agreed to pey any company or person (other 
then « full -time bona fide employee working solely for the bidder (or Contractor)7 any fee, com- 


mission, percentage or brokerage fee, ror oo hess ast potted areat allel ad 
tract, and. to furnish information ting thereto as the’ 


Officer . 

Bidder 

General Electric Company 

or 

832 Georgia Avenue ain _ 4 
‘ity ‘elephone 

=Chattan oga, Tennessee ea AM-6-1221 ss? 

thorized to «! 


B.torth ales Engineer 


Consign to- TENNESSEE VALLEY AUTHORITY 


Sheffield, Alabama 
Mark : Contract 59P2-89947 
For: Power Stores, Wilson Dam 
ate. W. C. Holt 


MAIL INVOICE in DUPLICATE to 
TENNESSEE VALLEY AUTHORITY 


Power Accounting Office, 
Chattanooga, Tennessee 





Invoices must show contract number ‘discount or te of peyment ‘applicable, | item 
number. description of article or service, quantity, unit price, and total amount 











Collect $ 








No eo" hase € 


Truck Common Carrier |[Cash Discount-cr 


¢ 1 
= - \ ne Re . 
CT CIC ee 
J — 3 ——s J iL Jit ie a J j 














ADMINISTERED PRICES 


Point of Manufacture Syracuse, Bev York 


Same as item 1, except single-frequency; General 
Electric Company No. SCF4B-3, or equal. 


Brand Heme & Cat. No. G-E PACPhc3 
t of Manufacture Syracuse, Hew York 


ay The 3% Federal Tax on Transportation has 


destinatica is changed from that originally specified 
@iffereit sone from that first named. TVA consi 
P If shipme: 


as Schedule of Prices 





TVA $261 GEAT-1-55) 
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Mo. 2-89947 
SPECIAL CONDITIONS 


Deli -. Delivery is required September 1, 1956. Bids offering a later delivery will 
considered in relation to the probable added cost to TVA. 


Technical Soginee: Tae General Office Engineer, Tennessee Valley. Authority, Chattancoga, 
ssee, v represent TVA in the fulfillment of the technical requirements of this 


contract. Communications relative to all technical matters other than shop inspection, 
and testing should be directed to him. Shop drawings and semples, when required, are sent 
to him for approval. 


Tra iehing of Information. Bidder shall furnish all information requested in the sched- 
» specifi ons, Gate questionnaires if any. Bids that do not comply with this 
requirement may not be considered. 


Patents. The Contractor shall at his own expense defend any suit instituted hy any party 
against TVA so far as it is based on the claim that any apparatus or part thereof fur- 
nished under this contract or TVA's use of such apparatus or part for the purpose for 
which it was designed or for such other purposes, if any, specified in this contract con- 
stitutes infringement of any United States patent. TVA shall give to the Contractor 
immediate notice in writing of the institution of such suit, and shall permit the Con- 
tractor, through his counsel, to defend the same, and shall give all requisite authority 
and all needed and available information and assistance to enable the Contractor to do so. 
The Contractor shall pay all damages and costs finally awarded therein against TVA by 
reason of such infringement, but the Contractor shall not be liable under any compromise 
made without his consent. If in any such suit said apparatus or part or such use thereof 
by TVA is hela to constitute infringement and such use is enjoined, the Contractor shall 
at his own expense procure for TVA forthwith the right to use or continue using the said 
apparatus or part; provided, however, that subject to TVA's approval the Contractor may 
at his sole expense replace said apparatus or part with noninfringing apparatus or part, 
or modify it so that it becomes noninfringing. 


State Sales and Use Taxes. State sales and use taxes are not applicable to materials, 
supplies, or equipment sold to TVA and such taxes shall not be included in the price 
quoted in response to this invitation. 


Bidder hereby certifies as a part of his bid that no state sales er use tax has been 
included in the price or prices quoted in the bid. 


Bhi Information. The Contractor shall furnish copies of shipping bills or memorands 
or @ shipment giving the description; number of pieces; total weight; and, if shipped 
by railroad freight, the car initials and number to: 


W. C. Holt 
Tennessee Valley Authority 
Wilson Dem, Alabama 1 Copy 
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*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
for each item. 
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ADMINISTERED PRICES 


ae 


TENNESSEE VALLEY AUTHORITY “ 


July 32, 1958 


Chat '2r er 
0596-11-20 Te. 
INVITATION, BID, AND ACCEPTANCE 


Av No 
eudgjetitea te 


_Power Stores, Wilson Dem 


Project 


CiviMiON OF MATERIALS 


Neo 2-89947 


Contract Date —__ 


Tenure reee 
Almere*, © 3552 


INVITATION | BID 


A qutation IN DUPLICATE ts requested on the items listed, subject 
to the condi berein will be received at office | 
nell 10 OR. 

and wil) be opened and read in public Bide not physically received by 
the time stated will be returned unopened to the bidder 


TENNESSBB VALLBY AUTHORITY, ore 


“heb ~__ ARTICLES OR | OR SBRVICBS 


—— = 
Line Traps 
Attachments which form part of contract: 


Schedule of Prices 
Special Conditions ! 


Reference umber 


ln compliance with the invitations for bide and subject to all the conditions thereo!, the unde 

offers, and agrees if this bid be accepted within.____ days (30 daye unless otherwise stated) 
from the date of the opening. to furnish the services and/or sell and deliver the articles listed in 
any or all of the items at the price quoted opposite each 

Discounts will be allowed for peyments as follows: 10 calendar days, percent; 20 calendar 
days, _—_— percent; 30 calendar days, perceat Unless otherwise ise qualified by the bidder 
+ on this form: (1) discounts will be deducted from the gross contract price; and (2) time i= connec- 
Uon with discounts offered wil) be computed from date of delivery of the eupplies at destination, or 
trom date of receipt of correct bill properly certified, whichever date is later 


The bidder represents 
That he t#@ —, ie cot X_, a emall business concern. (For this purpose, « small business con- 
cern ts one which (1) ts not dominant io its field of operation and, with its affiliasse, employs 
fewer than 500 employees, of (2) is certified as a small business concern by the Small Business 
Admmistration. See Code of Federal Regulations, Tithe 13, Chapter Il, Part 108, 21 Fed. Reg. 
9709, which contains the detailed definition and related procedures.) In connection with supply 
cootracts, if bidder i@ a nonmamufacturer, he also represents that the products to be furnished 
hereunder will__, will act .. be produced by « small business concern. Is construction and 


General Conditions (forms 9660 and 5054) construction-related nompersonal service contracts, the preceding sentence is sot applicable. 


ACCEPTANCE 
Accepted only 6. w: 


Contract Performance Date 


That hie employment practices do__, do sot _&. discriminate against any employee or applicant 
for employment because of race, creed, color or national origin 


(Complete only when tne aggregate amount of bid is $10,000 or more:) 

That he is a manufacturer of the articles, equipment, material or supplies quoted upon herein 
That he is _ « regular dealer in, and maintains « stock for sale to the general public of articles, 
equipment, materials or euppl ies of the general character of that or those upon which he bids herein 


(Complete only when (a) the aggregate amouat of bid in response to advertising is §25,000 or more, 
or (b) the aggregate amount of bid on « negotiated purchase is more than $1, 000:) 

‘That(e)he hee, ha# not__, employed or retained any company or person (ther these full - 
time bona fide employee working solely for the bidder (or Comtractor)7 wo eolictt or secure this 
contract; and (>) be hes___, hes not _, paid or agreed to pay any company or person (ither 
than a full-time bone fide employes working solely for the bidder (or Contractor] any fee, com- 
mission, percentage or brokerage fee, contingent upon or resulting {ium the award of this con- 


tract, and agrese tofurniah information relating thereto as requested by the Comtrecting Officer _ 


WESTINGHOUSE ELECTRIC CORPORATION 
Sereet or box mumber 


928 ¥ (OLUMTRER BUILDING _ a 


QATTANOQGA,. TEMMESSER | "aa 7-436. 
4, 





Consign to- TENNESSEE VALLEY AUTHORITY 


Mark : Contract 


MAIL INVOICE in DUPLICATE to 
TENNBSSBB VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY | 


Total Amount 


Invoices must show contract aumber, discount or terme of payment applicable, wem 
Purchasing Agent rumber, description of article or service, quantity, unit price, and total amount 








TVA USE ONLY 
I certify that the articles or 
services listed above have been 


received in quantity and quality Person receiving material 


“Tpproved as reported above 


ante. 


TVA S080 (MAT-4- 4-38) 


Collect $ 


fate Material Received] GB. L [Carrier's Charges Pa 


MB stint 





ADMINISTERED PRICES 


Wilson Dam, Alabama, if by parcel post or motor ight 
Sheffield, Alabama, if by rail freight or railway jexprees 


Line trap, 400-ampere, double-frequency, 70-200 k¢ 
range, complete with mounting clevises and two 
clamp-type terminals (one straight and me right 
angle for 750,000 CM copper cahle); General 
Electric Company No. B-6, or equal. 


Brand Name & Cat. No. We gho 


Point of Manufacture Bloomington, Ind, 


Same as item 1, except single-frequency, General 
Electric Company No. 4CPLB-3, or equal. 


Brand Name & Cat. No. \ nghouse S#50 


Point of Manufacture Bloomington, Ind. 


NOTE: The 3% Federal Tax on Transportation has 
Been repealed on transportation charges paid on 
and after August 1, 1958. It is understood and 

4 that all prices quoted herein include the 


tax on shipping charges paid prior to August 1 
1958, and do not include such tax on shipping 
charges paid on and after August 1, 1958. 


NOTE reference to national price in the following 
ZONE PRICES. Are prices quoted zone or netional g 
quoted are sone prices, no adjustment will be 


a different sone from that first named. TVA consid 
price for the purposes of this cleuse. If ship 


bidder's answer is affirmative the General Condition 
inapplicable to this purchase. NOTE: if prices q 
number and geographical boundary of the sone in which each 4 


naa pap RS 


Schedule of Prices TVA 9051 (MAT-7-55) 


CARRIER CURRENT EQUIPMENT It 
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Office Memorandum * UNITED STATES GOVERNMENT 


DATE: June 27, 1 
70 ;Walter W. Cox, Purchasing Agent, 316 LB 0 1998 


raom ,H. F. Corden, General Office Engineer, 61, Power B. 
6UBjBCT: RECOMMENDATION FOR AWARD - ACSR 
ROQISIT 


CONDUCTOR 
TON cae GALLATIN-ROCKWOOD 15)-KV TRANSMISSION LINE 
WORK ORDER 92-1236 


We have examined the eight bids sutmitted for Mirnishing condubter as 
covered 7 the subject requisition and from the prices quoted heve 
reviewed the total amount applying to each bid fs6ibey Algood, Tenrmepes. 


The tabulation follow: 
Asount 
me 


Bidder w26&2 Meta e =6_Deliverr. 
Sies Electric Supply Co. No bid 633,369042 18990 days 
Southern Elect. Corp. 635 010.32 635,010.32 he Tequired 
Anaconda Wire & Cable Cos 635,435 6b 635,435064 As required 
Alum. Oo. of Americas 635435 084 63543500 as required 
General Cable Corp. 636,180.98 636,180.98 15690 days 
Kaiser Alum. & Chems Sales, 
Ino. 636,181.32 636,161.38 fot specified 
Reynolds Metals Co, 636,181.19 636,181319 . Ae required 
"incomiete) nae 379,22h.78 379,;90,,78 de requested 


® TVA to receive tim benefit of any price reductiéfi at the tine of shipment. 
## Unit price quoted per pound. 


Sies Blectrie Supply Company and Nehring Electrical Works offer 1/2% discount 
for prompt payment. 


I. Lowest Bid 0 to i fica 5 


It is recommended that the award be made to the Sies Eisétfis Supply 
Company who is the low bidder when considefing discount. The f 
discrepancies in the Appendix "A" data submitted by Siee ca 
oun Company should be corrected before the award is made. 
ultimate strength values of the alumimm /5b(2)7 and steel ietey 
components of the 954,000 om acsm 5/7 dat cable have 
transposed, The maximm pitch shom for the ins®?: alunimm strands 








6888 ADMINISTERED PRICES 


Office Memorandum * UNITED STATES GOVERNMENT : 


-2e- 
To 1 Walter W. Coz DATE: Jume 27, 1956 


rPhoMm : BE, FP. Corden 


SUBJECT: RECCOBUEMDATION FOR AWARD - ACER CONDUCTOR 
REQUISITION 2-11459 - GALLATIN-ROCKWOOD 154 KV TRANSMISSICN LIMB 
WORK GRADER 92-42363 


(Je) of the 795,000 em ACER 26/7 stranding has been incorrectly 
computed 


The proposed delivery is satisfactory, 


II. Bids Rejected 

All ether bids are rejected om account of price. 
III. Comments 

Comment 


As a matter of recerd it is noted that the General Cable Corperaticn, 
listed as the mamufacturer of the cable to be furnished by the Sies 
Electric Supply Company, submitted Appendix "A" data with the same 
@iscrepancies as listed abeve for the Sies Electric Supply Company. 
It should also be noted that the deposit required by these bidders 
for reels is wuswlly high and that no credit will be allowed fer 
their return after one yeer. 


Your attention is called to the note inserted by bidder Be. Ea at 
the bottem of page titled Gemeral Conditions, which reads: 

seller interprets the word ‘replace’ appearing in the Waladingt 
clause to mean the actwal replenishmest of cable failing during 
normal an4 proper use when eaused by defects in existence at tine 
of shipment in materiale and workeanship.” It is our understanding 
that our Division of law is of the opinion that this is not a 
material exception and will. mot adversely affect our rights under 
the Guaranty clause. The meaning of the note is not entirely clear, 


and we suggest that you have the bidder clarify it befere an averd 
is mde, 


It will met be necessary for the vendor te submit drawings to TVA fer appreval 
ce ee ae ae ae ee ee ee oe 
completed cable. 


We are returning herewith the bids submitted for our censideraticn. 


‘ite Leh 


Attachments 
CC: B. 0, Weber - 6014-2 Broad W. W. Woodruff - 504 Power aT 
E. 0. Marphy (2) - 202 TB Manager's Files - 531 Pover L 6 1956 











ADMINISTERED PRICES 6889 


TENNESSEE VALLEY AUTHORITY ° ® 


DIVISION OF MATERIALS 
vate June 7,.1956 _ nani No._S57P2-11459 
Chattanooga, Tennessee erl 
Acct, No, 9242363246.) Contract Date_July 18, 1956 _ 
Budget No. Constr. PAe 1019.1 INVITATION, @. AND —on p 
Project Gallatin-Rockwood 154-kv TL 
INVITATION BID pate_6/20/56 
A quotation IN DUPLICATE is requested on the iteme listed, subject to the 
conditions herein, Quotations will be received at this office until In compliance with the invitation for bids, and subject to all the conditions thereof, the ~ 
oe “am EST dime 21-1956, ont wi undersigned offers, and agrees if this bid be eccepted within __30)_ days (30 days 
be opened and read in public, Bide not physically received by thetime stated || unless otherwise stated) from the date of the opening, to furnish any or all of the items 
will be returned unopened to the bidder. upoa which prices are quoted, at the price set opposite each item. 
Discounts will be allowed for payments as follows: @ays,__ percent; 
' TENNESSEE VALLEY AUTHORITY By ¥ B " o 20 calendar days, percent, 30 calendar . Unless otherwise 
ARTICLES OR SERVICES qualified by the bidder on this form: (1) discounts be deducted from the gross con- 


Furnishing, selling, and delivering ACSR Cable of dalivery of the supplies at destination, or from date of receipt of correct bill prop- 
in accordance with IVA Standard Specification erly certified, whichever date is later. 


No.23.013 dated April 21, 1955, and all the terms] Tee bidder outes: the bidder end {tn affiliates to (300 

and conditions included in this Invitation to Bid} Tem semsmamess 0} murs Salwar cccporasons, cvisien, of 
other bustaess atts joint with bidder under a single ownership ) 

Attachments which form part of the Contract: ‘Tae Re eepagns prestene Se __.) OO Be noua 


i 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 

Guaranteed Data (Appendix A) 

Walsh-Healey Act 

TVA Standard Specification No. 23.013 dated 
April 21, 1955 (on file with supplier) 


aggregate amount af bid is $10,000 or more: 

@ manufacturer of the articles, equipment, material or supplies 

berein. 

4 regular dealer in, and maintains « stock for sale w the general 
|, equipment, materials or supplies of the general character of that 

which he bids herein. 


nt 
fn 


it 
H 


the aggregate amount of bid in response to advertising 1s $25, 000 


or more, or (>) the aggregate amount of bid on « negotiated purchase is more than 
$1, 000; 

TVA RESERVES THE RIGHT TO INCREASE OR DECREASE THp Tw ute (ox Comsncus) wopresmus, (0) Re be Oee_7) Os Oe 
QUANTITIES STATED UP TO 15% ON OR HEFORE THE DATE]  fleves worting eoley for the badder (or Care slit tere is om 
OF FINAL SHIPMENT WITHOUT INCREASE IN THE UNIT trast; and (b) that he Quas____) (has not _X) pald or agreed to pay any company 
PRICES QUOTED OR ISSUANCE OF CHANGE OF ORDER, Gr Gerace) erin, comin, Pree oy tay net 
from contract, and agrees to furnish informe 

The attached nondiscrimination poster must be ee po woe we 


dieplayed as instructed in General Condition 9.) 


Kingeolver 4 Bidder 

Weber TB 

Woodruff PAB Bs or Box Number 
Corden Hicks 


Covser fre mge ——— It— 
Murphy Téasley 4 Size ' By 
PAO Abb 1731 (29 ’ Signature eee: of x eon authorised to sign bid 


ACCEPTANCE onsign t0- TENNESSEE VALLEY AUTHORITY, 
Accepted as to items numbered ao 3s Ship by Definite shipping instructions will be 
rail freight on Government bill-of-lading to furnished later. 
be furnished later. Mark: Contract 57P2-11459 
General Cable Corporation's letter dated ror Gallatin-Rockwood 154-kv TL 
July 16, 1956, is made a part Of this Typatiwt awe. J. B. Kingsolver 


Mail lavoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY, 
Power Accounting Office 
Ch DoOog) ‘enn 








al Tevclccs muuct chow sonteact combor, discount or terme of payment agplisahic, bom aamier. 
TENNESSEE VALLEY AUTHORITY | “**<tivtionst erticioer corvice, quantity, unl price, total amount; end the origina! ipreige meet 
be se oft ete . " PORELEC APPROVED: Pz, Beat Sees Noes. U23/56 
: ee eerie 
rr Baro Uaterisl Rocetedla. BL [oarrar's Charges” Peat Cones 
| certify that the articles or 
services listed above have been _— al and fe 
received in quantity and quality ¢reom receiving material Truck — Commos Carrier = 
opeciied except as noted jonder| TVA [Rall Prt[RailExp[oatr. Frt] Air [Par Plicarrier’s Charge, |__| 
TVA 5050 GMAT 4-56) ‘Approved as reported above {jj} [__] | [ } | {2 | Toacoe | | | 
f 
i 
. ) 
6 «CE 








ADMINISTERED PRICES 


F,0,.B. Algood, Tennessee* 
"Definite shipping instructions will be furnished] later. 


Forty-two reels or approximately 164,640' of 

Item 1 will be required 10/1/56. The balance of 

Item 1 together with Items 2 and 3 will be req 

ee eres ae 
57. 


954,000 circular mils ACSR conductor cable con- 654,640 | foot 
sisting of 45 strands of aluminum and 7 strands 

of steel, Alcoa "Rail" (code word) or ecual, 

furnished in accordance with TVA Standard Specif1i: 

cation No. 23.0h3 dated April 21, 1955. Ship on 

reels of approximately 3920 feet. 


Name of Manufacturer, 


Point of Manufacture. 

street city state 

Same as Item 1 except the steel core wire is to 654,640 | foot 
be treated with No-Qx-Id in addition to galvanizibg. 


Name of Manufacturer__ Gem Cab orporatio: 


Point of Manufacture___8t. Louis 
6 c 
795,000 circular mile ACSR conductor cable con- |1,019,560} foot 
prone ay Me Basen pth ce seng Be strands 
of steel furnished in accordance with TVA Stand 
Specification No. 23.013 dated April 21, 1955. 
Ship on reels of approximately 3590 feet. 


Name of Manufacturer, 
Point of Manufacture 


City 3 
Same as Item 2 except that the steel core wire 
is to be treated with No-Qx-Id in addition to 
galvanising. 

Name of Manufacturer, 


Point of Manufacture, 





Schedule of Prices 





TVA 9061 (MAT+7-55) 


a 
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of Specification No. 23.013 dated April 21, 1955. 
in minim lengths of approximately 4600 feet. 


t The cable listed as Item 3 is for a special river 
crossing and definite minimm lengths will be 
given later. 


quoted are zone prices, no adjustment will be d 
nation is changed from that originally specified 
ferent zone from that first named. 

the purposes of this clause. 


is affirmative the General Condition CHANGES IN 
this purchase. NOTE: 





1 Schedule of Prices TVA 3081 (MAT-7-55) 


7 





ADMINISTERED PRICES 


If bidder is bidding on non-returnabli 


Tf he is bidding on returnable reels, the deposit jon reels 


price, but shall be added to invoice as a separa 
dor's expense by method specified below. Bidder 


be all a fo; ti i 00d dition; 
ne tem ik-187 refs) "tte 
Size 72" $ 100.00 each; Size 72 


will be allowed for return within: 


Two years $ QO each Three years $ 0 


TVA 9051 (MAT-7-55) 





ADMINISTERED PRICES 


2-11459 
SPECIAL CONDITIONS 


Delivery. Delivery is required as stated in the Schedule. Bids offering a later delivery 
will be considered in relation to the probable added cost to TVA. 


Materials Engineer. The Head Materials Engineer, Tennessee Valley Authority, Knoxville, 
mnessee, will represent TVA in the inspection of shop work and witnessing of shop tests. 
All communications relative thereto, and copies of reports of tests and analyses, mate- 


rial or equipment orders, and stock material lists required by the specifications should 
be directed to hin. 


Technical Engineer. The Director, Power Engineering and Construction, Tennessee Valley 
Authority, Chattanooga, Tennessee, will represent TVA in the fulfillment of the technical 
requirements of this contract. Communications relative to all technical matters other 
than shop inspection and testing should be directed to him. Shop drawings and samples, 
when required, are sent to him for approval. 


Shop Inspection. The work under this contract shall be subject to inspection as pro- 
vided in the specification. 


Information to be Submitted with Bid. Bidder shall submit, with each copy of his bid, 


specifications, drawings, and/or photographs showing the general construction and out- 
line dimensions of the proposed material or equipment. 


Patents and i - The Contractor shall hold and save TVA, its officers, agents, 
servants, and employees harmless from liability of any nature or kind, including costs 
and expense, for or on account of any copyrighted or uncopyrighted composition, secret 
process, trademark, patented or unpatented invention, articles or appliance manufactured 
or used in the performance of this contract, including their use by TVA. 


Shipping Information. The Contractor shall furnish copies of shipping bills or memoranda 
for each shipment giving the description; number of pieces; total weight; and, if shipped 
by railroad freight, the car initials and number to: 


H. 0. Murphy, 

Tennessee Valley Authority, 
202 Tittle Building, . 
Chattanooga, Tennessee. 


J. B. Kingsolver, 
Tennessee Valley Authority, 
Box llll, 

Knoxville, Tennessee. 


TVA Inspector at your Plant. 


35621 O— 6GO—pt. 18-——15 








TVA 5062 (MAT-1-55) 





ADMINISTERED PRICES 


GENERAL CONDITIONS 


WALSH-HEALEY ACT. Any contract made, or entered into by TVA for 
the manufacture or furnishing of materials, supplies, articles or equipment 
in excess of Ten Thousand Dollars ($10,000.00) 1 be subject to the terms 
of Public Act 846, 74th Congress, approved June 30, 1936. 


ADJOURNMENT. TVA reserves the right to ad: the time of openi 
bide from time to time by notice ere at he aise time of opening. 


ACCEPTANCE AND REJECTION. TVA reserves the ri to 
e342 te waive any informality in bids and, unless ee on tee ied 


» to i i 5 
extension of prices in Eiutnadtan "* 


SUPPORTING DATA. Any supporting letters, drawings, specifications and 
other data shall be furnished with each copy of the bid. Within toon 
20) days after date of notice of award of contract, the Contractor 1 


urnish, if required, up to ten (10) additional of all hieh 
submitted with his bid. si ae ee 


ASSIGNMENT. This contract or any interest therein or in any monies due 
© © Jerome Geo Serenades chatl net bo cetiones, § Pe ane 
wise disposed of without ¢! con in writ: tl 

Gfhcer. The Contractor shail on request Mle with TVA copies of sil sub, 
contracts and terms of all commitments w TVA shail 


ith subcontractors, and 
have the right to disapprove any thereof within five (5) days after receipt 
of such information. 


FAILURE TO BID. If any prospective bidder consistently fails to bid, TVA 
may remove his name from ite active mailing list. 


COMPARISON OF BIDS. In comparing the bids and in making awards, 
TVA may consider such factors as quality and lity of 
supplies or services, the bidder's financial lity, skill, experience, 
record of integrity in dealing, ability to furnish repairs and maintenance 
service, the time of delivery or performance offered, and any other element 
or factor in addition to that of the bid price which would affect the final 
cost to TVA, and whether the bidder has complied with the specifications, 


Ordinarily TVA considers it to its advantage to contract directly with a 
manufactorer when buying manufactured materiale or equipment and with 
& producer or regular dealer when buying other materials, and TVA will 


: they — and ee See 
the contrast and that will give efficiere service under the apeci fied 
conditions for a of one year after acceptance. The Contractor shall 
at his own replace any or work proving defective during 
uel the contract for an acceptance of the article 
or 


Any materia! or equipment pete Gat SUS BAS oat Se 
antees or uirements of the contract may be rejected provided. 
that if correction of the defects can be made through minor 
alterations or of minor parts, and the Contractor proceeds 
immediately to complete such alterations or furnish such new as are 
necessary to meet guarantees or other irements of contract, 


reason, but this shell not be construed as an extension of time for per- 
formance of the contract or as a waiver of any claim for damages result- 
ing from delay in performance or from a other cause. TVA shall give 
Contractor notice of any breach this warranty. Operation or 
use by TVA of article or work or any part thereof 


shall nat constitute 
a waiver of any of TVA’s rights under this contract, 


SHIPPING DATA . 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 











3A - 15 days 


6. No. of days after award to 
submit drawings for approval* 


Shipper's Option 


- Begin 15 days at rate of 
per week up to 400,000 lbs 


- Approximately 70,000 lbs. 
Balance 90 days 


to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 






Continue on back of p 





*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 


for each item. 
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Nos 2-11459 
APPENDIX A 23.013 (ER-103) 


dp D-55 
(ASE lk 


Information called for in the following tabulation shall be furnished 
with each copy of the bid as guaranteed data for each item covered by the 


specification. 


1. 


26 


30 


5e 


6. 


Te 
8. 


954,000 CM 45/7 ACSR 
Diameter of: 


@. Conductor, inches I att 
= Gy Ait wise, each wire ° 0.2056 
Circumference of conductors 
a. Unstressed, inches aS 
b. Stressed to 30% of ultimate 
strength, inches cone eenenenceencnemeemenesnesanas 
scsi ial ccicaiaibammemaaliaiaay 


Cc. Stressed to 50% of ultimate 
strength, inches 


layer lay 
Lay and pitch of strands: Lay Min. Max. Min. Mex 
Inner Al. RH 10X 17X 5.82". 9.90" 
be Aluminum &né Al LH 10x E , 
Outer Al. ' RH 10x IX 11.65 15.14" 
Weight of conductor, 1bs/1000 ft. _ 075 
Ultimate strength of: 
Be Conductor, lbs. enn eames, 
Components 
(1) Steel, lbs. Ee 
Modulus of elasticity 


Pitch 


be 


a. Initial Will be furnished in event of order 
be Final (Estimated ) 10 x 10° 

Strese-Strain data, curve Will_be furnished in event of order 
Coefficient of expansion per 

an 0.0000128 per °F 

b. Steel 0.0000064 per °F 


ec. ACSR (Estimated) 0.000118 per “7 





6896 ADMINISTERED PRICES 


it 23.013 (ER-103) 
dp-2~55 


APPENDIX A, continued 


9. Sag and tension tabulated data for a given level span, if 
requested in the Schedule of Prices, tabulated as follows: 












Re RR I ll 
a Ice, 4" Ice, 2" Ice, 2" Ice, - ‘tei, 
8# Wind, No Wind, Sy wintle Ho sf ee 


10. Copper equivalent of the complete 
conductor, cir. mils. 600,000 
lu, lca of alumimm, 61% Min 
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6897 


No.  57P2-11459 


APPENDIX A 


23.013 (ER-103) 
br 2a=55 


Information called for in the following tabulation shall be furnished 
with each copy of the bid as guaranteed data for each item covered by the 


specification. 795,000 CM 26/7 
Ice, 1. Diameter of: 
i a. Conductor, inches 1.108 


Ale wires, each wire  —— 2.1749... 
(2) 7 steel wires," " __. 0: 4860 
‘2. Circumference of conductors 
a. Unstressed, inches — 
b. Stressed to 30% of ultimate — 
strength, inches 3,48 . 
ce Stressed to 50% of ultimate 
strength, inches 3.48 
Pitch 
3. Lay and pic et strands: laf sa Max. Min fe, 
a. Steel - ° r 
Aluminum - Inner 1 153 a as" 
be Aluminum - Outer RE 1 «4o" 
he Weight of conductor, 1bs/1000 ft. 1094 
5. Ultimate strength of: 
a. Conductor, lbs. 31,200 
b. Components 
(1) Steel, lbs. 16,250 
(2) Aluminum, lbs. 14, 950 
6. Modulus of elasticity 6 
Qe Initial 7.9 x 10° PSI 
b. Final 10.2 x10 PSI 
7. Strese-Strain data, curve Alcoa Chart #1-537 
8. Coefficient of expansion per 
degree F. ; 
a. Aluminum 00000128 ner °F 
De Steel 0.0090064 per F 


b. Component parts, inches 


ce. ACSR 
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-2- 23.013 (ER-103) 
4-21-55 
APPENDIX A, continued 


9. oe nk ee Ee De + ie 200 ae, 
Tint Lo aa Prices, tabulated as follows: 


ered 
4" Ice 4" Ice, 2" Ice, = =. 
of Wind, No Wind, ob Wind, No Wind, 





10. Copper equivalent of the complete 
conductor, cir, mils, aT cinisiiccinmnsemmmcaanate 


ll. Conductivity of alumimm, 
% of Iacs 
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APPENDIX A 
AANA, 
Information called for in the folloving tabulation shall be furnished 
with each copy of the bid as guaranteed data for each item covered by 


specification. 795,000 CM 30/19 ACER ‘ . 
f 1. Diameter of: | 
@. Conductor, inches PS | 
: . 
‘i ; 


Component parts, inches a mkial 
(1) 30 Al. wires, ea. wire ._ 0.1628 , iia 
, (2) 19 steel wires," " §_0,0977 


2. Circumference of conductors r rr isa aoe 
Ae Unstressed, inches se ee 





b, Stressed to 30% of ultinate 3.58 
strength, 
Cc. Stressed to 50% of ultimate 
strength, Sn . 
Pi 
3. bay and pitch of strands: Lay ond Max me 
a. Steel - Inner Lo = FE 
Steel - Outer RH 16X 2hx Tac .. Me 
be - =, Le = 
et 10x 13% 11.40" 1.62" 


Aluminum - 
4e Weight of conanotnes * ybs/1000: ft 
5. Ultimate strength of: 


ae Conductor, lbs. rising eee 
be Components 
(1) Steel, lbs. eens 
(2) Aluminum, lbs. RD ccennnenine 
6. Modulus of elasticity 6 
a. Initial el cena 
| be Final bg manana 
7. Strese-Strain data, curve Alcos. Chart #1-757_ 
8. Coefficient of expansion per 
degree F. 
a. Aluminum —0.0000128 per SP 
be Steel 2.000006" per® F_ 
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-2- 23.013 (ER-103) 
4n21-55 


APPENDIX A, continued 
9. Sag and tension tabulated data for a given level span, if 


requested in the Schedule of Prices, tabulated as follows: 
Not Requested 


| PREPRET Ss Ton, [WF ioe, | EE 
to] Les 
nga A ea 
( 


Copper equivalent of the complete 
conductor, cir. nils. 


ae of aluminun, 
of 1acs 


there 


expre 


the F 
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TVA 1847A (MAT-3-56) 


WALSH-HEALEY ACT 


The following representations and stipulations pursuant to Public Act No. 846, 7th Congress, are made a part of this 
emtract: 


(A) The Contractor is the manufacturer of or a regular dealer in the materials, supplies, articles or equipment to be 
manufactured or used in the performance of the contract. 


(B) All persons employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or 
equipment used in the performance of the contract will be paid, without subsequent deduction or rebate on any account, not 
less than the minimum wages as determined by the Secretary of Labor to be the prevailing minimum wages for persons employed 
on Similar work or in the particular or similar industries, or groupe of industries currently operating in the locality in 
vhich the materials, supplies, articles, or equipment are to be manufactured or furnished under the contract; PROVIDED, HOW- 


EVER, That this stipulation with respect to minimum wages shall apply only to purchases or contracts relating to such indus- 
tries as have been the subject matter of a determination by the Secretary of Labor. 


(C) No person employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, « 
ment used in the performance of the contract shall be permitted to work in excess of 6 hours in any 


equip- 
ne day or in excess of K 
hours in any one week, unless such person is paid such applicable overtime rate as has been set by the Secretary of Labor: 
PROVIDED, HOWEVER, That the provisions of this stipulation shall not apply to any employer who shall have entered into an 
agreement with his employees pursuant to the provisions of paragraphs 1 or 2 of subsection (B) of section 7 of an act entitled 
‘The Fair Labor Standards Act of 19 provided further that in the case of such an employer, during the life of the agree- 
ment referred to, the applicable overtime rate t by the Secretary of Labor shall be paid for hours ir ess of 12 in any 1 
day or in excess of 56 in any 1 week and if suc vertime is not paid, the employer shall be required to compensate hie 
employees during that week at the applicable overtime rate set by the Secretary of Labor for hours in excess of 6 in any 1 day 
or in excess of 40 in any 1 week. 


r 


(D) No male person under 16 years of age and no female person under 16 years of age and no convict labor will be employed 


by the Contractor in the manufacture or production or furnishing of any of the materials, supplies, articles or equipment 
included in the contract. 


(E) No part of the contract will be performed nor will any of the materials, supplies, articles or equipment to be manu- 
factured or furnished under said contract be manufactured or fabricated in any plants, factories, buildings, or surroundings 
r under working conditions which are unsanitary or hazardous or dangerous to the health and safety of employees engaged in the 
performance of the contract. Compliance with the safety, sanitary, and factory inspection laws of the State in which the work 
or part thereof is to be performed shall be prima facie evidence of compliance with this subsection. 


(F) Any breach or violation of any of the foregoing representations and stipulations shall render the party responsible 


therefor liable to the United States of America for liquidated damages, in addition to damages for any other breach of the 


ntract, in the f $10 per day for each male person under 16 years of age or each female person under 18 year age, 
r each nvict laborer knowingly employed in the performance of the contract, and a sum equal to the amount of any deduction 
rebates, refunds, or underpayment wages due to any employee engaged in the performance of the contract; and, in addition 

the Agency of the United States entering into the contract sha 


l have the right to cancel same and to make open market purchase 

other contracts for the completion of the original contract, charging any additional cost to the original Con- 
of money due to the United States of America by reason of any violation of any of the representations and 

pulations of the contract as set forth herein may be withheld from any amounts due on the contract or may be recovered in a 


uit brought in the name of the United States by the Attorney General thereof. Al! sums withheld or recovered as deductions, 
rebates, refunds, or underpayments of wages shall be held in,a special deposit account and shall be paid, on order of the 


Secretary of Labor, directly to the employees who have been paid less than minimum rates of pay as set forth i~ such contracts 
and on whose account such uns were thh i or recovered: PROVIDED, That no claims by employees for such payments shall be 
entertained unless made within 1 year from the date f actual notice to the Contractor of the withholding or recovery of such 
sums by the United States of America. 


tractor 


(G) The Contractor shall post a copy of the stipulations in a prominent and readily accessible place at the site of the 
ontract work and shall keep such employment records as are require in the regulations under the act available for inspection 
by authorized representatives of the Secretary of Labor. 


(H) The Contractor ie not a person who is ineligible to be awarded Govermment contracts by virtue of sanctions imposed 
pursuant to the provisions of Section 3 of the Act. 


(1) No part of the contract shall be performed and none of the materials, articles, supplies or equiyment manufactured 
or furnished under the contract shall be manufactured or furnished by any person found by the Secretary of Labor to be 
ineligible to be awarded Government contracts pursuant to Section 3 of the Act. 


(J) The foregoing stipulations shall be deemed inoperative if this contract is for a definite amount not in excess of 
$10,000, 


The stipulations above enumerated are not applicable in the following instances: 


(A) Where the contracting officer ie authorized by statute or otherwise to purchase in the open market without advertising 
for proposals; 


(B) Where the contract relates to perishables, including dairy, livestock and nursery products; ("perishables” cover 
Products subject to decay or spoilage and not products canned, salted, smoked, or otherwise preserved); 


(C) Where the contract relates to agricultural or farm products processed for first sale by the original producers; 


(D) Where the contract is by the Se 


retary of Agricultur for the purchase of agricultural commodities or the products 
thereof; 


(E) Where the contract is with a common carrier for carriage of freight or personnel by vessel, airplane, bus, truck, 
express, or railway line, where published tariff rates are in effect; 


(F) Where the contract is for the furnishing of service by rad telephone, telegraph, 


dio, r cable companies, sub 
the Federal Communications Act of 193%. 
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GENERAL CABLE CORPORATION 
' 
1401 Ellsworth Drive 


ATLANTA, GEORGIA 
July 16, 1956 


Tennessee Valley Authority 


320 Lupton Building 
Chattanooga, Tennessee 


Gentlemen: Attn: Mr. Walter W. Cox 
’ 
Subject: REQUISITION 2-11459 - ACSR CABLE 


This has reference to your conversation with Mr. Durwood Sies, 

Vice President of Sies Electric Supply Company, whom you advised 
that contract for ACSR on invitation 2-11459 t&sto be awarded to 
Sies Electric Supply Company on condition that the General Cable 
Corporation, as the Manufacturer, become a party to the bid and 
the resulting contract and subject to approval by the TVA Board. 


Accordingly, the General Cable Corporation joins in the bid of 
Sies Electric Supply Company dated June 20, 1956, and agrees 

that upon an award being made to them there-under the General 
Cable Corpfration shall be fully bound as a party to the resulting 
contract and for the performance thereof. 


Very truly yours, 
s/ Edward J. Harvey 


General Cable Corporation 














956 


ADMINISTERED PRICES 


INVITATION 


A Gestation is requested on the ome listed, subject te the 
condtatons bgrein iene will be received ot this effice uati) ai 
be opemed tad reed in public. eat phys! yr od Dy (he thane mated 
wll be returned unopened te the bidder. 
TENNESSEE VALLEY AUTMOSITY Sy 

9 ARTICLES OR SERVICES 
furnishing, selling, end delivering ACSR Cable 
ia accordance vith TVA Standard Specification 


Mo.23.023 dated April Zl, 1955, and all the te: 
and conditions included in this Invitation to Bid 


Attachments which form part of the Contracts 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 
Guaranteed Data (Append‘x A) 

Walab-Healey Act 

TVA Standard Specification No. 23.013 dated 
April 21, 1955 (on file with supplier) 


ACCEPT. 


Adtopied ce te tems mumbes od 


TEwwEesES VALLEY AUTMDAITY 


Comreai 


VA USE ONL 
1 Gerttty that the articles of 
Services listed shove have bees 
*0heived 18 quéntity and quality Person receiving material 
epbetlied encepe 46 mated 
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the crtictes, ogipment, Leteral or egglies 


ne | 
rep ott Sen gum ebrmeaes at tl 


rail 
tris 
th 
if : 


4 
it 
i 
U 
H 


Catarncwr) represen (1) Get wo one) one ww Re 
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5 re and title of person auther ited t0 wad he 
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EaQab- Algood, Tennessee* 


"Definite shipping instructions will be furnished| later. 


Forty-two reele or approximately 164,640' of 
Item 1 will be required 10/1/56. The balance of 
Item 1 together with Items 2 and 3 will be req 
- ° uniform rate beginning 11/1/56 and complete 
2/1/57. 


954,000 circular mils ACSR conductor cable con- 
sisting of 45 strands of aluminum and 7 etrands 
of steel, Alcoa "Rail" (code word) or eoval, 
fernished 4r eccordance vit TWA Standard Specifi- 
cation No. 23.013 dated April 21, 1955. Ship on | 
reels of approximately 3920 feet. | 


Name of Manufacturer_General Cable Corperatspn 


Point of Manufacture Farlin Ave., St. Louis,|Mo. 
(street) Tcity) Tatate} 


Same as Item 1 except the steel core wire is to 
be treated with No-Qx-Id in addition to galvani 


Name of Manufacturer_General Cable Corporati 












Mo. 


795,000 circular mils ACSR conductor cable con- 
sisting of 26 strande of aluminum and 7 strands 
of eteel furnished in accordance with TVA Stan 
Specification No. 23.013 dated April 21, 1955. 
Ship on reels of approximately 3590 feet. 


ei) 


Name of Manufacturer__General Cable Corporation 


Point of Menufacture Farlin Ave., St. Loui 
Tatreet) Totty) (state 


Same as Item 2 except that the steel core wire 
is to be treated with No-Qx-Id in addition to 
galvaniaing. 


Mo. 








Name of ManufacturerGeneral Cable Corporatio 
Point of Manufacture Farlin Ave., St. Louis 


(street) city) Tstates 


| 
| 


| 
| 
| 


Mo. 


General Sable Corporati yn _ 
moog 


654,640 | foot 
703 736 |/4s. 


654, 640| foot 
6-76 é 
703,93 


1,019, 560) foot 


—_ 


1,019, 560} foot 
° 
l,l 





ADMINISTERED PRICES 





4os 





5,398 lbs. 
Per Lb. 


r 
15,398 lbs. 








Schedule of Prices 


TWA S051 (MAT * SS 
It 


— 





—_s 


oc 
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Name of Manufacturer_General Cable Corporatign | 


Point of Manufacture Farlin Ave., St. Louis, Mo. 
otreet city state) | Per Lb. | 
| v3 


ho eS 
Pane Ris as Ss he 
| QUANTITY ualr uMmIT Paice amounmr 
an Se ee " Tee ees ~ — F om oom e = . 
3 |795,000 circular mils ACSR conductor cable con | 13,800 foot wee? EEF 
sisting of 30 strands of aluminum and 19 strands or er e | } 
| of steel frmished in accordance with TVA Standard 17,043 }bs. | 
Specification No. 23.013 dated April 21, 1955. os | 
in gipdmug lengths of approximately 4600 feet. 4 | 
| 


| | 
3a |Same as Item 3 except that the steel core wire is| 13,800 foot 20 658. 
to be treated with No-Ox-Id in addition to 


galvanizing. 117,043 jos. | | 

Name of Manufacturer_General Cable Corporatign — 
lpoant of Manufacture Farlin Ave., St. Louis, Mo. | 

street city state ¥ 

Total | 

NOTE: yee & /80 


The cable listed as Item 3 is for a special river 
cross‘ne and definite minimm lengths will be k 
given later. 

NOTE reference to national price in the following revised clause. | 
ZONE PRICES. Are prices quoted zone or national prices? (yes no). If| prices 
quoted are zone prices, no adjustment will be mada of price pr freight chargep when dest}- 
nation is changed from that originally specified ess the destination ip in # dif- 
ferent zone from that first named. TVA considers ja natio price be a sobe price fo: 
the purposes of thie clause. If shipment is on ivernment till of jading, traneportati 
charges and tax to actual destination will be deducted from iinvoiceg. If bidder's answe 
ie affirmative the General Condition CHANGSS IN IGHT RA becomes inepplifable to 
thie purchase. NOTE: If prices quoted are zone prices, gi zone gumber and! geographic 
boundary of the zone in which each destination is |located. 






















General Cable Corporation 
. siopen ae Schedule of Prices TVA S04) (MAT+7-85) 
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TELEGRAM 


WEI CKN URTUN 


WeSkERIW UIE 
TELEGRAM 


witaviF 


TELEGRAM 


7 ow me meet 


ADMINISTERED PRICES 


WU161 PD AR 

WUX NEWORLEANS LA JUN 2/ 20 1141 AMC 
TENN VALLEY AUTHORITY 
DIV OF MATERIALS 
REs TENNESSEE VALLEY AUTHORITY INVITATION NO 2-11459 PLS 
DELETE IN ITS ENTIRETY OUR ATTACHMENT "A* TO OUR QUOTATION 
ON INVITATION NO 2-11459~. OUR CONFIRMING LETTER ON THIS 
DELETION WILL FOLLOW THIS WIRE AND BOTH SHOULD BE 
CONSIDERED A PART OF OUR ORIGINAL QUOTATION. OUR ATTACHMENT 
"A" SHALL NO LONGER BE CONSIDERED A PART OF OUR QUOTATION. 
AN AMENDMENT ALSO SHOULD BE MADE IN REGARD TO PAGE THREE 
ZONE PRICE CLAUSE STATEMENT. OUR AFFIRMATIVE ANSWER TO THE 
STATEMENT SHOULD 3E SUBSTITUTED FOR THE NEGATIVE ANSWER 
OF JUNE 19, 1956 STATEMENT. THE GEOGRAPHICAL BOUNDARIFS 
FOR OUR NATIONAL PRICES ARE THE GEOGRAPHICAL LIMITS OF THE 
UNITED STATES 
T W CHAMBERLAIN, ASST MGR SALES OPERATIONS KAISER ALUM & CHEM 
SALES INC 919 N MICHIGAN AVE CHICAGO ILL. 


JUN 2 0 1956 
RECD 161 DP 


HAVE SOME FOR U PLS 





Date 


Acct Me 
Budget No 
Project 


— << 
INVITAT 


A quatatio 
conditions 
a 

be opened 
will be ret 


TENNESS 


nls 
Furnish 
in accc 
Wo. 23.6 
and cot 


ACCE 
Accept 


Total 


TVA 











ADMINISTERED PRICES 


VALLEY AUTHORITY 
DIVISION OF MATERIALS 


Date Juna 7, 1956 mist 
pect Me. Db 2IBAeVG7 


Chattanooga, Tennessee 


6907 


Gre! a 


) —— 





tudget No. Comatr, PhelO19.) INVITATION, BID, AND ACCEPTANCE 


Project Gallatin-Rockwood 15/-kv TL 


INVITATION 
A quotation le requested on the Meme listed, subject te the 
conditions hgr+in Quotations will be received at this office umil 






be opened and read in public 
will be returned unopened to the bidder 


TENNESSEE VALLEY AUTHORITY ay Wal ter oe 


ARTICLES OR SERVICES 





a See ee  iiieceeininkes 
Furnishing, selling, and delivering ACSR Cable 


in accordance with TVA Standard Specification 
No.23.013 dated April 21, 1955, and all the terms 
and conditions included in this Invitation to Bid 


Attachments which form part of the Contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 

Guaranteed Data (Append‘x A) 

Waleb-Healey Act 

TVA Standard Specification No. 23.013 dated 
April Zl, 1955 (on file with supplier) 


TVA RESERVES THE RIGHT TO INCREASE OR DECREASE Tii] 
QANTITIES STATED UP TO 15% ON OR BEFORE THE DATE) 
OF FINAL SHIPMENT WITHOUT INCREASE IN THE UNIT 
PRICES QUOTED OR ISSUANCE OF CHANGE OF ORDER. 


ACCEPTANCE 


Accepted as to tems mumbered 


TENNESSEE VALLEY AUTHORITY 


BID Date Jame 19, 1956 

ja compliance with the lmvitation for bide and oubject © al] Ge eel ae 
undersigned offers amd agrees if this bid be sccepned withis Gaye (00 aay 
anlece otherwise saved) from the dase of (he apening. w fernish cay or oi) of Geo ieeree 
poe which prices ere quoted, ai the price set opposite each inom 9 
Discounts will be allowed for payments as follows 10 calendar Gayo, er camk 
20 calendar days, _ percent; 30 calendar deys. ©  percem. Unless otherwise 


qal ified by the bidder on this form (i) @iscousss will be deduceed from the gross cos 
| tract price; aad (2) ttme in comnection with discounts offered will be computed from dap 


of dativery of the supplies at Geetination. or from dam of receige af correct bill prop 
erly certified. whichever date is later 


‘The bidder euntes: 
‘That che aggragste cumber of empicyecs of the bidder and ep affllinuss 1s (300 
more_BB ) (ees than 500) ("Affilinte” menne all corporations, divisions. « 


other buetnese enlts jotm wit. bidder under ¢ single ownerumtp ) 

Test his employment practices (> _) (> moc ) discriminate again os 
employes or applicam: for empicymem because of race creed, calor er ations 
origts 


Compiets only when the aggregate amount of bid te $10,000 or more 
That he ts Jie mamsfacturer of the articies, eqiipment, material or suppl! 
quoted upee berets 
Test be to _s regular Gesler in, cad mainmine « stock toc sale w Ge gener 
public of articles, equipment. materials or supplies of the gumera! characesr af Ge 
or those upon which be bids herete 


Complete only when (a) the aggregste amount of bid lo response tw advertising ie $25, 00 
or more, or (>) the aggregate amoum of bid ons aagotiated purchase io more thie 
$1, Coo: 
‘The bidder (or Contractor) represents. (a) het he @ee___) Gms oot) ont 
ployed or retained amy company or person /Gcher than 4 full-time bone fide em: 
ployee solely for the bidder (or Contractor ]) we soliett or secure this cof 
tract; and @) that he (as _) (has not 2 ) paid or agreed w pay any company 
working salaly for Che bickity 
(or Contractors) say fee, commission, peroamtnge or brokerage fee, contingns 
poe or resulting from the sward of this comsremt, and agrese to feratsh mforma 
om relating here 9 requested by the contracting officer 


_ KAISER ALMUIVUM & CHEMICAL SALES, INC. 
Bidder 

91g NORTH MICHIGAN AVENUE 
Tiven or YY =< = 


GaIcago 11, ILLINOIS 


City agg State aoe . 
By "fw 


~ Figuature and title of person pu 
Cofidigh to = RSET VALLEY AUTHO 


Mark Comtrect 
For 
Attn 


~ Well Inveles is DUPLICATE to TENNESSEE VALLEY AUTHORITY, 





Wrclses mont chew contract samber, discouat © 
Geverignton af articioor service quemity ane pr: 
bee certified as toliews 


ms of poyrmcst applicsllc, Som womber 
a1 emma and the 9+ aimed metas mem 














| cortidy that the shove Will (s correct cad fest ond that peymest thereon tne ant beee received 
Total $ By ———eE 
Rn eae ee Tale __ — 
TVA USE ONLY Date Material Rece e Charges Paid § Colles § 
| certuly that the articles or 
services listed above have been salience iil ili ‘ = ———_—_prurctace Com ~— + 
received in quantity and quality PeFeom Fecelving material | Truck | Common Carrier Cash Discoum-ce| 


— except as noted 


jemtcr| TVA 
ae. Wo 
TVA 090 (MAT ¢. 56) 4 


Approved ee reported above I 


Peatn fies Expfaaer Fri] Air [Por Piicarrier's Charges 
— se ee 


| iI Total Coat 
—wl 4 jt a) aad 
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No. 21459 
Page No.2 


E.Q.B. Algood, Tennessee* 
Thies tian 
"Definite shipping instructions will be furnished|later. eati eur 4t 


Forty-two reels or approximately 164,640' of 
Item 1 will be required 10/1/56. The balance of 
Item 1 together with Items 2 and 3 will be 


at a uniform rate beginning 11/1/56 and complete 
2/i/57. 


954,000 circular mils ACSR conductor cable con 654, foot 

eloting of 45 strands of aluminum and 7 strands 703,738 | Les. 
of steel, Alcoa "Rail" (code word) or enval, 

furnished ir eecordance with TVA Standard Specifi-~ 

cation No. 23,013 dated April 21, 1955. Ship on 

reels of approximately 3920 feet. 


Name of Manufacturer KAISER ALUMINUMACMRAICAL C 











Point of Manufacture NMMARK, OHIO 
(street) Tcity) atate) 
Same as Item 1 except the steel core wire is to 


654,640 | foot 
be treated with No-Ox-Id in addition to galvani 


6-703,738| Los. 
Name of Manufacturer. 


Point of Manufacture HpuAaL, pe oy 
etree city 8 


795,000 circular mils ACSR conductor cable con 
sisting of 26 strands of aluminum and 7 strands 
of steel furnished in accordance with TVA Stan 
Specification No. 23,013 dated April 21, 1955. 
Ship on reels of approximately 3590 feet. 


Name of Manufacturer_KAISER MLUMIMIM & GNMICAL 4OaP. 


Point of ounces | 
stree city 3 


Same as Item 2 except that the steel core wire 
is to be treated with No-Qx-Id in addition to 
galvanising. 





1,019, 560} foot 
1,115, 399) Lbe. 0 


yogi AS 
115,399| los. [$0.3380 373,058.07 








KAISER ALUMIMUM & CHEMICAL SALES, INC. 
; . 7 — <p ci Schedule of Prices TVA 9081 (MAT+7-55) 











ADMINISTERED PRICES 6909 





No. 2-459 
“6 Page No.3 re 


= [esamere [ oor | orem] — eee 


3 |795,000 circular mils ACSR conductor cate com | 13,800 | foot ot 
sisting of 30 strands of aluminum and 19 strands | } Los. . 2 
of steel frrmished in accordance with TVA Standard tas 00.3300 | 05658 
Specification No. 23.013 dated April 21, 1955. p 
in mioigug lengths of approximately 4600 feet. 


Name of Manufacturer KAISER ALUMIMUM & CHEMICAL 








Point of Manufacture, mBiARK, OHIO 


Tatreet) Tcity) Tstate) 


3a |Same as Item 3 except that the steel core wire is| 13,800 foot 


to be treated with No-Ox-Id in addition to 7" 
galvanizing. 17,043 lee. 00.33 | $5658 


Name of Manufacturer KAISER AWMAMM & GHBUIGA CORP. 
Point of Manufacture ameahes a \ 
street city state 


Total I 1, 2,43 
Bc la, ts & 3a 636,181. 3 


(Ma + 


The cable listed as Item 3 is for a special river | 
crossine and definite minimm lengths will be 
given later. 



















NOTf reference to national price in the following |revised c 
ZONE PRICES. Are prices quoted tone or national 
quoted are sone prices, no adjustment will be 

nation is changed from that originally specified 
ferent zone from that first named. TVA considers 
the purposes of thie clause. If shipment is on 
charges and tax to actual destination will be de 
is affirmative the General Condition CHANGES IN 
this purchase. NOTTS: If prices quoted.are tone 
boundary of the zone in which each destination is 











| 
Re a ae ha ee 6 eS | , 


KaISBR ALUMINUM & CHEMICAL SALES, IMG, 
— Schedule of Prices TVS MOST (MAT 7-55) 


$5621 O—60—pt. 13———16 
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ee eae cat OR 


Office Memorandum + onirep states GOVERNMENT 


DATE: April 1 
to 0; ~=« Walter W. Cox, 320 Lupton Building 9 198 


mom ; &. M. Milton, 545 Power Building 


suaject:  RBQUISTEION 2-96542 - STATION SERVICE TRANSFOMER 
YOR MONTEREY PRIMARY SUROTAT ION 


Returned are all bids sutaitted on the above requisition. 


Sa kryne tnd fit. All bidders quote a price of 
$1,976.10 on acceptable equipment. 


Delivery be made when desired, but not later than 


Jane 1, 1958. 

see . ~~ 
FLS:MA 
Attachments 


cc: H. F. Comden, 81% Power 
K. B. Mapgood, 504 Power 
H. 0. Marphy, 202 Tittle 
545 Power 


forwd a ae pe ake 
aslarer for 0 thee fo sss: 


/ 


an 0 1958 





ADMINISTERED ' PRICES 





bee March 25, 2958 Tuatgeeen ov morons we, 58P 2-96 52 
Chattanooga, Tennessee a 
Acet. Me - Tel. AMherst 5-3551 Consrect Sere—ADril 11,1958 
Seige: ta. INVITATION, BID, AND ACCEPTANCE 49 
Projo Monterey Primary Subst. 
INVITATION BD 
Aeon © repeat Ge tome tent eters | Reteeme conten _ 9415 tw April 3.1956 
= et ba comvtamee wi Go renin te tt, ent est fl Go eens Gest to 
= cw aunt ell b oumesepaste asians. ” ee eee oe meen apes on ae 


TMOCMSRS VALLSY atucarTY, ® Walter W. Cox RoE a ew ee (2 eet see 


ATOR Ol BREN eet 


rena erty a bl) property oereiied, ticket oo Pe 
Furnishing, selling, and delivering | © oo femme a? payment: Net Cash 30 Days 
in accordance ‘That be 0__, 9 om_X, 6 omall tustmes concern. (or Gio purposes, 0 omell hnethete om- 
with all the terms conditions Se ee ee =) 

— - mrt? 60 4 aki d) Teen CRICK aed 
included in this invitation to bid. ‘Aaminiatretion. bun Coto of Pesoent Tee i Chap 8, Pt 18. 3 Pt. tg. 
Attachments which form part of contract:| sume. SL ee a ~ Bhp oqpecnem — oes 

cian sb Gennen cunserestion released ammpereenal cervieey oumrtete, the preceding evctae: ws ne nplictite 

si 5 (mployment prestions @__. 

Spe: 1al tions a ao ———— Err 

General Conditions (forms 9660 and 5052 Gare oy tn aren om due HAe See) 

NOTE: Supply R. M. Milton, 545 Powe ko meiner erecta: cBApmem mmariel o auygiies Go GN 
: PP. oe , r ‘Thest ko to” 6 regusec Gealer ta amd madmanind 6 pumch ter sale co the gamer. pulse co 

Bullding, Chattanooga, Tennessee, e@igh4 cqupmen, meteriales or myyiice of the gunseal cnrester of thet or these wes whieh be bite tom. 

copies of nameplate mi@ outline Semple cay cam 0) tocapragen ememctildtn supasete ebmetsig 0 W.CE0 ee eam, 

drawing of transformer. Dy es ng egeee Kem of Bel aoe eageciated prrdines mere din fH 

‘Tas (a) be hes___ Res aet_y employed ox reutesd any company cr fn ty 

Ae ee Si Sep ars cag wen y few ee IebeER or fw Ont bol er meee Sat 

ccanpest; cant (>) be Rea. eS ee oe Sadao 

Selo AA Sie Roe A cap hoyE wart tag OaLAey IEE 

RCI SG or ME gE AS STEER ApS Te Se 

Cowser 10-B ee ———— 
PAO 

TB Allis-Chalmgers Mfg. Compan: 

Hicks 624 Hamilton National Bank Buildin 


Teasley 2 





B141312 (44) s ren Bobert D 4 pag: 
ACCEPTANG Consign to- TENNESSEE VALLSY AUTMORITY 
Accepted enly as te: Item 1. 630 Concord Street 
Sip by prepaid motor freight. ville, Tennessee 
Mar 1 Coutrem — 58P2-96542 
fee: Monterey Primary Substation 
am. R. L. Bounds 
aA Al 7 aM oe med 03) 1 Da | 
3 — ; Power Accounting Office, Chattanoo Tenn. 
April 28, 1958 
——- = TEWMRSSRS VALLEY AUTHORITY | 1, cu anew cnmsnet somber, Gisceust or mews of payment epglioatic, Bem 
¢_1,976.10 oy ‘0 amber, dosertptian of ervinte or sorvies, Gummy GR ries, umd wren! econ 
ane Caner wet arvice’s Chacges: Paid § = Gelle 8 





SS eee <a 
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at Transformer, distribution type, oil filled, 
a outdoor, single phase, 60 cycle, cbnventional, 
io 100 kva, 14,400-120/2,0 volte with full capacity 
net tape at 13,800-13,200-12,870 and reduced capacity 
time at 12,540 volts. This transformer is to be 
eo equipped with two cover bushings on the high 
side and is to be supplied with crossara 
It shall be equipped with standard 
- 
ake 
Bag, 
ony 
vo 
ont 
‘ihe 
eet 
PRICES. Are prices quoted sone or national 
-_ are sone prices, no adjustment will be mad 
—“ 
oe 
a. 
cit 
“a 
> 
> 
a 
ee on 
a 
2. 





= ee Schedule of Prices TVA met Gare 


$ 








ADMINISTERED PRICES 


made by TVA, unlese TVA has 
Inspection by TVA shall not 
furnish materials or equipment which comply 


ers eta ieteei 
specifications, Gate questionnaires if 
requirement may not be considered. 


Patents. 


TVA eo far as it is based on the clais th 
nished under thie contract or TVA's use of such 


H. 0. Murphy, TVA, 202 Tittle Building, Chat’ 


TVA Inepector at your Plant 


Schedule of Prices 





TVA 6001 HAT OSS) 


SOREN RITE 











ADMINISTERED PRICES 


TVA F 52 (MAT-1-67) 


GENERAL CONDITIONS 


aaa cs Ra ea ct mw 


We sar - repairs ‘ait ees, 
fia eee 
Seg ete ec baa te 


TVA reserves the 
to the Contractor. A 









for each item. 


(Continued on back of page) 


Give consideration to that fecter in maki award. TVA eens st 
Scontition of award to other than ouch’ manufacturer, proseser - 
SS ee SS Se eee. , or a regular desler be 
made © party to the contrast. 


fl 
fie 
ih 


f 
ie 


workmanship; thet they are and adequate for the 
2a pene cates ae <7 were sroving Colexiive Govas 
oat outs. the sontrest oP convenes UO article 
on Seralebed. 8 le ast to be Geamed somsed b7 aomll  hes 

such couanenep tants, sromces, . Asseney shiek 

- meroumder any J ls aot 

Rrncee puree ne eet aie 
by TVA. ee 
pRB. Nh any and all deena ate 
aad encumbrances, and that he will the title thereto. 
Seeks eres fas Sera ase Ost 
oer. — of pies oo prosseds 
. oo: — was 
then releetion Se eens Tate IES 
then eS ae i} mot be made 
reason, but this not be construed as an of time for per. 
formance of the contract or as a waiver of Re 
jeg trem detag to perdermance ov from, cag cate shall give 
SOW Te ces eaecerseten rome 
Sowalver of any of TVA’ ‘ander thie contremt. 


So 
= 


ATA 


it to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
ys complete columns 1 thru 5, unless otherwise stated on the schedule. 


For Detivery 


Chattanooga 





“If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
— 


35621 O-—60—pt. 13——-18 
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TENNESSEE VALLEY AUTHORITY 
bee March 25, 1958 ccsmNeaipCN Ss No. —_2-96542 
Chattanooga, Tennessee 
cet. wo. Ph~-F2—lbbB9-3e309) Tel. AMherst 5-3551 Contract Date 
Budge no, Constrs PA-1113.) INVITATION, BID, AND ACCEPTANCE 
Preyer Monterey Primary Subst. 
INVITATION BID 
A qomtion Bi DUPLICATE 1 reqsneted on te tems lewd, cubjost Reference mmber___ 356-1 -6087 __ oars /7/58 
ng ta complince wih tvason fx bide cod exist © al te conens Gavect, Go eter 
22 Se ee Ct eeeladlailelabah adenine 
(8et opposite 

TENNESSEE VALLBY AUTHORITY Discounts will be allowed for payments as follows: 10 calendar dey, _ percent; 30 calentyr 
a _——— = on this form sent ein Se trom the gross cuatrect price; haan 
Jac. _ en tian eh Seceunan clteyed waliho compound fom Game of Galtveny of eo exgpliee ot Gootinaten er 
Purnishing, selling, and delivering ree att ae pete cee aan 

‘ ° ms ‘The bidder represents: 

accordance | thar be is, ts not_X, oomall business concern. (Por this purpose, « emall business cm: 

witt. ays the terms and conditions carn is one which (1) is not dominant in ite field of operation and, With ite effilistes, employ 
inciuded in this invitation to bid. ‘ewer than $00 employees, or (2) ts certified as « smal) business concern by the Small Busten 


Attachments which form part of contract: contracts, if bidder le « sonmemtscturer, he also Tepreeents that the products w be furnished 


Schedule of Prices 
‘That hie eo _,@ @iecriminace 

Spe: ial Conditions Sst 

General Conditions (forms 9660 and 5052] (compiew caly whes the aggregate emount of bid is $10,000 or more:) 

That be ie a masufscmirer of the articles, equipment, material or supplice quoted upon berets. 

‘That bets _« regular dealer in, and maintains « stock for sale w the general public of articles, 

eqipmeat, materials or suppl ee of the general cha racter of that or those upos which he bids berets 


(Complete only when (a) the aggregate amount of bid in response w advertising ie $25,000 or more 
or (>) the aggregate emount of bid on « negotiated purchase is more thas $1, 000:) 
‘That (e) he hes__, bas oct__, employed or remined any company or Qeer thane hall- 


General Electric Comp 
treet or 


832 Georgia Avenue 





ACCEPTANCE Consign to- TENNESSEE VALLEY AUTHORITY 
Accepted only as to: 
| 


e | en 


Atta 


| Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 









Contract Performance Date 


TENNESSEE VALLEY AUTHORITY | ivoices must show contract aumber, discount ot terme of payment applicable, tm 


qumber, deecr tption of article of service, quantity. apes. ta and wral amount 






TVA USE ONLY 
I certify that the articles or 


leted above have been “Seca Tee 
wantity and quality erson receiving material 
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Transformer, distribution type, oil filled, 
outdoor, single phase, 60 cycle, obnventionl, 
100 kva, 14,400-120/240 volte with full capacity 
tape at 13,800-13,200-12,870 and reduced capacity 
at 12,540 volte. This transformer is to be 
equipped with two cover bus! om the high 
voltage side and is to be ed with crossara 
It shall be equipped with standard 


Mame of Mamfacturer_Generel Rlectric (Cat .f7O0LAR20e 









bidder's answer is affirmative the Genera) Condi 
inapplicable to this purchase. MOTE: If prices 











Delivery. Delivery is required Jume 1, 1956. B4 









Materials 





communications relative thereto, and copies o 
irial or equipment orders, and stock material 11 
be directed to bia. 





Iuthority, Mattanc , Teanecses, vill represeat 
rements of thie contract. Communications 
shop inagpeetion end testing should be di 












—Geperel Electric Company Schedule of Prices neil: 








aan es 


At 


iy°jz Satta B14 cates 





aj. ds €; 
sf se 
lial i. Ae 
> s 

vial Aes 
3 shige . ‘* 
iyi 

Z oe 

ee 

2 dhyehety : 

fe pai + 

= geSvjge - 

: ETL 

= sate E 


ieceunte 
the fi 
Ghipmente within one year. 
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~~) 
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Tmomesss VALLEY AUTROAISY? | 3iWAL— 


ase. Chattanooga, Tennes Tennessbadide: Nee ay 
Acct, Me. = Tel. AMherst 5-3551 Contract Date 
petget We. Conmtre PA-1113.) INVITATION, BID, AND ACCEPTANCE 
hed proj Monterey Primary Subset. 
y INVITATION I 
A qpomtion ws regard a to tee ems, epost Reterence mmber 0-20. tae __ 41-58 
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ADMINISTERED PRICES 


EnQeB- 630 Concord Street, Knoxville, Tennessee 


Transformer, distribution type, oil filled, 
outdoor, single phase, 60 cycle, cbnventional, 
100 kva, 14,400-120/240 volts with full capacity 
tape at 13,600-13,200-12,870 and reduced capacity 
at 12,540 volts. This transformer is to be 
equipped with two cover bushings on the high 
voltage side and is to be supplied with crossarm 


boundary 
any common carrier delivery east of the eastern 
Montana, Colorado, Wyoming or New Mexico. 
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ADMINISTERED PRICES 


F.0.B. 630 Concord Street, Knoxville, Tennessee 


Transformer, distribution type, oil filled, 
outdoor, single phase, 60 cycle, conventional, 
100 kva, 14,400-120/240 volte with full capacity 
tape at 13,800-13,200-12,870 and reduced capacity 
at 12,540 volte. This transformer is to be 
equipped with two cover bushings on the high 
voltage side and is to be supplied with crossarm 
type hangers. It shall be equipped with standard 
NEMA accessories. 
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@ different tone from that first nemed. TVA cons 
price for the purposes of this clause. If 


inapplicable to this purchase. MOTB: If prices 
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01 » Chattancoga, Tennessee, will represent 
rements of this contract. Communications 
han shop inapection and testing should be direc 





ADMINISTERED PRICES 
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ADMINISTERED PRICES 


E.QeB- 630 Concord Street, Knoxville, Tennessee 


Transformer, distribution type, oil filled, 
outdoor, single phase, 60 cycle, cbnventionl, 
100 kva, 14,400~120/240 volte with full capacity 
tape at 13,600-13,200-12,870 and reduced capacity 
at 12,540 volte. This transformer is to be 
equipped with two eover bus on the high 
voltage side and is to be su e4 with crossara 
type hangers. It shall be equipped with standard 
WEMA accessories. 
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ADMINISTERED PRICES 


F,0.B. 630 Concord Street, Knoxville, Tennessee 


Transformer, distribution type, oil filled, 
outdoor, single phase, 60 cycle, conventional, 
100 kva, 14,400-120/240 volte with full capacity 
tape at 13,800-13,200-12,870 and reduced capacity 
at 12,540 volts. This transformer is to be 
equipped with two cover bushings on the high 
voltage side and is to be supplied with crossarm 
type hangers. It shall be equipped with standard 
NEMA accessories. Type HEK, dimensional print 


ei een eK Bectric Corpo 
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inapplicable to this purchase. NOTE: If prices 
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directed to hia. 


. 
echnical tineer. ‘The Director, Power Engineer ip 
Autho » & pooga, Tennessee, will represent 
quirements of this contract. Communications 
p shop inspection and testing should be direc 


Schedule of Prices TVA s051 GSAT NED) 


’ 





ADMINISTERED PRICES 6953 


Bastern Zone Delivery is defined as delivery to any common carrier delivery point 
in the U.S.A. Bast of the Eastern Boundaries of the States of Montana, Wyoming 
and Colorado and Bast of and including the following Counties in Mew Mexico - - 
Union, Harding, Quay, Guadalupe, Curry, DeBaca, Roosevel, Lincoln, Chaves, Lea, 
Eddy, Otero and Dona Ana. 
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Chattanooga, Tennessee 
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F.0.B. 630 Concord Street, Knoxville, Tennessee 


soe 

; Transformer, distribution type, oil filled, 

; outdoor, single phase, 60 cycle, conventional, 

) 100 kva, 14,400-120/24,0 volts with full capacity 
. 


taps at 13,800-13,200-12,870 and reduced capacity 
at 12,540 volte. This transformer is to be 
equipped with two cover bushings on the high 
voltage side and is to be supplied with crossarm 
type hangers. It shall be equipped with standard 
NEMA accessories. 






der date. 


Ss vwwe 


Name of Manufacturer Westinchcuse giectr 0 


Point of Mamfa-ture Sharon, Pennsylvania 


NOTE reference to national price in the following 
ZOMB PRICES. Are prices quoted zone or national 
quoted are zone rices, no adjustment will be 
destination is 4 from that originally spect 
@ different tone from that first named. TVA cons: 
Price for the purposes of thie -lauce. If ship 
transportation charges and tax to actual destinat 
bidder's answer is affirmative the General Condi ¢: 
inapplicable tc this purchase. NOTE: If pricee 4 
number and geographical boundary of the zone in 


Zastern Zone 





SPECIAL CCNDI 


De:tvery. Delivery ie required June 1, 1958. Bid 0 atet delivery] will be 
considered in relation to the proteble added coet 


terials Engineer. The Head Materiale Engineer, thority,| Knoxville, 
sennessee, will represent TVA in the irspe*ticn off shop worl and witnessing of shop tests. 

> cCmmunications relative thereto, and copies «ff reports df tests|and analypes, mate- 

rial or equipment orders, and stock material liet@ required fy the fpecifications should 
directed to hina. 


technical Engineer. The Director, Power Bngireert: n, Tennespee Valley 
Authority, Chattanooga, Tennessee, will represent nt of the technic 

quirements of thin contract. Cvmmunicatiors re Ll techgical matters other 
han sbop inspection and testing should be direc 


Westirehouse Electric Corporat 
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Abd heavy Mebdrwns hes vn lile _ 4.00 Joo, 000 . o-e 
a ban Ay inte Pes files @ bb Biot. ae on) 2-74 I 1201, 000. 060 

. Corombar| prone él Ai Are ; | 3.05 41S, 090.6% 
a. ihn N. Ga Dthengen %. erete s SS J4o0 _1026,000.69 
tMnsseraad:tithas ies de fila — 4 Jt5 115,000. 69 


Brarvfeclivarde: Je a Fe gued Ivor filers = G ench 
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ee a 


Office Memorandum * UNITED STATES GOVERNMENT 


ears Getebe 5, .2% 
To 1 Pes Mabey Ulrecter, Bivighen ef Usteriase, laptes Bailding. 
he’ \ane @7 
raow =: . @ Regedale (Ganrteuetios Piast Eagisesr, 4!’ WB. Leesviinx 


susjecTt. <@ (2OUDeTIOe FOR GRD-FRTAD GaSe 8 Ge WILE WG - 
RY s'TOS WD. 87 ones 


(teur 8. 8. Jagrest. 


+ aed are opie of tide wesad ved fer the ahove-qened mtarisi 
- “oe Peviewsd the cide, anaiyued and eumpared the angiaceriag 
‘eotines of the wterial offered and cobuit the following “epee. 


~« wabere are icted below, arvanged ccoow ing “« act pri 1 
‘+ *@ iti! @heerumte Ge@seted. 11) of the ti dere alco o 
t.. ewar of Of per warwel, ia i* Gaye. 


Te... «TOS 1] ms ae 

et ee ee Se oe 
4. "mueTe IT. ®& e 

4. "Wace 17 2. TIBI 

a "wes TTR ie THB UD 
4. "ERnate TY Me. CORB 1 


3 9-8t 


. Agen Wt Senet Me, 5.09 Saab a” 


e.rern prive ap GeBebe - @).7lies per varvd. 
“ely .%:.08 sepwele (total) offered by Giese Mader. 





ADMINISTERED PRICES 


~ . 


( Mfwe Memorandum * UNITED STATES GOVERNMENT 
- ~b 


nate: Gotshar 3, lPsé 
Tt . Mes. Pabeagr 


Tey) xX “egwaleio 


wrect > TNOO6TSS FR BRD CORED Gee? RR We Wee ie 
oy 7.8 @&, NRetie 


. rommandet heh the eunre be apis mo mee. aoeet 
- she wef weg te peeliiewkiens, ani TA, Tem ia, 
ot Sale. 


+ Portland Cones . ae ‘ype Uf Pertient 
ay a wpe. SO aero, Tepe , 


eens @ 


Lins “ey Sertlend tomet eye, 106,009 were, type TZ Portia 
oer 6 § W/eerra 


ding wane eee Smpesy. MOV wewedio, type [1 Rerthens 


mer @ § 


1. 20 te, en of 9908, 052.06, f.0-8. auaineteress' glaste. 
' t 1e-ent of LM per Gappel tp 15 Gye whl be olde. Seeptence 
‘ mr fren Goweber bp 


+ > equates toe Qpeel festive qwourteg the geberhdl of “ered 
oo 24's toad tre tn eouprd afith Ge Anthesttety napismate. 


1 eo 20 af Qe tert chee)s bo emépcted & éentheion. 
tone ‘thee, Prewet banger, 16 
icf Echo us ebshnioteriog the 
Bere A 
=—s 7 
cme Me 


SAE 
over, 








A meteettve 6 ie requemed 00 the Home lined, culjest po the 
ow will be recatved pt this office matt nue 
Baer rete a be 
_widd be retarned enepened to the bidder. e 

“TEMNEOOES VALLEY AUTMORITY By M. H. 


ARTICLES OR SEAVICES 


Furnishing, selling, and delivering Portland 
Cement for New Wilson Lock in accordance with 
“all the terms ané conditions included in this 
"Invitation to Bid. 


Ee SS' 


Attachments which form part of the Contract: 


Schedule of Prices 
Special Conditions ane 
General Conditions (forma 9660 and $032) . 
Waleh-Healey Act 

TVA RESERVES THE RIGHT TO INCREASE OR DECREASE 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE 
DATE OF FINAL SHIPMENT WITHOUT INCREASE. IN THE 
UNIT PRICES QUOTED OR ISSUANCE OF CHANGE OF ORD 


TVA ie building @ spur track to its jobsi 
which will be served by the LAN Railroat. 
The Railroed will operate over TVA's trac 
which Will be within the switching limits 
of Florence, Alabama, but LAN expects to 
receive a line haul whenever rates are 


co 2 0t nsces ATTACHED QUOTATION 12 
McMahan 4 = Mies Shea INCLUDED AND MADE A P. 
WLPAO Ragsdale 2 OF THIS BID. ‘De.nte! p 
George ™— telegram cetet _> 5 
BU%1751(01) PAB 


OCEPTANC! 

Accepted as to tome mumbored __ADDTOXBOt@sY 20% 
barrels on Schedule 1A. 

Your letter of October 1, 1956, an’ telez-am 
of Oct. 15, 1956 are made a part of tye ave%. 
Ghip as requested, on Government Rill >f Leading 
to be furnished later. (By railroed «ar, 


“Plus possible 15% increase, if required. 





or terme of peymamt on mee 

Approx. TENNESSEE VALLEY AUTMOAITY SSL ay eerie iene | 

Total & * $300 000.00 By at 1 eeeety eet ae eee nt Stee canneden tno ont tase rossi 
Fosttociag OWla — Per ‘Tete. — 

uA WSS Ont. " epics ses Carrier's Charges: Paid $  Colleet § | 

A steandro he gd ena nr 

Leted above have been 

Se noe [ oe eee eee 

SP eE Mod enc epe bs bated, TVA : . J 

Ravmoureag. | aaa Id 


THOneeeon oF MATES 


Chattanooga, Tennessee 
INVITATION, BID, AND ACCEPTANCE p 





ADMINISTERED PRICES 


we. 57_57=36562 -) 


ms October 25, 1956 


Contract Date 


Wid fhe evinatios for Bien aud wale we 8L) Bs cette Areal 
pT en tS 7 
AMEE SMIMET) Prom FeO he Ope relate 


vara 
thieh prices are qpoted, ui the price set cach eo r 
will be allowed fer puymence os fellows: catautar ange, 1047 Saeet 
Reteioten, ac, sm © etna Ov", 
pel fla ay es: ae thie form: (i) Giecsnate 
(ree priew amd (T) sme in ommemotbem wth hanno 


ke eta Ao 
‘That the aggregate meade: of employees of (hs bidder wet ite aff me 0 (Ow 
ieee then $00__). (“Afflitese” menses all corporations, G@ivisien, « 


ain 
te 
i! 


nil 
' 
| 
E 
: 
: 
! 


‘i 
i 
4 
| 


amower of 46 im reepuane © etvertiotey fib 
te agyregnse neem wf bed om 6 mepethete fr te Sore 


0 

‘The btditer (er Ouurrecter) reprecemss (4) teat be Quis wa) 
phoyed o: remined say company oc porwor behas when» hh 
ployee te ome ox em 


f 
ef 
| 


Pes seme 


: asd Feast Renan Bales er. ed 


Consign t0- TENNESSEE VALLEY AUTHORITY, 


Florence. Alabama. for afit~h delivery on the 
dcvett? spur t-ack being built by TVA. 
Mart: Comeaes 57157. 36562--1 
fee Wilson Lock 
ame, Chief Storekeeper 
hail ft Bt ICATE te [NNESSER V av md ; 
Wiceoa Lock Prc ject Ascounting Office, 


tf os 





tel were memes 


Cini =< 





rene 








rer 


BR 


Ee | 


a 
= 


ised 


af 


tok 


1. Helese st é 


* Ore 


LLU Eth 


ADMINISTERED PRICES 


.0.B. Railroad cars, Florence, Alabama, LAN del: 
To be shipped in Coveref Hopper Bottom © 


a4 Cement, in accordance with ASTM Specifi- 
et setens designation C-150-55, Type Il, Bulk Cemen’ 


of Manufacturer 


Point of Manufacture 
street ¢c 


SCHEDULE IA - Alternate 
:0.B. Your plant located at 


Cover 


ortlent Cement, in aachrdance with ASTM Bpecifi- 
pations designation C-150-55, Type II, Bulk Cement 


of Manufacturer Alpha Portland Cemen* Com 
SCHRDULE II _- Alternate 
-0.B. Mmilroad cars, Florence, Alabama, LAN deli’ 
To be shipped in Covered Hopper Bottom Car 


0 nd Cement, in accordance with ASTM Specifi- 
tions designation C-150-55, Type II, Bulk Cement 


of Manufacturer 


‘t of Manufacture 
c state 


01 Cement, in accordance with ASTM Specifi- 
pations, Desiguation C150-55, Type I, Bulk Cement. 


of Maaufacturer 


Point ef Masufacture 
e s 


Total Schedule II - Alternate 





ae : Schedule of Prices 


TVA Stn TP es) 





ADMINISTERED PRICES 


7.0.B. Your plant located at 


Portland Cement, in accordance with ASTM Specifi- 
cations designation C-150-55, Type II, Bulk Cement 


Heme of Manufacturer 


Point of Manufacture 
street city 


Portland Cement, in accordance with ASTM Specifi- 
cations, Designation C150-55, Type I, Bulk Cement 


Neme of Manufacturer 


Point of Manufacture 
etree city s 


Total Schedule IIA - Alterna’ 


Delive 
une 


shall be made except as requested by Chief Store 


Test Reports. The successful bidder shall furni 
leports of each car of cement shipped to Contract: 
‘ennessee Valley Authority, Chattanooga, Tennes 


Bhi pp Information. The Contractor shall furnish 

ifor each pment giving the description; number of pieces; 
railroad freight, the car initials and number tb: 

Chief Storekeeper, 

Wilsem Lock Project,. 

Tennessee Valley Authority, 

Wilson Dam, Alabama (North Side 


TVA 505: 


WALSH Hi 
the manuf 
= eneres 0 
a Public / 


ADJOURN 
bide from 


ACCEPTA’ 
or all bide. 
by the bid 
amenvon ¢ 


SUPPORT 
aher data 
(0) days 
furnish, if 
watmitted 


ASSIGN M | 
@ to beco 
wise diepos 
Oeer. T 
tontracts » 
tare the r 
@ weh in 
PAILURE 
may remo 


COMPARI 
TVA may 


Ordinarily 
manvfact 


1 produce 





ADMINISTERED PRICES 


TVA 6062 (MAT-1-55) 


mag. No. _57- 365 


GENERAL CONDITIONS 


WALSH HEALEY ACT. Any contract made. or entered into by TVA for 
the manufacti.re or furnishing of materia! supplies. articles or equipment 
in axeras of Ten Thousand Dollars ($10,000.00) shall be subject to the terms 
a Public Act 846, 74th Congress. approved June 30. 1936. 


ADJOURNMENT. TVA reserves the right to adjourn the time of opening 
bids from time to time by notice befor or at the stated time of opening 


and, unless otherwise specified 
to accept any item in the bid. In case of error in the 
«mension of prices in the bid. unit prices will govern. 


SUPPORTING DATA Any supporting letters, drawings, specifications and 
aber data shall be furnished h each copy of the bid. Within twenty 
(W) days after date of notice of award of contract, the Contractor shall 


if required. up to ten (10) additional « Ml dat 
pa al copies of all data which were 


ASSIGNMENT This contract or any interest therein or in any monies due 
@ become due thereunder shal’ not be assigned. hypothecated or other 
vise disposed of without the yreviens consent in writing of the Contracting 
Ofeer. The Contractor shall on request file with TVA copies of all sub- 
tontracts and terms of all commitments with subcontractors, and TVA shall 


tare the right to disapprove any thereof within five (5) days after receipt 
a weh information 


PAILURE TO BID If any prospective bidder consistently fails to bid, TVA 
my remove hie name from ite active mailing list. 


COMPARISON OF BIDS. In comparing the bids and in making 

TVA may consider such factors as relative quality and ade 

supplies or services, the bidder's Anancial Feoponelbility 

meord of integrity +n deal) ability to furnish repa 

wrvice, the time of dei.very or performance o! we, 

@ feetor in addition to that of ie 

cmt to TVA, and whether the bidder has complied ‘anh the specifications 


Ordinarily TVA considers it to ite advantage to contract directly with « 
eanvfacturer when buying manufactured materials or equipment and with 
s producer or regular dealer when buying other materials, and TVA will 


give consideration to that factor in making an 

a condition of award to other than such a manufscturer, 

derier, require that the man:sfacturer, producer, or a regular dealer be 
made « party to the contract. 


AWARD INFORMATION AVAILABLE TO BIDDER. Any ee may, ten 
days after award has been made and for ninety days thereafter, obtain 
additional information relative to awards by making application at the 
office of the Division of Materials, Lupton Building, 1010 Georgia Avenue 
Chattanooga, Tennessee. 


GUARANTY. The Contractor warrants that ali materials, equipment. and 
work furnished ntract comply in al epects with the 
contract, that they ore free from litent ond patent defects in materials 
and workmanshi tl they are suitable and adequate for the purposes 
for which they bh other nurposes, if any, specified in 
the contract ¢ under the specified 
cond tions for @ period of o7 The Contractor shall 
at his own expense replace any parts or work proving defective durin 
such period. If the contract provides for an acceptance test of the art 

or work furnished, it ls not to be deemed accepted by TVA until it has 
passed ench acceptance tast. provided, however, that in no event shall the 
Contractor be liable hereunder for any defect or deficiency which Is not 
discovered within eighteen (18) calendar months after receipt of the article 
by TVA. The Contractor further warrants that the materials, equipment. 
or work furnished hereunder are free from any and all claims, demands 
and encumbrances, and that he will defend the title thereto. 


Any materiv! or equipment or parts thereof whieh fail to meet the oe 
anteet or other requirements of the contract may be rejected. provided 
however, that if correction of the defects can be made through minor 
alterations or replacement of minor parte, and the Contractor proceeds 
immediately to complete such alterations or furnish such new parte as are 
necessary to meet the quvrintees or other requirements of the contract 
then rejection of the materiale yquipment shall not be made for that 
reason, but thie shrill not be construed as an extension of time for per- 
formance of the contract or as @ waiver of any claim for dama: result- 
ing from delay in performance or from any other enuse. TVA wive 
Contractor prompt notice of breach of this warranty. Operation or 
use by TVA of article or work or any part thereof shall not conatitute 
@ waiver of any of TVA's rights under thie contract 


SHIPPING DATA - 


TVA reserves the re to specify complete routing on all shipments; provided, however, such routing causes no additional cost 


to the Contractor 


1 2 
*ScHEOULE EstTimaTeo 
SHIPPING 
WeiGnt 


TENN YALL” 


ON TODAY 








6 No. of days after award to 
submit drawings for approval* 


Name oF CaRRier or 


A%S RATLFOAD 2° 
RATLROAL 


Av aCe: 


DELETE TERMS AND AS -7I%S STATED IN WOR LETTER AS PER OCR PHOWE 


CEMEY™ | * E vRQWN S(T JERRY SALE 4. 


ways complete columns 1 thru 5, unless otherwise stated on the schedule 


4 s 
Point No. or Days 
AFTar AWARD 
SNIPMENT 


40M °L> CHATTANOO[A, TENE. 








‘It award is to be made by schedules, give information for each akabiais if award is to be made by items, give information 


for each item. 





6970 ADMINISTERED PRICES 


October 1, 1956 


Tennessee Véley Authority 
Division of Materials 
Chattencogs. Tennessee 


Gentlemen: 


We are pleased to attach our bid om cement 
for Wilson Lock, Florence, Alabema, in accordance with your Invitatica 
Ruabe> 57- 36562. 


It is noted that your bif suggests that the 
Lal Railreed receive @ line haul when possible as they will make delivery 
to job site. We are pleased te advise thet there is a soute availadle 
from our plant at Phoenixville, Alabema, whereby the Law will receive 
a division of the lowest rate available to Florence, Alabem. 


Youre very truly, 
APLEA PORTLAND CEMENT COMPARY 


0/f.8. Brow 
Southern Sales Mg-. 





ia: S125 


= Skd2 sear = SEezkiz 


epesgi Bleesee 


Wiis ice 


ADMINISTERED PRICES 


TEMMESSEZ VALLEY AUTHORITY 
een oF MATERA 


Caattencoga, Tennessee me 
INVITATION, iD) AND ACCEPTANCE tt 


Milece Lock __ 
pas be om amar Oe ramp oes wid he Terentae bee hd ne pte 
coe | catenretgeed oBers cat apr foe iit Se merepet 
eas wed Wy (ee time genset — 
emcee 


eos 
stl be cotnrned eanpenes to the tidser, i 
“ymeumeeet VALLSY AvTEDAITT By —T 
: ARTICLES OR SERVICES 
fornishing, selling, and delivering Pertiané 
Cement for Hew Wilson Lock in ascordance with 
~all the terms ané comditions included in this 
"levitation te Bid. 


thttachments which form part of the Contract: 


i 
t 


Opecial Conditions i.e ‘ie 
General Conditions (forma 9660 aad 5032) 
Valeb-Realep Act 


! 
i 
| 


it 
i 


a) ee agar eypeie sewers ho ey A 
qyregees emer fs guint perms tne 


sper rts 


it 


‘ — ‘end title of phscce a 
ACCEPT ANC! Consign 00 - TENNESSRE VALLEY AUTHORITY, 
Accepted os to Meme mumbered AiO i. A pth Florence, Alabama, for switch delivery on 
barrels on Schedule 1A. the jobsite spur track being built by TVA. 
Tour letter of September 27, 1956 and telegram | Mark: Cours 57157-36562-2 
of October 11, 1956 are made a part of awari. Pee Wilson Lock 
Ship: By reilroad car, as requested, on am. Chief Store 
Govermment bills of lading to be Mail Invoice in DOPLE to T Ewhies £3 L parry, 
, furnished later. Wilson Leck Project Accounting Office 
‘Pius possible 15% increase, if required. on_D 
— er) Cen rat ohana remees tse perenne cmmbee 
Te | Sri 
2 " nee ee tt ee Se eee ee 
i cee Po__ Tis —_ 


percmasecon | | 


= al 
Om Oita <~— 





ADMINISTERED PRICES 


+ Bailread cars, Flerenes, Alabema, Lal 
To be caiyped in Covered Hepper Botton c 


im eeceréanes vi Ean 300,000 
tions Ss 0-156-55, oe Tl, bulk 


0 2 Cement, ip aaabrdagce With ASIN Specifi- 
‘tions designation O-AFP~555 ‘Type 11, Bulk Conent 


ef Manufacturer’ ‘ stan Cee com 
SCHEDULE Ji > ALternate 
O.B- Mailroad cars, FPlérenee, Alabema, LAN delive: 
To be shipped in Covered Hopper Botten C 


Cement, ip eecordance with ASTM Gpecifi- 
tions designation C-1$0-5§, Type II, Bulk Cement 


of Manufacturer 
iat ef Mimefactere 
“Tatreet) (eity) (stave) 
Cement, im accordance With ASTM Specifi- 
tiens, Designation €1S0-55, Type 1, Balk Comeat. 
of Maefacturer 


iat ef Manufacture 


Vade 


a 


Total Schedule II - Alternate 





ADMINISTERED PRICES 


-@.3- Your plast located at 


Portland Cement, 1m accordance with ASTM Specifi- 
cations designation C-150-55, Type Il, Bulk Comen' 


Beme of Meaufacturer 


Point of Masufacture 
eid 


Portland Cement, in accordance with ASTM Speeifi- 
cations, Desigaation C15@;55, Type I, Bulk Cement 


35621 O—60—pt. 13 20 





ADMINISTERED PRICES 


TVA 6068 (MAT-1-65) 


OURNMENT. TVA reserves 
from time te time by notice 


See, Tie contract or oor senevast Borate, or in any monies éve 
or te become reunder shall mot be assigned, hypothecated or other- 
wise disposed of without the 

The Contractor 


& BESf | 8 


§3z ff i ie 
i 
Fae 


i 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 6, unless otherwise stated on the schedule. 


pric 
fied 
furt 
coat 
ow 
cent 
quer 
pre 


= 
zg 


z 


6. No. of days after award to 
eubmit drawings for approval* sitter 


*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
for each item. 





This 


( 


twelve-month period; Gaf an additional fifteen 


tach Succeeding teelve-meath period thereafter. 
of contracts of sale effee- 


Jor any tet of sales 
Yours very truly, 
LONE SPAR CREEP? CORPORATICH 
o/Coke &. Watthews, Jr., 
Divisies Bales Maager 


to incteases im freigut charges and aay additional 
tivedmring the life of this .ecatract. 


ADMINISTERED PRICES 


; 
i 
| 


Thanking yeu for your considecation of cur LONE STAR when making 


Tt ie Gisé wéderstood that shipheats will move at « rate net to 
wri, we are 


Parther, we wish to state that the Did Le subject to eeceptence 
exeeed 20,000 barrels per month. 


REQUISITION BO. 37. $6560, SEPTMGM 17, 1956 
for fifteen days oaly 


SBJIKCT 

fennessee Valley Authority 
Mvision of Materials 

1010 Georgia Avenue 
pvernment tax on freigit and 





| 37 EO SRREEI seEeNE 








ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


A qreekat ee fe requested on the heme Listed, subject fo the 
eee Ca a eae i wages 
bee petet emt end in yltts Bide mot y Vecetved by the tims etated 
will be returned unopened te the bidder. ° 


“TENNESSEE VALLEY AUTHORITY Sy KK. 


ARTICLES OR SBRVICES 


Furnishing, selling, and delivering Portland 
Cement for New Wilson Lock in accordance with 
all the terms and conditions included in this 
‘Invitation to Bid. 


Attachments which form part of the Contract: 


Schedule of Prices 
Special Conditions 5 Me 
General Conditions (forma 9660 and 5032) 
Waleh-Healey Act 
TVA RESERVES THE RIGHT TO INCREASE OR DECREASE 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE 
DATE OF FINAL SHIPMENT WITHOUT INCREASE IN THE 
UNIT PRICES QUOTED OR ISSUANCE OF CHANGE OF ORDEI 
NOTE: TVA is building e spur track to its jotvit 
which will be served by the LAN Railroei. 
The Railroad will operate over TVA’s trac 
which Vill be within the switching limits 
of Florence, Alabama, but LAN expects to 
receive @ line haul wherever rates are 
equal. 
cB 2 
McMahan 4 
WLPAO 
George 
B141751(01 
ACCEPTANCE 
Accepted as te teme mumbered App 
barrels on Schedule 1A. 
Your letter of September 26 and telegram.of 
October 10, 1956, are made a part of the award) 
Ship: As requested, by railroad car, on 
Government bills of lading to be 
furnished later. 


Jacobs 
Miss Shea 
™: 


PAB 
Ragsdale 2  Deughert 


ximately 100,000 


*Plus possible 15% increase, if requirsd. 
Approx. TENNESSEE VALLEY AUTHORITY 


Total ),000.00# ss ny _M.H. Segrest 
rect ‘or 


A USE ONLY Bate 
1 @ePtify that the articles or 

Prices listed above have been 
received in quastity and quality 
Opetilied except po nated 


eer on 


ier 
= 
Person receiving material 


“Approved as hove | 


GIVisiION OF MATERIALS 
Chattanooga, Tennessee 
INVITATION, BID, AND ACCEPTANCE , () 


ne_5TL_57.36562 -3 
MS Contract Dere_Oct. 25, 1956 


: 
| 
| 


i 
| 
| 


badder (er Contractor) represents: (0) thet be (me Qeee ot = 
or remined any company or roe ee ts ms 
to Sadie or Bocas tne 


i 
H 
{ 
| 


igmature and title of person authorised te sign bid 


Consign to + TENNESSEE VALLEY AUTHORITY, 
Florence, Alavama, for switch delivery on 
the jobsite spur track being built by TVA. 
Mark: Contract 5TL57- 36562-3 
Tor Wilson Lock 
ane. Chief Storekeeper 
Mail invoice in DUPLICATE to TENNESSEE VAL 
Wilson 


¥ AUTHORITY, 

Lock Project Accounting Office 

teveiece mae eS a termes of payment agpliontio nom aumber 
saininnd ersten 


decerighten af article er service, quentiny, anil price, total sanmumt; and the — 
bee cont Mied os fellows, 


| catty thas the above bill le correct nnd just and thet payment therater ns mat boon received 








TVA [Rall Pra 


Stes 


Peres atin Per, Tale 

ecely, "L [Carrier's Charges, Paid $ Collect $ 
Ne 5 Purchase Coot 
Common Carvier Cash Discoum-er td 
ail Expidys Prt] Aur |Par. rrier's os] co 
CNet ae 


re, 











T78rtse tae ™ 


SRESEG® Ge Fs 
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ADMINISTERED PRICES 6977 


.O.B. Railroad cars, Florence, Alabama, LAN delivery (See pote on Pag 
To be shipped in Covered Hopper Bottom C 
Po Cement, in accordance with ASTM Gpecifi- | 200,000 | barre 
ations designation C-150-55, Type II, Bulk Cemen’ 
of Manufacturer 
Point of Maaufacture 
street) city sta 
SCHEDULE IA - Alternate 
:0.B. Your plant located at po bp 
cost eaiogh LU wenene 
Portlani Cement, io accordance with ASTM Specifi- 300,000 | barre nd 
ations designation C-150-55, Type II, Bulk Cement 
of Manufacturer Lebiak Po rtlend 
SCHEDULE II - Alternate 
-O0.B. Railroad cars, Florence, Alabama, LAN delivery (See on 1) 
To be shipped in Covered Hopper Bottom Car: 
Portland Cement, in accordance with ASTM Specifi- | 230,000 barre 


ations designation C-150-55, Type II, Bulk Cement 







of Manufacturer | 





Point of Manufacture 
street city): state 


Portland Cement, in accordance with ASTM Specifi- 70,000 | barre. 
tions, Designation C150-55, Type I, Bulk Cement. 


of Manufacturer 





Point of Manufacture 


Total Schedule I] - Alternate 


CT RN Sctactain of Poen TVA me mneA Thee) 





ADMINISTERED PRICES 


F.0.B. Your plant located at 

Portland Cement, in accordance with ASTM Specifi- 
cations designation C-150-55, Type II, Bulk Cement. 
Heme of Manufacturer 


Point of Manufacture 
stree city 


Portland Cement, in accordance with ASTM Specifi- 
cations, Designation C15Q@-55, Type I, Bulk Cement 


Name of Manufacturer 


Point of Manufacture 
e city sta 


Total Schedule IIA - Alterna 


shall be made except as requested by Chief Store’ 


est Reports. The successful bidder shall furni 
Reports of each car of cement shipped to Contrac 
‘ennessee Valley Authority, Chattanooga, Tennes 


a ‘ormation. The Comtractor shall furni 
or react nip ving the description; number of pieces; 
by railroad freight, the car initials aad number tp: 


Chief Storek¥@per, 

Wilsem Loon 

Tennessee Valley A' ity, 
Wilson Dem, Alabema (North Side). 


TVA Gs) GAT rH) 





TVA 6052 


WALSH HE 
the manufa 
in excess of 
of Public A 


ADJOURN] 
bide from ¢ 


ACCEPTAD 
or all bids. 
by the bide 
aatension o! 


SUPPORT! 


ASSIGNME 
@ to becom 
wise dispose 
Offeer. Th 
eontracts ar 
have the rij 
of such inte 


PAILURE ' 
may remove 


COMPARIS 
TV. 


ADMINISTERED PRICES 


TVA 6052 (MAT-1-55) Contradwmm No. _57-36562-3 
GENERAL CONDITIONS 


WALSH HEALEY ACT. Any contract made tered | 
pg ce ae LER Be aaah ae ee on red into by TVA for give consideration to that factor in making an award. TVA also as 


rtiel 
in excess of Ten Thousand Dollars ($10,000.00) 1 icles or == a condition of award to other than such « manufacturer, ", or 


subject to requi| producer regular dealer be 
at Public Act 846, 14th Congress, approved June 80, 1986." atin ee 


ADJOURNMENT. TVA reserves the right to ad: open AWARD INFORMATION AVAILABLE TO BIDDER. Any bidder may, ten 
bids from time to time by notice befor or at ae at ee See days after award has been made and for ninety days thereafter, obtain 


‘tione) information rei — at the 
ACCEPTANCE AND REJECTIOM. TVA reserves the right to reject any ' in Avenve, 
# all bids, to waive ang informality in bids and, unless otherwise specified c t > 
by the bidder. to accept any item in the bid. In case of error in the 
tatension of prices in the bid, unit prices will govern. GUARANTY. The Contractor warrants that al! materials, equipment, and 
work furnished pursuant to this contract comply in al! respects with the 
SUPPORTING DATA. Any supporting letters, drawings, specifications and contract. that they are free from litent and patent defecta in materiale 
aber dnta shall be furnished with each copy of the bid. Within twenty and workmanship; that they are suitable and adequate for the purposes 
(W) days after date of notice of award of contract, the Contractor shall for which they were designed and such other purposes, if any, specified in 
furnish, if required. up to ten (10) additional copies of all data which were the contract; and that they will give efficient service under the specified 
wubmitied with hie bid. conditions for @ period of one year after ac ance. The Contractor shall 
at bie own i ay replace any parts or work ing defective during 
ASSIGNMENT. This contract or any interest therein or in any monies due such period If the contract provides for an acceptance test of the article 
@ to become due thereunder shal! not be % hee! ™ or work furnished, it is not to be deemed accepted by TVA wntil it has 
wie disposed of without the fous consent passed such acceptance test: provided, however, that in no event shall the 
Officer, The Coptreetor shall on request i Contractor be liable hereunder for any defect or deficiency which is not 
eontracts and terms of al! commitments subcontractors, discovered within eighteen (18) calendar months after receipt of the article 
have the right to disapprove any thereof within Sve by TVA. The C ‘actor further warrants that the materials, equipment, 
of such information. or work furnished hercunder are f from any and all claims, demands 


and encumbrances, and that he will defend the title thereto. 
PAILURE TO BID. If any prospective bidder consistently falls to bid, TVA 


msy remove his watee from its active mailing list. Any materir! or equipment or parts thereof which fail to meet the quar- 

antees or other requirements of the contract may be rejected; provided. 
COMPARISON OF BIDS. In comparing the bids and in making awards, however, that if correction of the defects can be made through minor 
TVA may consider such factors as lative quality and adaptability of alterations or replacement of minor parts, and the Contractor proceeds 
wpples or services, the bidder's financial bility, ekill, : immediately to complete such alterations or furnish such new parts as are 
neord of Integrity in dealing, ability to furnish repairs and maintenance necessary to meet the guarantees or other requirements of the contract, 
marvier, the time of delivery or performance offered. and any other element then rejection of the materiale or equipment shal! not be made for that 
@ tector in addition to that of the bid orice which would affect the final reason, but thie shrill not be construed as an extension of time for per 
cot to TVA, and whether the bidder has complied with the specifications. formance of the contract or as a waiver any claim for damages result- 

ing from delay in performance or from — other cause. TVA shall give 
Ordinarily TVA considers it to ite advantage to contract directiy with « Contractor prom notice of any breach of this nty. Operation or 
Manufacturer when buying manufactured materiale or equipment and with use by TVA of article or work or any part thereof shall not constitute 
& producer or regular dealer when buying other materials, and TVA will a waiver of any of TVA's rights under this contract 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 6, unless otherwi ted on the schedule 


4 5 


No. of Days 
AFTER AWARD 


Louisville &@eahville Rai 
or 
Southern Railway 














Continue on back 


6. No. of days after award to 
submit drawings for approval® _ 


- award is to be made by schedules, give information for each schedule; if award is to be made by itema, give information 
‘or each iter 








6980 ADMINISTERED PRICES 


LeHigh Portland Cement Company 
Allentown, Penn. 
September 26, 1956 


ADDENDA ATTACHED TO AND FORMING PART OF BID TO 
VALLEY AUTHORITY, DIVISION OF MATERIALS, 
CHATTANOOGA, TENNESSEE, OM REQUISITION NO. 57-36562. 
BIDS TO BE OPENED 10:00 A.M., EST, OCTOBMR 1, 1956. 


We quote you on 150,000 barrels of Lehigh Portland Cement, Type II, under 
Schedule IA -- Alternate, Item la; or we quote you on 115,000 barrels, 

Type II, and 35,000 barrels, Pype I, of Lehigh Portland Cement under 
Schedule IIA -- Alternate, Item 1+ and Item 2a, for delivery in carload 
lots f.o.b. cars our mill at Beyies, Alabama, or North Birmingham, Alabema, 
our current mill price en the iate cf shipment but guarantee that the price 
stated herein will not be increased prior to January 1, 1957, and thereafter 
will not be increased more than the aggregate of fifteen cents (154) per 
barrel for each succeeding period of twelve (12) months. 


Increases in any tax on sales or contracts of sale effective during the tine 
of delivery covered by this quotation are not included in this guarantee, and 
our price will be increased by +he amount of any such items. 


For the purpose of this quotaticn our current price on Lehigh Portlend Cement 
f.0.d. cars our mill at Boyles, Alabama, or North Birmingham, Alabama, as of 
the date of September 26, 1956, is $2.00 per barrel in bulk. 


If our price for the will specified should change, shipments beginning on the 
effective date of the change will be at the new price, subject to the guarentee 
herein stated. If the change is 4 reduction, it will be effective immediately 
upon announcement. If the change is an increase, we will, if possible, give 
not less than fifteen {15) days notice prior to the effective date. 


Shipment: As require’, starting approximately June 1, 1957, amd to be completed 
prior to Jemuary 1, 1959. Shipments to be made at a ~ate not to exceed 50% of 
the weekly ané monthly cement rsquiresuts for Wilson Leck Project. 
Credit Terms: On approved credit, net cash, thirty (30) days from date of 
invoice or ten cents (.0¢) per bar-el discount for cash 
within fifteen {.5) days from date of invoice. 
This quotation is for yor sc*eptance prior to October 12, 1956. 


LEHIGH PORTLAND CEMENT COMPANY 


ce Be 


| 





Leb 








| 





ADMINISTERED PRICES 6981 


TERMS AND CONDITIONS 


1. STRIKES AND DELAYS: Seller shall not be liable to Buyer for any delays in manu- 
facturing, shipping or delivering cement caused by fire, strikes, lockouts, differences 
with workmen, accidents, wars, insurrection, inability to secure transportation equipment, 
coal or other material, government interference or regulation, delays in transportation, 
or contingencies beyond Seller's control; and during the time of such delays Seller shall 
have the right to prorate among ite various customers such cement as it may be able to 
manufacture and ship. 


2. BULK CEMENT WEIGHTS: Shipment of bulk cement. shall be invoiced and paid for on the 
basis of track scale weights nearest +o point of origin. 


3. SPECIFICATIONS: Cement shipped under this quotation shall conform to the present 
standard specifications (for the respective types) of the American Society for Testing 
Materials and the General Services Administration (or successor agency) of the United ° 
States Government, and no other warranty of any kind, whether of merchantability or of 
fitness for a particular purpose or otherwise, i# made in respect thereof. Seller, 
having no control over the use of cemen*, will uct guarantee finished work, nor shall 
Seller be responsible for the condition of cement after delivery to Buyer. Any charges 
incident to inspection or tests made by or on behalf of Buyer shall be paid by the Buyer. 


4, CLAIMS: Claims for loss or damage must be supported by seal record and railroad 
agent's acknowledgment. 


Lehigh Portland Cement Co. 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


weprember 17, 1956 
Acet, Ne, H3G-39-299-66-20 


Dete 


DIVISION OF MATERIALS 


Chattanooga, Tenneesee 


Contract Date_ 


Budget No. 30-39 0 INVITATION, BID, AND ACCEPTANCE 


Project Wilson Lock 
INVITATION 

A quotation IN DU be requested om the iteme listed, eubject to the 
conditions herein. Quotations will be received gt this office emil 

: “ion, Gntcher 11956, and will 
be opened and read in public Bide not physically reesived by thetime stated 
will be returned unopened te the bidder 


_TENNESSEE VALLEY AUTHORITY By 
pe iccatectiicetiniansy 


Furnishing, selling, and delivering Portland 
Cemert for New Wilson Lock in accordance vith 
all the terms and conditions included in this 
Invitation to Bid. 


M. H. Segrest 
ARTICLES OR SERVICES 


Attachments which form part of the Contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052) 
Waiech-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR DECREASE 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE 
DATE OF FINAL SHIPMENT WITHOUT INCREASE IN THE 
‘NIT PRICES QUOTED OR ISSUANCE OF CHANGE OF ORD) 
NOTE: TVA is building a spur track to its jobsi 
which will be served by the LAN Railroad. 
The Railroad will operate over TVA's trac 
which will be within the switching limits 
of Florence, Alabama, but LAN expects to 
receive @ line haul whenever rates are 
equal. 


SEE ATTACHED LETTER WHICH I8 MADE A PART 
OF THIS BID. 


ACCEPTANCE 


Accepted ae to teme mumbered 


TENNESSEE VALLEY AUTHORITY 


Total $ ee By 


Contracting Officer 


VA USE ONLY 


SS 
T 
[Fes ertify that the articles or 


vices listed above have been —___ nikicgieianiiniinnaii 
eived 6 ntity and quality P#T #0 receiving material 

specified * ated 
Approved se reported above 


Discouats will be allowed for payments as follows 10 calendar days, 
0 calendar days, percant; 30 calendar days, percent. Unless otherwe 
qualified by the bidder om this form. (i) discounts will be deducted from the gress os 


See attached letter. 
‘The bidder sxates: 


‘That the aggregate umber of employees of the bidder and ite affiliates We (9000 
more X ) (Jess thas $00__). ("Affiate” manne all corporations visions, » 
other business usite joint wuh bidder under « 6 ) 

‘That bie employment practices (G0 __) (do sot ) diecriminete agains a 
employes or applicant for employment because of rece, creed, color or nation 


Complete only when the aggregets amount of bid ie $10,000 or more 
he ie X 0 manufacturer of the articles, equipment, material or nagqlie 
paisa 
That be is _ss regular dealer in, and maintains « #tock for sale to the gumers 
public of articles, equipment, materials or uppiies of the gemere) character of @ 
of those upon which he bide berets 


Complete only when (a) the aggregate amount of bid ts response to advertising ts 125, 

oF more, or (>) the aggregate amoumt of bid on « segotiated purchase le more 

$1, 000. 
‘The bidder (or Contractor) represents: (s) that he (as) (has not X_) on 
ployed or retained any company or person other than & Aill-time bons fide ap 
ployee working solely for the bidder (or Contractor) w solicit or secure this an 
tract; and (b) that he (has__) (has act__) paid or agreed w pay any compas 
or person /Gther than « full-time bone fide employes working solely for the bitte 
(or Contractor[7 any fee, commission, perceumge or brokerage fee, contings 
upon or resulting from the award of this contract, and agrese tw furnish informe 
ton relating thereto as requested by the contracting officer 


Bidée? SOUTHERN CEMENT COMPANY — 
_. DIVISION OF AMERICAN -MARTETTA COMPANY 
Street or Box Number 


601 Protective Lif 4 ‘Ss 
City sad Beate BI Me aise ina > +260) 


nsign tO - TENNESSEE VALLEY AUTHORITY, 


Mark Contract 
For 
Atta 


“Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


f mumber diecount or terme of payment applicable. sem camber 
vice quantity, uni price, total amount, and (he origina) iergigs mer 


Teveices mest show cont! 
description of articie 
be certified as follows 


| certify that the above bili (s correct and just nud that payment theraler has wot beer recetat 


Collect $ 


Purchase Cost 


Common Corrier Cash Diecount-cr | 


4 [Raurr [Rees Jar Fed Air [Par Piicerrier's Charges 
r ee i . 


elem 
VEIL IP tet coor 
Seeded anna 





ADMINISTERED PRICES 


UNIT PRice AMOUNT 
[ovate walk pres] and womnete 


-O.B. Railroad cars, Florence, Alabama, LAN delivery (See fote on 
To be shipped in Covered Hopper Bottom C 

(Portland Cement, in accordance with ASTM Specifi- 

Lt designation C-150-55, Type II, Bulk Cement). 


SOUTHERE CEMENT COMPANY 
of Manufacturer 108 OF AMERICAN 


Point of Manufacture Roberta, Shelby County, 


SCHEDULE IA - Alternate 


F.0.B. Your plant located at 





| 
| 
a 


ae Cement, in accordance with ASTM Specifi- 300, 000 
rations designation C-150-55, Type II, Bulk Cement} 


Name of Manufacturer | 
' 
SCHEDULE Il - Alternate 


| 
| 
\ 


F -O.B. Railroad cars, Florence, Alabama, LAN delipery (See gote on Page 1) 


To be shipped in Covered Hopper Bottom Carb 


ortland Cement, in accordance with ASTM Specifi- 230,000 | barrel} $3.78 
ations designation C-150- aeeiie Type II, Bulk Cement} . 
SOUTHERN CEMENT COMPANY 

m of Manufacturer DTVISTOM OF AMERICAN -MARIETTA COMPANY 


Coint of Manufacture Roberta, Shelby County, Alabama 
(street) (city) (state) | 


Portland Cement, in accordance with ASTM Specifi- barrel 
ations, Designation C150-55, Type I, Bulk Cement 
CEMENT COMPANY 


lame of Manufacturer DIVISION GF AMERICAN-MAR 





foint of Manufacture Roberta, Shelby County 
tate 


Tetreet} city 


Total Schedule II - Alternate 











Iii aid 


SOUTHERN cme COMPARY 
DIVISION GF AMERICAN-MARIBTTA COMPANY 


a Schedule of Prices TVA 9081 (MAT-7-55) 








le 


| 
| 
| 











ADMINISTERED PRICES 


SCHEDULE IIA - Alternate 
F.0O.B. Your plant located at 
Portland Cement, in accordance with ASTM Specifi- 
cations designation C-150-55, Type II, Bulk Cement. 
Mame of Manufacturer 


Point of Manufacture 
street city state 


Portland Cement, in accordance with ASTM Specifi- 
cations, Designation C150-55, Type I, Bulk Cement 


Name of Manufacturer 


Point of Manufacture 
street city state 


Total Schedule IIA - Alternata 





No. 57-36562 
Page No.3 


230,000 | barrel 


70,000 | barrel 


livery. TVA expects that delivery of this material be required tq start eaetataetiiy 
une 1, 1957, and to be substantially completed by October 1), 1958; |however, 
hall be made except as requested by Chief Storekeeper, Wilepn Lock |Project. 


ennessee Valley Authority, Chattanooga, Tennessee. 





Information. The Contractor shall furnish 
for each shipment giving the description; number o 
y railroad freight, the car initials and number tp: 


Chief Storekeeper, 

Wilson Lock Project, 

Tennessee Valley Authority, 
Wileon Dem, Alabama (North Side). 


DIVISION GF AMERICAN-MARIBFTA COMPANY 
BiDoER 


‘est Reports. The successful bidder shall furni six certified copies of Mi 
eporte of each car of cement shipped to Contracting Officer, Division of Mat 


copies of shipping bills 
pieces; to ight; and 


1 oad 





Schedule of Prices 


o delivery 


1 Test 
rials, 


'r menorand 


} if shipped 





TVA GOS1 (MAT+1-35 


Oe 


Acct 
Budget ! 
Pro} 


—_—- 
INVIT. 


A quote 
cond it ke 


be opem 
will be 
TENN 
ibb_ 
Fura! 
Cemex 
ali * 
Ipvit 


Ata 


Sch 
Spe 
Gen 
Wal 


TVA 
THE 
DATE 
UNIT 


NTE 


KC 


Acca 


fv 
Te 
\+ 








ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
OIVISION OF MATERIALS 


Owe eptember 17, 1950 


acct No H3G-39-200-66-20 
tpi Rite. Te cineca 
Project Wilean Lock 


INVITATION 


A quotation IN DUPLICATE is requested om the tome listed, subject fo the 
conditions hereim Quotations will be received pt this office umil 

and wu) 
yeically received by the time stated 






be opened and reed in public. Bide net 
will be returned unopened to the bidder. 


TENNESSEE VALLEY AUTHORITY By M. H. Segrest 
abn ARTICLES OR SERVICES 


Furaiching, selling, and delivering Portland 
Cement for Wew Wilson Lock in accordance vith 
ali the terms and conditions included in this 
Invitation to Bid. 





At'acnments which form part of the Contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forme 9660 and 5052) 
Walch-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR DECREASE 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE 
DATE OF FINAL SHIPMENT WITHOUT INCREASE IN THE 
UNIT PRICES QUOTED OR ISSUABCE OF CHANOB OF OR 


NOTE: TVA is building # spur track to its jobsi 
which will be served by the LAN Railroad. 
The Railroad will operate over TVA's trac 
which will be within the svitching limits 
of Florence, Alabama, but LAN expects to 
receive a line haul whenever rates are 
equal. 


ACCEPTANCE 


Accepted as to iteme mumbered 


TENNESSER VALLEY AUTHORITY 


Total § ai By 





TVA USE ONLY 

| cortaly that the erticies or 

services listed abeve have Beem —— 7 
Tecelved in quamtity and quality P#T#0n receiving material 
*pecilied except as mated. 


[TVA 3090 (4aT-4-56) ] Approved es reported sbove 














Track 





Cont racing Officer 





fonder] TVA [Rail Frt [Rail Eupjaer Fru Air [Per Plicarrier's ( hargesl 
— ammeninei 


CIC! wan et: 


6985 


No 57=38502 


Chattanooga, Tennessee 


Contract Date - 


INVITATION, BID, AND ACCEPTANCE 























le compliance with the isvitation for bids. amd subject w ail the conditioss thereof Gh 
undersigned offers and agrees i this bid be accepted with or kerr 
emma ese trom the dam of the opening to Mrateh omy or ai) of the tom 
apoe which prices are qooued 4: the price an «ppeeme cork Som 


‘Cash discount of 109 pér barre) willbe emtumed. 
fer payment of invoices within 15 éaye fram 
Gate. Bet 70 days. m 


my 0 SS és ~ 


exty certified, whichever @ute ts later 


‘The bidder staise 
‘That che aggregate mumber of employees of the bidder and its affisese is (500 o 
morell__) (less Gas SOO) ("Affiiiate” manne al] corporetions, divisions, « 
other business usits joint with bidder under « single ownership ) 
That bie employment practices (do __) (@ aot ye ) discriminate aguinst an 
employee or applicant for emplcymest beoemes of race, creed, color or sections 
orign 


Compiets only when the aggregate amount of bid is $10,000 or more 
‘That be is KX « mamufacturer of the articles, equipment, material or eupplie 
q@ioted upoe hereis 
That be is sa regular dealer in, and maintains « ewok for sale w the genere 
public of articles, equipment. matertals or supplies of the gemeral character of the 
or those upon whick he bide herein 


Complete analy whee (¢) the aggregate amount of bid m response w advertising 1s 625.08 

or more, or (>) the aggregate amount of bid on « segotiated purchase @ more the 

$1, 000: 
The bidder (or Contractor) represents: (a) that be (has ) (es aK om 
ployed or retained any company or person [other than o tul)-time bone fide om 
ployee working solely for the bidder (or Ceptzector{) w celia or somure thio om 
tract; and @) that be (hess) (hans nt * _) paid oF agreed & pay aey compen 
or person /other than 4 full-time bona fide employes working solely for the bidde 
(or Comtractor{7 any fee, commission, percemage or brokerage fea, contingem 
pos or resulting from the award of this cemtrect. ead agrees to furnish informe 
Gen relating hereto as requested by the contrecting officer 


Cumberland Portland Cement Company 
Bitder 


___Chatts 
Street of Box | 





Bank Building 0000 


1s 





TENNESSEF VALLEY AUTHORITY. 


Gonsign to 


Mark Contract 
For 
Atte 
Mell Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY, 


Cn a a A 
desectguional couattous ceuvina. queasioy, ats putas, tenet eureush: end Senaphieeel MEARE 
be cert hed 06 tellews 


| Cavity that the above bill is correct and ust Gnd thal payment therefor has oat bee received 


Tale 









Collect $ 
—— - pees 
} > Purchase Cost } | 


Common Carrier Cash Diecourt-cr } 





T 


+ 


a — L 
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sp a SS, 
Page No.2 


SCHEDULE I 


QUANTITY 


F.0.B. Railroad cars, Florence, Alabama, LAN delivery (See 
To be shipped in Covered Hopper Bottom carp 


eee Cement, in accordance with ASTM Specifi- | 200,000 
ations designation C-150-55, Type II, Bulk Cement). 


of Manufacturer Cumberland Portland Cement Co. 
eS 


-oint of Manufacture Cowan Tennessee 
street city state 


SCHEDULE IA - Alternate 


F:0.3. Your plant located at Cowan, Tennessee on 


enn ene ce RS 
Government Bille of lading 


ortleri Cement, in accordance with ASTM Specifi- | 406,900 
ations designation C-150-55, Type I1, Bulk Cemen} 


Name of Manufacturer Cyberland Portland Cement Co. 
SCHEDULE 11 - Alternate 


F.0.B. Railroad cars, Florence, Alabama, LAN delivery (See 


To be shipped in Covered Hopper Bottom Carr 


ortland Cement, in accordance with ASTM Specifi- 230,000 
ations designation C-150-55, Type II, Bulk Cement} 





Name of Manufacturer Cuygberland Portland Cement Ca. 


| 
Point of Manufacture Cowan Tennessee | 


| | 
street city state 





bortland Cement, in accordance with ASTM Specifi- | barrel| 3.82 | 267,k00. 
ta’ .one, Designation C150-55, Type I, Bulk Cemer: 





int of Manufacture 














Dumber land Portland Cement Company 
asi Schedule of Prices TVA $051 (MAT+I°58) 
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SCHEDVLE IIA - Alternate 


Your plant located at Cowan, Tennessee 


Portland Cement, in accordance with ASTM Specifi- 


Name of Manufacturer Cumberland Portland Cement C 


Point of Manufacture Cowan nnessee 


street city state 


Total Schedule IIA - Alternate 


cations designation C-150-55, Type II, Bulk Cement. 


Name of Manufacturer Cumberland Fortlap4 Cement Co 


230,000 | barrel 


Point of Manufacture Cowan Tennessee 
street city state 


Portland Cement, in accordance with ASTM Specifi- 
cations, Designation Cl150-55, Type I, Bulk Cement / 


70,000 








live TVA expects that delivery of this mate 
une 1, 1957, and to be substantially campleted b: 
shall be made except as requested by Chief Storek 


est Reports. The successful bidder shall furnis 
leports of each car of cement shipped to Contracti 


ipping Information. The Contractor shall furni 
for each shipment giving the description; number 
y railroad freight, the car initials and number 


Chief Storekeeper, 
Wilson Lock Project, 
Tennessee Valley Authority, 





ennessee Valley Authority, Chattanooga, Tennessee. 


: 


Wilson Dam, Alabama (North Side)). 





al be re 
October 1 
per, Wil 


red td start “ 
1958; |however, 


Lock |Project. 


eix certified c 
Office 


ies of Mi 
Divisfon of Mat 


| 
shipping bills 
ight; and 


copies 
pieces; total 








Schedule of Prices 


i 


roximately 
oO delivery 


Test 


VA 9051 (MAT+7>85) 





ADMINISTERED PRICES 


ORiGsive 


TENNESSEE VALLEY AUTHORITY 
DIVISION OF MATERIALS 


Date waptember 17, 1956_ No 51-36562 
Chattanooga, Tenne-see 
acct No HIG-39-299-66-20 Contract Date 
Budget No HIG 39 cdc INVITATION, BID, AND ACCEPTANCE 
Project Wilegon Lock a 


INVITATION BID 


A quotation IN DUPLICATE is requested om the items listed, subject to the i, 9f25/ Sb 

conditions herels. Quotations will be received pt this office until in compliance with the invitation for bids. and eubject w all the cosditions herecl t& 
10 p.m. EST, October 1, 1956, ..______ amd will |} undersigned offers, and agrees Uf this bid be accepeed withia 30) devs Giger 

be opened and read im public. Bids not physically received by thetime eteted | OGMNDGIENENNLERPW from the date of the opening, to furnish any or all of the item 

will be returned unopened to the bidder upon which prices are quoted, at the price set opposite each trem 

Discounts will be allowed for payments es follows SXGUMUMT Rane x x x ere 


TENNESSER VALLEY AUTHORITY By M. H. Segrest 
ibn 7 ARTICLES on SERVICES 


Purmi-ning, selling, and delivering Portiand Speereren ane 124 per bbl. lay 

Cemert for New Wilson Lock in accordance with 3 pivt g2 30 days net 

ail the terms and conditions included in this St vues 1088" t ban 50 oF eis Siti ena’ tth thine 10 GN 

snovitation to Bid. | more X ) (less then S00) (Affliate means all corporations. divisions, @ 
other Qusiness uaite jolat with bidder under a siagis ownership ) 

At*achments which form part of the Contract: oeauler aoslinels ter Geared ataareetin etek; coe te amie 
origta 


sohedule of Prices Complete anly when the aggregate amount of bid te $10, 000 or more: 

Special Conditions That he i Xs mamufacturer of the articles, equipmest, material or supple 
Neaarad Cx 9660 i ned upoo beret 

»neral Conditions (forms 9660 and 5052) Jur oo @ regular dealer in, and maintains « stock tor sale to the geners 
We ieh-Healey Act public of articles, equipment, materiale or supplies of the general character of te 

OF those upon which he bide herein 

TVA RESERVES THE RIGHT TO INCREASE OR DECREASE | Complete only when (a) the aggregate amount of bid tn response to advertising ts $25, 08 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE | or more, or () the aggregate amount of bid on 6 negotiond purchase is mors te 


$1, 000. 
DATE OF FIMAL SHIPMENT WITHOUT INCREASE IN THE | The bidder (or Cautractor) represents: (s) that be (ues) (ms at X_)en 


UNIT PRICES QUOTED OR ISSUANCE OF CHANGE OF ORDER, ployed or retmined any company or person [other than 6 fili-time bums fide om 
ployee working solely for the bidder (or Contractor] w solicit or secure this om 

NOTE: TVA 1s building @ spur track to its Jobsite  Sserem /eder tans Ail-dime bean Ads cmyooyus working ciety tr the beats 
which will be served by the LAN Railroad. (or Comtrector{) any fee, commission, percentage or brokerage fee, contingss 


The Railroad will operate over TVA's track oes sees See Se geass a een. see ae © 

which will be within the switching limits | SIGNAL MOUNTAIN PORTLAND CEMENT DIVISION 
of Florence, Alabama, but LAN expects to | 

receive a line haul whenever rates are 


equal. ean Bui jing 
treet oF = Number 


Chattanooga 2..T 


ACCEPTANCE e| Consign tO - TENNESSEE VALLEY AUTHORITY, 
Accepted as to Heme mumbereg 0 oad 
| Mark Contract 
| Seo 


Lactate 


Meil Invoice in DUPLICATE tw TENNESSEE VALLEY AUTHORITY, 


evoices mast chew comtrect umber, discousi or t of payment epplicalis. bom mamber 


TENNESSEE VALLEY AUTHORITY | S(*sfiinet ericieor service, quamty. mal price, tote! smmaman, ond the oviainal ipraien mee 


Total $ | Gertily that the shove béll is correct and just amd that peyment therefor hes met been recemed 
a - se 

TVA USE ONLY r Paid $ Collect 8 

| certify that the articles or —_— —-—— eae 

services listed above have been Sn - . = _[[Purchase Cost 

received im quantity and quality 

epecilied ox oe ated 


TVA S050 (MAT -4-36) Approved as reported orted above L__ fil 


icccantanpemmanenite oom einen 








aaa 


is ccc SOISE EF 





aan 


ADMINISTERED 


PRICES 








oint of Manufacture North Chattanooga, Tenn. | | 
(street) (city) ; (state) | f 
| 


ills gf Lading ». 
ortland Cement, in accordance with ASTM Specifi- 70,900 | barre ° er Bbl. in 
fations, Designation oe 7) Type I . a Cement | |Buik, |f.0.b0. Gare 
SIGNAL MOU SRT CAN 


ENT DIV | 
fase of MGA ABT Ade ortiand Cement * Company 


“Tstreet Teity) (state y 


Total Schedule II - Alternate 


boint of Manufacture North Chat tanooga, ate) | 


| 
| 
| 


| 
= a ee 


PORTLAND CEMENT DIV. 
Portland Cemen® Company 
” o 


SIGNAL MOUNTAIN 
General 








85621 O—60 


pt. 13 21 


Schedule of Pr cos 


6989 

















fF -0.8. Railroad cars, Florence, Alabama, LAN delivery (See 
1 
To be shipped in Covered Hopper Bottom on 
1 aa: Cement, in accordance oe, ue Specifi- 3200, 000 
ations desi tion C-1 Bulk Cement}. 
by Sta woupthyy. tghttin Pcalb Cpaten bt Florence, Alabama 
Name ufacturer | | 
Potat of Manufacture North easeniean Tenn 
| street city state | 
| | 
SCHEDULE IA - Alternate or Shipment on Government 
Billsjof Lading 
FP O.B. Your plant located at | 
North Chattanooga, Tennessee 
Fortlani Cement, in accordance with ASTM Specifi- 100 ,000 barre] 
rations Soe m C-150-55, Type Il, Bulk Sore pulk, 20.0 
UNTA RELLAND, CEMENT DI lant, |North 
Name of antl Hpnacad, PoP tan BEAtY AAG ByASP ‘Pommpany” | Seaneules 
| 
SCHEDULE II - Alternate 
f0.B. Railroad cars, Florence, Alabama, LAN sinslies (See pote on 
te | or Sh 1 
To be shipped in Covered Hopper Bottom cosh ills 
Portland Cement, in accc ordance —_ ASTM Specifi- 220,000 | barre 
rations (eet mote C- ae 8 II, Bulk Cement Bulk, jf q ce 
MOUNTALY | Po LAND ENT DI | Aleba | 
pane of = Aag ortian ement mpany 
| 


or Shipment on Commerci 





F lorence » Alatame 


TVs 8041 (MAT-7-55 





6990 ADMINISTERED PRICES 


ee 
Page No.3 isictaiesapiiaenianion 


es es 
ramaaneaill besser 7 sal 
IIA - Alternate 


F.0.B. Your plant located at For Siipment dn Govern- 
North Chattanooga, Tennessee ment Hills of |Lading 


Portland Cement, in accordance with ASTM Specifi- 230,000 | barrel O par Bb in 


tions designation C-150- ement. B ulk 20.0, 
cations SSUAAL MOUNTAIN PORTLAND’ ChMUNT DIY. Prant 1 Hort Gubbventoeh, 


ee mentPRET POF tlend Cement Company Fommnedse’ 


Point of Manufacture North Chattanooga, Tenn 
street city state For Shipment dn Govern- 
ment Bills of |Lading 
Portland Cement, in accordance with ASTM Specifi- 70,000 | barrel lS pe 


cations, Deas cpetton G00. 5d TAPS ts Dube. 6 zs ae 20.0, Gars our 


North Ghat tanoog 
Name of mattatihe Portland Coment Company Tennessee : 


Point of Manufacture North Chattanooga, Tenn 
(street) Tcity y t state) 


Total Schedule IIA - Pe 


SPECIAL CONDITIGNS 





TVA expects that delivery of this materfial be re red tq start approximately 
une 1, 1957, and to be substantially completed by October 1, 1958; |however, ho delivery 
ehall be made except as requested by Chief Store per, Wil Lock |Project. 





est Reports. The successful bidder shall furni six certified copies of Mill Test 
leports of each car of cement shipped to Contract Officer, Division of Materials, 
ennessee Valley Authority, Chattanooga, Tennessee. 


i ' 

Information. The Contractor shall furnish copies shipping bills or memorand 

for each shipment giving the description; number pieces; total ight; andj if shipped 
y railroad freight, the car initials and number : 


Chief Storekeeper, 

Wilson Lock Project, 

Tennessee Valley Authoréty, 
Wilson Dam, Alabama (North Side)}. 








sis Matai aca 


SIGNAL MOUNTAIN PORTLAND CEMENT DIVISION 
General Portland Cement Company 


— —_ BDO ee Schedule of Prices TVA $051 (MAT-7-88) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


Dee September 17, 1956 


Acct. Ne 2. = = 2 


Budget No -H3G-39 ————$———— 
Project Wilgon Lock oo 


INVITATION 


A quotation It RUPLACALE ie requested om the Meme listed, subject fo the 
conditions hereia. Quotations will be received « this office aatil 

ang will 
be opened ead reed in public. Bide not physically received by the time stated 
will be returned unopened to the bidder 


TENNESSEE VALLEY AUTHORITY By M. H. Se st 


ARTICLES OR SERVICES 


Furnishing, selling, and delivering Portland 
Cement for New Wilson Lock in accordance vith 
all the terms and conditions included in this 
Invitation to Bid. 


Attachments which form part of the Contract: 


Schedule of Prices 
Special Conditions 


General Conditions (forms 9660 and 5052) 
Waleh-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR DECREASE 
THE QUANTITIES STATED UP TO 15% ON OR BEFORE THE 
DATE OF FINAL SHIPMENT WITHOUT INCREASE IN THE 
UNIT PRICES QUOTED OR ISSUANCE OF CHANGE OF 


NOTE 


TVA is building a spur track to its jobsi 
which will be served by the LAN Railroad. 
The Railroad will operate over TVA's trac 
which will be within the switching limits 
of Florence, Alabama, but LAN expects to 
receive a line haul whenever rates are 
equal. 


ACCEPTANCE 


Accepted a6 to Keme sumbered 


| 
jcdecinialaaiaedenaisindenimeetiliianiipsiti “ 


TENNESSEE VALLEY AUTHORITY 


oY — ——e-svcasiag Olllact 


Wesson secciving mumsarial 


Approved ae reported above 


jondcr| TVA pa » Jan Seo hite Fe 


DIVISION OF MATEMALS 
Chattanooga, Tenneesee 
INVITATION, BID, AND ACCEPTANCE 


Contract Date 


‘That the aggregate sumber of employees of the bidder and tts affiliause le (300 « 
more, ) (lege than 500.) ("Aff iate” means all corporations, @tvisions, « 
other waite joint with bidder under « single ownership ) 

‘Thet his employment practices (do ___) (do sot 2%) discriminase aguinet a» 
enployes or applicant for employmest beosuse of race, creed, color or sation 
orgs 


Complete only when the aggregate amount of bid te $10,000 or mere: 
‘That be to 3 s mamutacurer of the articles, equipment, material or magpie 
quoted upoe hereis 
That be is __s regular desler in, and maintains « ewok fer sale w the gener 
public af articles, equipment materials oc supplies of the gumera! character of @ 
or those upon which he bids berets 


Complete aniy when (2) the aggregase amount of bid m response to advertising le $28, 1 

or more, or (>) the aggregate amoum of bid on « segotiated purchase @ more the 

$1, 000: 
‘The bidder (or Contractor) represents: (s) hat be (es _—) (aes ot 
ployed of retained amy company or persce [focher than « full-time bums 
pie puntan ates tet Ge ate! one Guaeeaden aT wi ottieds on cnae Biber 
tract; and (>) that be (has____) (has not_JE_) paid or agreed tw pay any compas 
or pereoa (Gther than a full-time bons fide employes working solely fer the bide 
(or Contractor{] aay fee, commission, percentage or brokerage fee, cantingss 
won er resulting from the award of this contract, ad ogress to furnie® informe 
tom relating therew as requested by the cemtracting officer 


pe 


title of person p authorised to oign bid 
Consign tO - TENNESSEE VALLEY AUTHORITY, 


Mark Contract 
For 
Atte 
Mail Invoice im DUPLICATE to TANNESSEE VALLEY AUTHORITY, 


invoices met shew contvont somber. discount or lorms of payment opplicshic Sam aumber 
decerignton of articioor service quesilty nM price tote) emount, amd the original Iemigg maet 
be cert Med a6 fellows 


| Coxetty thes the above Bill ie correct sad just and thet paymea thevater hes aut bees roncived 


Purchase Cot | 


r+ 


Common Carrier \Cackh Diecoum-cr 


Aw [Par : Carrier's Charges 


TL OF wee Cer 


a= satanic 4 





ADMINISTERED PRICES 





To be shipped in Covered Hopper Bottom C 


ortland Cement, in accordance with ASTM Specifi- 
ations designation C-150-55, Type II, Bulk Cement). 


of Manufacturer 


po of Manufacture 
street city state 


SCHEDULE IA - Alternate 
F.0.B. Your plant located at 


ortlend Cement, in accordance with ASTM Specifi- 300, 000 
ations designation C-150-55, Type II, Bulk Cement} 


jame of Manufacturer [MTVERSAL ATLAS CEMRIT COMPANY 


SCHEDULE II - Alternate 





F.0.B. Railroad cars, Florence, Alabama, LAN delivery (See pote on 


To be shipped in Covered Hopper Bottom Car 


lb —— Cement, in accordance with ASTM Specifi- | 230,000 
ations designation C-150-55, Type II, Bulk Cement 





of Manufacturer 


‘oint of Manufacture 
street city state 


ortland Cement, in accordance with ASTM Specifi- 
ations, Designation C150-55, Type I, Bulk Cement. 


of Manufacturer 











nial Mis 


Schedule of Prices TVA 9081 CMAT+I-55) 





ADMINISTERED PRICES 


No. i | on 
Page No.3 


=] re |e [or] ano 


hal mesceeiwed 
SCHEDULE IIA - Alternate 


F.0.B. Your plant located at Leeds, Alabama 
To be pped Dove" opper botton ard 


Portland Cement, in accordance with ASTM Specifi- 230,000 | barrel 
cationa designation C-150-55, Type II, Bulk Cement. 


Name of Manufacturer UNIVERSAL ATLAS CEMENT COMP, 


Point of Manufacture 


Portland Cement, in accordance with ASTM Specifi- 70, 000 
cations, Designation C150-55, Type I, Bulk Cement | 


Name of Manufacturer UNIVERSAL ATLAS CEMENT conPantt 


Point of Manufacture Leeds Ala. 
street city state 





Total Schedule IIA - Alternata 








livery. TVA expects that delivery of this matertial be required ef start approximately 
une 1, 1957, and to be substantially completed by October 1958; |however, go delivery 
shall be made except as requested by Chief Storekeeper, Wilepn Lock |Project. 





} 
ke Reports. The successful bidder shall furnish six certified copies of a Test 

ports of each car of cement shipped to Contracting Officer, Divisjon of Materials, 
Tennessee Valley Authority, Chattanooga, Tennessee. 


| 
hambise E reece The Contractor shall furni copies shipping bills @r memorand 
~~ each pment giving the description; number otal 


pieces; ight; and; if shipped 
4 | 


railroad freight, the car initials and oumber 


Chief Storekeeper, 

Wilson Lock Project, 
Tennessee Valley Authority, | 
Wilson Dam, Alabama (North Side)). 1 Cop 








TVA 8051 (MAT-?-55) 
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ADMINISTERED PRICES 


R Tle noe G aa os 


58 57-Sl0S 


Ly 
4 
SHEET 
COMPUTED 
CHECKED 


6995 


or 


DATE 


DATE 


kuteel G. vanrd_ Opel 25,1958 
Ontiuacter ea... « Patite Ce re Se Oe 
0) v4 at. f, P. uche. ud Oe mw la- 450,000 tas wl Se aa - 5000 tanuwhe 





i Fy pu Ritlandeccnantan futh Jn tage 
Oat Be aia 
: Benin Ratio 4 Dianetfiee tose te ilies 
Zithe Fert Rt TL 

ee. Citin  Apcharid (ty Si. nen, . Ae 1 ]2,S00.e0 3.&F 44,450.00 
Bia sale Nitha thénreyehnns $45  MeSenro 3.45 19,2S08~ 

; Mv vguette Cicdig -) Raw’ 3.35 161,500.00 375 16,2500 
Sonus dtar A Regine ut Kas fla 330 11 $060. 00 3]Jo 18 Soo. 
Apia, Bisini coke ni Ole. 3.30 165,600.00 3.Jo ‘18,500 be 
debs igh oincuyhane, Gla. 3.30 (165,000.00 3Jo M20 c0 


hx Jt a le uv btivn Light: Maske ted di AR deh vero enal be 44.4 


- 4 
De rk s<aptin (Oo k So. owe la ee 
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ean Came a> Ot 


Office Memorandum * UNITED STATES GOVERNMENT 


DATE: April 3, 1958 
TO + Paul F » Director, Division of Materials, Lupton Buidling, Chattanooga 


FROM : LAM. Ragsdale, ConetFuction Plant Engineer, 617 UB, Knoxville 


SUBJECT: RECOMMENDATION FOR AWARD - PORTLAND CEMENT FOR WIDOWS CREEK STEAM PLANT - 
REQUISITION 57-57105 







Attention of M. H. Segrest. 


Attached are or copies of bids received for portland cement. We 
have reviewed the bids and submit the following report. 


Bidders are listed below showing net prices quoted on Schedule I, f.0.b. 
railroad cars, Bridgeport, Alabama, andi Schedule II, f.o.b. mill, without 
discounts. All bidders allow a discount in 15 days of 10 cents per barrel. 


SCHEDULE I 
F.0.B. BRIDGEPORT 


ITEM 1. TYPE II PORTLAND CEMENT IN BUIX 50,000 BBLS. 
ITEM 2. TYPE II PORTLAND CEMENT IW PAPER BAGS 5,000 BBLS. 


TTEM la. ‘TYPE II PORTLAND CEMENT IN BULK 50,000 BBLS. 
ITEM 2a. TYPE II PORTLAND CEMENT IN PAPER BAGS 5,000 BBLS. 


Price per Barrell 


ere ee ere See 


1. Signal Mt. Cement Div. 3.76 4.1600 3.45 3.85 3.93 4. 
2. Marquette Cem. Mfg. Co. 3.85 4.26 3.35 3-75 3.83 &5Ty 
3. Lone Star Cement Co. 4.19 4.60 3.30 3.70 4.16 4.57 
4. Alpha Portland Cem. Co. h.19@ 4.60 3.30 3-70 4.16 4.57 
5. Penn-Dixie Cement Corp. - - 3045 3.85 3.75° 4.154 
6. Lebigh Portland Cem. Co. - - 3.30 3.70 4.16 4.57 


*With freight added. 

a. Delivery price on GBL 4.190784 
b. Delivery price on GBL 4.60022 
c. Actual price 3.7508 

a. Actual price 4.1580 














ec I 


TO 


PR 
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Timer (ean me oe 


Office Memorandum + onirep states GOVERNMENT 
-2- 


DATE: April 3, 1958 
To : Paul Pahey 


Prom 6; Le. M. Ragsdale 


suBjEcT: RECOMMENDATION FOR AWARD - PORTLAND CEMENT FOR WIDOWS CREEK STEAM PLANT - 
REQUISITION 57-57105 


Award is recommended to the low bidder conforming to specifications, 
Penn-Dixie Cement Corporation, for the purchase under Schedule II, of 
Item la, 50,000 barrels of type II portland cement in bulk at $3.45 
per berrel; and for Item 2a, 5,000 barrels of type II portlanad cement 
in paper bags at $3.85 per barrel in the total amount of $191,750.00, 
f.o.b. Richard City, Tenmessee. A discount of 10 cents per barrel, 15 
days, will be allowed. Bidder limits acceptance to 15 days. 


We have examined the specifications covering the material offered and 
have found them in accord with TVA's requirements. 


Inspection of the material should be conducted et producer's mili. 


H. R. Johnston, Project Manager, is designated to represent the Chief 


Engineer in administering this contract, and all pertinent correspondence 
should be addressed to him. 


Bids Rejected 


Schedule I, Items 1 and 2, which requests delivery at Bridgeport, Alabama, 
will not be considered because of higher prices. 


On Schedule II, Items la and 2a, bids were submitted f.o.b. producers’ 
plants by: 


Signal Mountain Cement Division 
Marquette Cement Manufacturing Company 
Lone Star Cement Company 

Alpha Portland Cement Company 

Lehigh Pertland Cement Company 


Prices quoted by these companies are as low or lower than the recommended 
bidder; however, when freight is added to the f.o.b. mill prices, these 
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ADMINISTERED PRICES 


Office Memorandum * UNITED STATES GOVERNMENT 
-3- 


To ' 
FROM ;: 


6UBJBCT: 





DATE: April 3, 1958 
Paul Fahey 


L. M. Ragsdale 


RECOMMENDATION FOR AWARD - PORTLAND CEMENT FOR WIDOWS CREEK STEAM PLANT - 
REQUISITION 57-57105 


bidders are higher than Penn-Dixie Cement Company. It is recommended 
that all of these bids be rejected. 





Approved: Bred. 
Geo. K. Leona 


WHT: DO 

Attachments 

CC: R. L. Grandy, 201 PB, Chettanooga 
EH. R. Johnston (2), Widows Creek 
Geo. K. Leonard (25, 603 UB 
H. T. Lofft, 607 UB 

XC: Paul Pahey (5) 





RR se ee 
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. TEOUESSRE VALLEY AuTEGnrTyY . 
onrmnen OF WATE S 


oete March 17, 1958 _ ne. _58C_57-57105 _ 
Chattanooga, Tennessee 
nect. we. P15B-39 Tel. MMherst 5-3551 MS Contract Dete_April 25, 1955 
sige Mo, P15B99 SS SCNVETATION, BID, AND ACCEPTANCE p 
projet Widows Creek Stear Plant 
INVITATION BID 
A recin BLOURLGATE 6 reget oo te tome Led eget | Aeteenne meter 57-57105 ase March 58 
a 


an ae a0 ea March i Cr SS commen peers OTS Gen Mevipeetom for Cede end entipom RR ew eo ge 
cad will be opened and rend ia public. Bide ast physically secetved by | “STS. and aguece Wf this bid be aesapted within ___ days (30 dnys wulans otherwise ststed) 


(recs ths éume of tee . ey os il at seat oo 
(he cme stated will be rewrned unapened u the bidder oS "“TPicese soe Adena ae 

he arora peewee ene ae SOOO; 3D enkender 
TROUNESER VALLEY AUTWORITY,® M, H, Segrest 90 catentar dupe, pores = bswo ther vies et ed oy ee 
afr ARTICLES OR SERVICES om ) Gesu af te ee eens 


a ee ee 6 ccm other ed oh) be owenpaned from dimes a dt mes 5 i cup re  e 
Furnishing, selling, and delivering a “writes Wide 


Portland Cement for Widows Creek Stear Thet be to, to oe, o cmall besteses censors. (For this purpose, 6 email business ove- 
Plant in accordance with all the terms pate ad Lge oe age ee eee 

(ees wen 3) onephnpese wr ‘sertied eos cml) meiteows me 8 eT 
— included in thie invitati qn admtnteaetion. Gen Cate of Padeesh Ragslationn, Tide 12, Gi B Port 100, 21 Ped. fag. 


PO chckcn ccommtee the Getthod GeOhetities road “nlemed poocete ey | mene Ca ape 
cmmtrects Mt tattor to ¢ semmematecterer. Ten alee reprsecmts fee, the prions oo me Yk te 
Attachments which form part of contracts caamuaedicns aaa ol agencnctchge alpaca tages: ys, a ae 
Schedule of Prices — Shipping ns ae etree wid i 
Data 


mecca es ray chen Mine ngage semen meee NER em 
Special Conditions Wins Seen 6 eaeeieees Os eae, cepeaee, enteios eeniiee oedoaee ai. 
‘Test be temater we ced vou De ome sa Fe o peti oi crthches 
Generel Conditions (forma 9660 and Sosa] TOES ToS os He enanemancentorae ote 


6 cap eee dy athe ys) hee agg agente some of Ned ma emp men ris 6 ag er 

Sean caaed, culamitemabamonaee cain oom) nail 

__, nae aot | eephoyed or retnined any company Qaimor toes. atl 

TVA RESERVES THE RIGHT TO INCREASE OR mee weene.< peep erry wipe a ee (OM ot eemere ter 
DECREASE THE QUANTITIES STATED UP TO 15% euutrect; end @) be ins__, tne aot, paid or agreed to pay any company or perece (Veber 
ON OR BEFORE THE DATE OF FINAL SHIPMENT chan « fall time deme fide oamployes working solety tor the biditer for Comtrecter |] amy toe com 





WIPHOU - INGRRASB - IN -PHB-UN FY - PRIGRS San aoeanenen ertemnhth tdheanstenariatietenmeapentnensin Sammaeimenaioom, 
QUOYED ~@R - ISSUANGE -OP -GHANGB-OP -ORDER. a 
ca 2 
Johnston 3 SEE ADDENDUM i PENN-DIXIE CEMENT CORPORATION 
CCAO a 
Oeorge 60 Rast Sond Street 
Jacove ~ 
Ragsdale 2 — = - 
TB 5000 
A (Bober! Por J oO b g 
ACCEPTANCE Consign to- TENNESSEE VALLEY AUTHORITY 
Accepted only as to: Items la and 2a uader Schedule 
II (Alternate). Your Addendub dated March 27 Bridgeport, Alabema 
1958, and telegrams dated April 8 and 15, 1958, Mark! Cessrece 58C57-57105 
are made part of this contract. rer. Widows Creek Steam Plant 
Ship by: Railroed freight on Goverment Bills ane. Chief Storekeeper 
of Lading to be furniched leter. Mall invoice im DUPLICATE to TENNESSEE VALLEY AUTHORITY 
Chattanooga Construction Accounting Office 
Contract Pertormance Onis Chattanooga, Tennessee 


es requested by TVA 

Total Amouse Ay = Sximate TENNESSEE VALLEY AUTHORITY bevokves wast che omtrect sumber @iecumm x core: of payment agpiicaiic om 

sigi, z s cows) femme yeti a eth oe hee to, h/2h/s8 ie aad 
cae " s ed APPROVED AT BOARD MEETING, a, hy /24/58 

TVA USE ONLY _— [Date Materlal Recelved|g. pL [Carries s Charges Paid 9 Callect § 

Cortily that the article 

eonhion listed rhs Aas ae ‘ican a aa i Purchase Cost 

received in quamtity and quailty Pereee receiving anmtortal Treck oh Discount -cr 

specified except ac mated jonter TA it 7 is wae ny re Air [Par atrier's Charges | 

Total Com | 


aS) ere i) 
























7000 ADMINISTERED PRICES 


Low-Alkali Portland Cement, Type II, Conforming 
AST™ Specification designation C150-56, and 
Federal Specification No, SS-C-192a for low 
cement, such that the total alkalies in the cemen 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentag: 
of Na20 plus 0.658 times the percentage of KX 
shall be not more than 0,6 percent. 


SCHEDULE I 
F.0,B. Railroad cars, Bridgeport, Alabama 
Portland cement, in bulk 
Portland cement, in paper bags 
Name of Manufacturer. 


Point of Manufacture 


E08. 
For Shipment on Goverment B 
Portland cement, in bulk 


Portland cement in paper bags 


TOTAL SCHEDULE II - Alterna’ 


TVA 0061 HATO) 





ADMINISTERED PRICES 


Pa and be completed about June 30, 1 
as requested by Chief Storekeeper. 


Test Reports. The successful bidder shall furniah certifief copied in trip 
ATI Fest Reports of the final product to Cont: C 
Tennessee Valley Authority, Chattanooga, Tennes: 


State Sales and Use Taxes. State sales and use 
Supplies, or 


included in the price or prices quoted in the bid 


Information. The Contractor shall furnibh copies pf 
PLB ef pmb ton : b . 


by railroad freight, the car initials and number 


Caief Storékeeper 


Schedule of Prices TVA 81 OATHS) 
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ADMINISTERED PRICES 7003 


March 27, 1958 
ADDEEDUK 


Invitation to Bid Mo. 57-57105 
Dated March 17, 1958 
Tennessee Valley Authority 
Chattanooga, Tennessee 
Quantity: 55,000 bble. Type II 
Bids Due: March 31, 1958 

10 A.M., 8.3.7. 


PRICE - Price will be SELLER'S current F.O.B. mill price at time-of shipment vhether 
higher or lowe> than the price stated in this quctaticn; bet SELLER guarantees that the 
price stated herein will not be increased during the calendar quarter ending June 90, 
1958, and thereafter by not more than fifteen cents per barrel for the first twelve 
month period and by not more than thirty cents per berrel for the second twelve month 
period, and thereafter by nct more than an additional fifteen cents per barrel for each 
succeeding twelve month period. Increases in freight rate-, taxes on freight rates, 

and taxes on sales or ceatracte of sales are not included {n the above guaranty and will 
be added to SELLER'S pr‘ce on and after the date such chavges becvwe effective. 


We will give you notice of any change in owr curcent price. Price increases become 
effective on the first day of the calendar quarter following their announcement and 


are limited to the foregoing guaranty. We will give you the »enefit of any reduction in 
price while such reduction is in effect. 


DISCOUNT - 10g per barrel cash discount for payment within fifteen days from date of 
invoice; otherwise thirty days net. 


Shipments will be delivered to the carrier at our mill, Richard City, Tennessee, as 


requested, same day shipping instructions are received provided railroad equipment and 
inspection service are available. 


SELLER shall not be liable to BUYER for any delays in manufacturing, shipping, or 
delivering such cement at or from any of its plants caused by fire, strikes, lockouts, 
differences with workmen, accidents, war, insurrection, inability to secure cars, coal 
or other material, governmental interferences, or regulations, delays in transportation 
or contingencies beyond SELLER'e control, and during such delays SELLER shall have the 
right, but shall not be obliged, to pro-rate among ite variou« customers such cement as 
it may be able t>o manufacture and ship at oF from each of its plants and shall have the 
right, but shall not be obliged, to ship from any sowrce <*her than the one normally 
eupplying the delivery point specified herein. 


Cement is guaranteed to meet ASTM Specification Designation C-150-5€, Type II, and 


Federal Specification No. S8-C-192b, Type II, at time of shipment and no other warranty is 
mie. 


Unless withdrawn on five days notice, this quotation will be held open for your acceptance 
fifteen days from date of bid opening. 


PENN. DIXIE CEMENT CORPORATION 


Mr. Swain says escalation is for only 15¢ during any 12 m. period. M.H.8. -%/9/58 





7004 


pete March 17, 1958 


acet, we, PL5SBe7) 
Budget We. PL5B- 79 _ 

Project Widows Creek Steam Plant 
INVITATION 


A qoutes ie reqpeeted oe the seme |ieted, subject 
© the condi eerreke 


wil be office 

= ob SS 

cot WO be cpaned ent rend te ple ape er 
che time eteted wil] be returned unopened to the bidder 


“My. H. Segrest 
ARTICLES OR SRRVICES 


a 


TENNEBSER VALLEY AUTHORITY, By 


afr 


Fauna: selling, and delivering 

for Widows Creek Steam 
Plant in accordance with all the terms 
and conditions included in this invitati 
to bid, 


Attachments which form part of contracts 


Schedule of Prices (including Shipping 
Data) 

Special Conditions 

General Conditions (forms 9660 and 5052 


Walsh-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITIES STATED UP TO 15% 
ON OR BEFORE THE DATE OF FINAL SHIPMENT 
WITHOUT INCREASE IN THE UNIT PRICES 
QUOTED OR ISSUANCE OF CHANGE OF ORDER. 
This bidder -(gignal Mountain Division) 
less them 500 


ACCEPTANCE 
Accepted only as te: 


Contract Performance Date 


Tote! Amon 
s 


_— 
it 


Pereos receiving maerial 


————————— ee 
frva USE ONLY 

|! carthly that the articles or 

services listed atowe have been 
received in quantity and queiity 
specified except as noted 


| Tvs see (MAT Liat) 


TENNESSEE VALLEY AUTHORITY 


Comracting Officer 


Approved ae reported above || 


ADMINISTERED PRICES 


/ 
/ 


TENNESSEE VALLEY AUTHORITY 


OlvisiOM OF MATEMALS 


47-5705 


Chattanooga, Tennessee 
Tel, aMherst 5-3551 


INVITATION, BID, AND ACCEPTANCE 


BID 


Refereuce wmmer _ March 26, 1958 
ts complisace with the tavitation for hide, “am 13 ays Gmeenencs hee ete grad 
otters, and agveee 8 Gite 256 bo coeeated wihte +>? a) eee 


cers ie one which (1) is not dominant ia ies flald of operation ond, with ce effiliems, emyoys 
fewer than 300 employees, ot (2) ts certified as « email business concern by the Smal) Business 
AMnimistration. Gee Code of Federal Regulations, Tile 13, Chapeer 0, Part (08, 21 Fed Reg 
9709, which commaine the detailed deftirion and related procedures ) in commection with supply 
coutracts, if badder le « soumeaulacturer. be also represents that the produce: to be feraished 
hereunder will, will at __, be produced by 6 email business concern. bn construction and 
comstruction-related sesperesonal service comtracts, the preceding sentence ts net applicanie 


‘That bis employment practices do _ , do wt ™ , deocristnnse agninet aay corgloyes or applicant 
origia 


tor employmem because of race, creed, color or national 


ee ee 000 or more) 
‘That bel meantactmrer of he articles, equynemt, materisi ot eupplins qeoted upes beret 
That heise  « regular desler ts, end maiataine « stock for sale to the gunersl public of articies 
equipment, materials or supplies of the general character of that or those upon which be bids here's 
(Complete only when (a) the aggregate amount of bid in response to actvertising te §26, 000 or more. 
or (>) the aggregate amount of bid on « aegotiaged purchase is more thas $1,000) 
‘Theat (s)he has , hae not ™, employed or retined any company or person [Jchor thane til! 
ae ee eee rene ee ee ee 
coutract, and (b) he has al paid or agreed t pay axy compeny or persce (tther 
than e full - time bona fide employes working solely for the bidder (or Camractor)] any tee, om 
miseton, percentage ot brokerage fee, contingent upes or resulting from te award of this cos- 
tract, end agrese to furnish information relating Gevet os requecwé by hp Contuneting Cifiecr 
Acheter 
SIGHAL MOUNTALN PORTLAND CEMENT DIVISLOW 
General Portland Cement Company 
“Wirest or box tember 
531 Volunteer Building 
‘Ciny and Beave 7 
Chattanooge 2, Tennessee 
re perecn authorized to sigs 
PO 


|AM 6-1261 

Denghire and tide 7 “ 
) 

-B. Godfrey - Vice Presidest and Sales Director 


Consign to- TENNESSEE VALLEY AUTHORITY 


Mark : Contract 
For 
Atta 


Mell invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


| Ievolces must show onmtrect mumber, discoum or wrme of prymemt qpplicettc, Gam 
a deact tytios of article or service, quantity, valt price, amd well amount 


Date Material Receiv 


_Track |, Common Carrier 
jontce| TVA Sse Rei! Ex 
[ eat Te 


Jt 





ADMINISTERED PRICES 


Low-Alkali Portland Cement, Type II, Conforming 
ASTM Specification designation C150-56, and 
Federal Specification No, SS-C-192a for low-alkalf 
cement, such that the total alkalies in the cement 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentage 
of Na20 plus 0.658 times the percentage of KO 
shall be not more than 0,6 percent, 


SCHEDULE I For Shi Bills of 
Lading ly. | 
F.O,B. Railroad cars, Bridgeport, Alabama 


Portland cenent, in bulk 50,000 barrel 


Purtiand cement, _—_ 5,000 barrel 
s roar DIVISION 

Sia oper gai, 
$$  ————______ 


hane of anu act urer. 


| Pc int of Manufacture North Chattanooga, Tenn. 
street city state 


TOTAL SCHEDULE I 





Leading 


SCHEDULE IJ - 4) ‘ For a on Fovernment 
ly. 


F.0,B. Your plant located at North Chattanooge 
Tenn. 


| Portland cement, in bulk 50 ,000 


PR A dB, ors. mn 





Nane of Manufacturer 





Point of Manufacture North Chattanooge, Tenn. 
city 


TOTAL SCHEDULE II - Alternat 











SIGNAL MOUNTAIN PORTLAND CEMENT DIVISION 
General Portland Cement Company 


TVA S961 (MAT+1-55) 


35621 O— 60 
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o 
pete March 17, 1958 _ (e 


(ices ip. A tie 
Budge: No. PL5B- 9) _ 

Project Widows Creek Steam Plant 
INVITATION 
Ne ee a ee ee eee 
t the condi herein will be 
unmet) _ a2. 
and wil) be opened and read in public Bide not physically recetved by 
the time stated will be rewrned unopened w the bidder 
M, a. _Segreat 


ARTICLES on SERVICES| 


TENNESSEE VALLEY AUTHORITY, By 
afr 


Furnishing, selling, and delivering 

for Widows Creek Steam 
Plant in accordance with all the terms 
and conditions included in this invitati 
to bid, 


Attachments which form part of contracts 


Schedule of Prices (including Shipping 
Data) 

Special Conditions 

General Conditions (forms 9660 and 5052 

Waleh-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITIES STATED UP TO 1% 
ON OR BEFORE THE DATE OF FINAL SHIPMENT 
WITHOUT INCREASE IN THE UNIT PRICES 
QUOTED OR ISSUANCE OF CHANGE OF ORDER. 


ACCEPTANCE 
Accepted enly as te: 


Camtract Pertormance Date 


ADMINISTERED PRICES 


Grits 


TENNESSEE VALLEY AUTHORITY 


DIVISION OF MATERIALS 


No 57-5705 


Chattanooga, Tennessee 
Tel. 


INVITATION, BID, AND ACCEPTANCE 


Mherst 5-3551 


Contract Date _ 


tes March 28, 1955 


In compliance with the trvitaton for bids. and to all the conditions thereof. mshteainaias 
offers, and agrees if thie bid be accepted within days ( 

from the date of the opening, to furnish amy or al! of the ineme upon which prices ere qeoted. ot the 
price © : oppostes each nem. 


Cash discowt of 109 per berrel will be allowed foe 
re ee ee Oe Oe ae 


‘The bitter 


contracts, if bidder is « nonmemufacmrer, he alec represents that the products to be ternished 
hereunder will, will sot_y, be produced by « emall businses concern. bs construction and 
construction related soapersanal service comtracts, the preceding sentence is sot applicable 


‘That his employment practioss do, do aot KX , discriminate against any employes or applicant 
for employment because of race, creed, coler or sational origi 


(Complete only when the aggregate amount of bid is $10,000 or mere) 

‘That bets Xe mamutactrer of the articles, equipment, material or supplies quoted upes hereia 
___ © regular dealer in, and maintaine « etock for sale to the general public of articles 

equipment, materials or eupplies of the general character of thet or those wpos whick he bids herein 


(Complete only when (a) the aggregate amouni of bid in response to advertieing ie $26,000 or mors. 
or (>) the aggregate amount of bid on « negotiated purchase te more thes $1, 000) 
‘That (a) he hes, hae not X , employed or retained any company or person [Seber these till - 
ime bons fide employee working solely for the bidder (or Camtractor)] w eelictt or secure this 
contract, and (>) he has , bee not, paid or agreed w pey any company or person (icher 
than « full-time bone fide employee working solely for the bidder (or Comtrector)] asy tee, com 
mission, percentage or brokerage fee, comringemt upoe or resulting from the award of this con 
__ treet, end agrese to fornioh tafermation relating thorew an reqneswé by the Contracting Officer 
Bae 


Marquette Cement Manufectur ti y 
rare maufecturing Company _ 


607 American Trust Building | a3 
~~ | Falephane 


‘City and Geame 
Ran AS ORES | alndee 2-2133 
pertos 


eS AO +1 President 


Consign to- TENNESSEE VALLEY AUTHORITY 


} Mark ; Contract 
| For 
Atte 

Mali invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY 


Tots) Amount 
s 


ne 
TVA USE ONLY 
1 cortify that the articles or 
services listed above have been 
|received im quemtity and quelity 
lepecified except as noted 


Person receiving material 


i TVA eee (MAT 47 Approved as reported above 
L 


Invotows mus show comtract mumber discount or terms of payment applicable lem 
manber, descriptice of article or service, quantity, ualt price, and wtal emount 


Comtracting Officer 


rial Receiv 


Truck ce 
Venter] TVA Res Eafies mite = Air r Plicarrior's Charges 
| Total s Cost 


} 
—_ 





ADMINISTERED PRICES 


Low-Alkali Portland Cement, Type II, Conforming 
AS™ Specification designation C150-56, and 
Federal Specification No, SS-C-192a for low-alkalf 
cement such that the total alkalies in the cement 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentage 
of Na2O0 plus 0.658 times the percentage of KO 
shall be not more than 0.6 percent, 


SCHEDULE J 
F.0,B. Railroad cars, Bridgeport, Alabama 
Portland cement, in bulk 
Portland cement, in paper bags 
Name of Manufacturer. 


Point of Manufacture 


TOTAL SCHEDULE I 


SCHEDULE II - Alternate 
F,0,B. Your plant located at 





Portland cement, in bulk 
Portland cement in paper bags 


Name of Manufacturer Marquette Cement Mfg. Co. 





Point of Manufacture 


After the current calemdar quarter, ell prices fer Mrquette Cemewts are subject to | 
adjustment om the date of actunl shipment te the prices we are thes queting at the 
Gestinetion named, vith a gusrasteed mextuem price iacrease of 15¢ per barre] éuring 
the first twelve-meeth period after the current celem@ar quarter, end with « further 
guaranteed maximum price iacrease @uring each successive twelve-aemth peried which 
shell not imerease the price more thea 15¢ per barre) over the maxim price 
permissible during the preceding twelve-month peried in accordance with this sentence. 
In addition, during the life of this contract the prices are subject to imerenses to 
reflect the effect of new sales, use and kindred taxes, or increases in such tames, or 
imereases in freight charges. Price increases shall be in aceordance with such valid 
statutes, rules, orders, decrees and regulations concerning price ceilings es my be 
applicable, Purchaser shall be entitled to the benefit of the lowest price quoted by 
Marquette at the destination samed on the date of shipment, including « price quoted 
by Marquette to meet a lower price of « competitor, if lower then the price otherwise 
spplicable. 
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ADMINISTERED PRICES 


Uilsie 
TENNESSEE VALLEY AUTHORITY 
owe March 17, 1958 __ ene, aren No 57-5705 
Chattanooga, Tennessee 
acet, No. PL5B- 39 Tel, MMherst 5-3551 Contract Date____ 
Budget Wo. RISB 79 INVITATION, BID, AND ACCEPTANCE 


Project Widows Creek Steam Plant 

INVITATION 

A @owricn Bi) OUPLICATE te requested on the gems listed, eubject 
berets wi! office 


© the conti 
uae 


26 WU be opened and rend to Bide wot piryeically recetwed by 
the time ented will be rewrued unopened w the bidder. 
TENNESSEE VALLEY AUTWORITY, ty 860M, BH, Segrest 


afr ARTICLES OR SERVICES 

Furnishing, selling, and delivering 
Torsand Gomens for Widows Creek Steax 
Plant in aco oe with all the terns 
and conditions included in this invitati 
to bid, 





Attachments which form part of contract: 


Schedule of Prices (including Shipping 
Data) 

Special Conditions 

General Conditions (forms 9660 and 5052 

Waleb-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITIES STATED UP TO 1% 
ON OR BEFORE THE DATE OF FINAL SHIPMENT 
WITHOUT INCREASE IN THE UNIT PRICES 
QUOTED OR ISSUANCE OF CHANGE OF ORDER. 


ACCEPTANCE 
Acsepted only as to: 


Comtract Performance Date 


ai 
s Se 





TVA USE ONLY 

| cortify thas the articles or 

oe listed shove have been 
received tm quamity ead quality 
specified except oe ated 





~ Person receiving material 


L TVA ewe (wat ilat) am Approved “ } Fopersed od chove 


rect 


Truck 


Fn sa 


BID 
Aeteremce mumber 


is compliaace with the invitation for bids. and 
offers, and agrees if thts bid be escepeed within 
from the dase of the opening, to furatah any or al) of 
price eet opposicn each item 
Discouats will be allewed for paymemes as fellows 


aw Marcu 27, 195] Se 


al) te cométtioms thewrect the under igme 
Gaye (30 Gays ustens otherwine sumeed) 


Water Mee a he 


percemt, 30 calender éeye. 


ers, 5 percemt 

ea thie form (1) diseeunes wil) be @educeed from the grees comrrect price, aad (2) time im commec- 
thon with @iscounts offered wil! be computed from das of deitvery of the supplies ef Geetimetion or 
from date of receipt of correct Mil property certified, whichever date is lawr.*1Q ¢TS.80.. 


te ate er eceme 15 save; 3 eaves act. 


Test be to, to mot_K, « email business concern. (Por this purpose, « email business om- 
carn is one which (1) i not dominant ie is field of operation and, with up affiliates, employs 


r, fewer than $00 employees, or (2) te certified es s wall tustasss esncers by the Penal! Business 


Aéminiatretion. Gee Code of Federal Regulations, Tile 13, Chageer 0, Part 108, 21 Ped. Reg 
9709, weich comtaine the detnihed definition and related procedures ) in commection with oupply 
comtracts, Mf bidder ¢ ¢ mommamincmirer, be also represence Gat the prodects w be furnished 
hereunder wil, wile 3 ee ee be comstruction and 
construction related sompersonal service comrects. the preceding sentence te not appli icabis 
‘That kts employment prections G2. do not _J.. discriminate against axy employes or applicant 
for employmest because of race, creed, color or sattonal or igh 


(Compieee only when the aggregete amount of bid is $10,000 ox mere:) 
Taat be te As meantncmrer of the articles equipment material or eapplise quened upes berein 
‘That be ie 


_ & regular dealer is, ond matmaine 6 sveck for sale to the general public of articies, 
(0@ Ipmes, nasertals or suppl ine of the general character of thet or those upon whit he bide he rem 
(Complete only when (a) the aggragnss amount of bid im response w sdvertising te £28,009 or more 
or (>) the aggregase mous of bid on ¢ megotionsd purchase is more thea $1, 00h) 

‘That (a) be has, bee nct_A, employed or retained any company or Qeeer Gane tal: 
for the bidder (ox Comeractor 


LOME STAR CEMENT CORPORAT GH 


2130 Wienane Avenue 





ou imenan KL v9 _ 
a 
on ge 
da., as Men. 
Consign to- TENNESSEE VALLEY AUTHORITY 





Taran 2-414 





Mark ; Contract 

Teor 

Atta. a2 
Mail lavoice im DUPLICATE to TENNESSEE VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY 


Urvetces mus shew comtrect umber dieoment ur terms of prymemt aqplicatic Sam 
mumber, description of article or service, quantity, unit price, and wtal emoust 
er : 







Purchase Cot 
Oy Diecoons- or 


Common Carrier 














= 
7 


ADMINISTERED PRICES 7009 


Low-Alkali Portland Cement, Type II, Conforming 
AS™ Specification designation C150-56, and 
Federal Specification No, SS-C-192a for low-alka 
cement such that the total alkalies in the cemen 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentage 
of Na20 plus 0.658 times the percentage of KO 
shall be not more than 0.6 percent. 


SCHEDULE I 
F,0,B. Railroad cars, Bridgeport, Alabama 
Portland cement, in bulk 
Portland cement, in paper bags barrel | co _| 73,000.00 
Name of Manufacturer 16 af MENT CORPORA 


Point of Manufacture_fi ALA 


street city state 


TOTAL SCHEDULE I 


SCHEDULE II - Alternate 


FE..0,.B. Your plant located at__Meatn Bi ani nenan 





Portland cement, in bulk a 
Fon su(pmant via|Gevenmment 
f Laeine uy 


Portland cement in paper bags 


Name of Manufacturer_LOME $TAR CEMENT CORPORAT | Gal 


Point of Manufacture_M@RTn Biapimenan, ALAsAma 
street city state 


TOTAL SCHEDULE II - Alterna 





LOWE STAR CEMENT CORPORATION 
on Schedule of Prices TVA 961 QUAT+7-58) 
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TENNESSEE VALLEY AUTHORITY 


Chattanooga, Tennessee 
Tel. 


ADMINISTERED PRICES 


DIVIGION OF MATERIALS 


wintGavAL a 
Ne -37-57105 
Mherst 5-355] 


INVITATION, BID, AND ACCEPTANCE 


t 


INVITATION 

A ceeetien REREAD to emer om Oo kone Bans, een 
© the condi bore ls 

amt 

and will be opened and reed ia public ide net physically recetved by 
the tise ecaced will be rewreed umopemed to the bicker 


KM, KM. OBL Segrest 


ARTICLES OR a 


afr as 
Furnishing, selling, and anion 

for Widows Creek Stean 
Plant in accordance with all the terms 
and conditions included in this invitati 
to bid, 


TENNESSEE VALLEY AUTHORITY, By 


Attachments which form part of contract: 


Schedule of Prices (including Shipping 
Data) 

Special Conditions 

General Conditions (forms 9660 and 5052 

Waleh-Healey Act 


TVA RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITIES STATED UP TO 15% 
ON OR BEFORE THE DATE OF FINAL SHIPMENT 
WITHOUT INCREASE IN THE UNIT PRICES 
QUOTED OR ISSUANCE OF CHANGE OF ORDER. 


ACCEPTANCE 
Accepted only as to: 


Contract Performance Date 


Foal Amount 
s - a OT cristae 
TVA USE ONLY 
| certify that the articles or 
Heted above have been ae aia 
meity and quality Dereon Fecelving material 


TVA seme (MAT-11-47) 


BID 
Reference aumber 


oom ___Mareh 28, 1958 _ 
lm compliance with the tvitation for bide and subject wo all the conditions Gherest, the 
Oflers, and agrees if this bid be accepesd within days (30 Gaye unless uae ne 
from the dase of the opening, w furnish any or al] of the items upon which prices are qroted, of 
‘price 6st opposite each item 109 
Discounts will be allowed for payments as follows. A calendar days. 
PECXXKANEEB: 10 calender days, NOt GENIE Unless otherwise qualified by the bidder 
= this form: (1) discounts will be deducted from the gross contract price; and (2) time im commec- 
thon with discounts offered will be computed from dase of delivery of the supplies ot Geetimation, or 
trom dase of receipt of correct bill property certified, whichever dace is later 


‘The bidder represents: 

‘That be ie _, ie mot_, @ omall busignse comcers. (Por this purpose, « mall bestness con- 
cere ts one which (1) te not domément is its Geld of operation and, with ite affilieses, employs 
tewer than S00 employees, or (7) ie certified as 4 emai! tmsiness concern by the Small Bustness 
Administration. tes Code of Federal Regulations, Tike 13, Chagesr 0, Part 108, 21 Fed Reg 
9709, which commine the detailed defmitien sad reisted procedures ) in counsction with eupply 
comtracts. if bidder io ¢ soumemsfactsrer, he aloo represents that the products tw be tirnished 
hereunder will, will at _g. be produced by « email business concers. th construction and 
construction -relased sempersemal service comtracts, the preceding sentence ie aot appl icattc 


That his employment practions do _, do aot X_, discriminate agninet any employes or applicant 
for employment because of race, creed, color or national origta 


(Complete only whes the aggregate amount of bid is $10,000 or more:) 

‘That be ie « mamutactsrer of the articles, equipment, material or supplies qooted upes heres 
‘That bets 4 regular desler in, and matetaine « stock for sale to the general public of articies, 
eqipmeat, materials or euppliee of the general character of that or those upon which he bids herein 


(Compiets caly when (a) the aggregate amc: of bid in response © atver tis ing ts $28,000 or more 
or (>) the aggregate amount of bid on « segotiated purchase is more than $1,000) 
That (a) he hee _, has act & , employed or retained amy company or perecn /[Jeher thane til! - 
time bons fide employes working solely for the bidder (er Contractor )/ tw eelicit or secure this 
contract, and @) be has __, bas not KX, paid or agreed w pey any company or person (Meher 
than e full ~ -tlme bona fide employee working solely for the bidder (or Centrectne}/ any tee, om 
mission, pooner ss Dane Se. Contingent upos ot resulting from the eward of this cos 
tract, end © feraish timformation ting theretw ae 6 the Contracting Officer 

Bidder 


aE POU GEE CERES 


or boa sumber 
POST OFFICE Box 3258, _ 120 S, 20TH coe 


City sd tae 


_< BIMCOMAM 5, ALABAMA 
ME i A] my L. © 


Coneign to- TENNESSEE VALLEY AUTHORITY 


— 





Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 
/ 


TENNESSEE VALLEY AUTHORITY 


Wyreices must show comtrect sumer, discount of terme of payment appiicatie usm 
mumber, description of article or service, quantity, unit price, end wtal smount 


~~ Contracting Officer 


Date Material Receiv 


G. BL [Carrier's Charges: Paid "Collect § 


T 


T ruck " Common Car rier 
jenden| TVA area 


Approved as reported above td 





ADMINISTERED PRICES 


Low-Alkali Portland Cement, Type II, Conforming 
AST™ Specification designation C150-56, and 
Federal Specification No, SS-C-192a for low-alkalf 
cement such that the total alkalies in the cemen 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentag 
of Na20 plus 0.658 times the percentage of KO 
shall be not more than 0.6 percent, 


SCHEDULE J 
F,0,B. Railroad cars, Bridgeport, Alabama 
Portland cement, in bulk 
Portland cement, in paper bags 


Name of Manufacturer. 





F,0.B. 

Portland cement, in bulk 
Portland cement in paper bags 
Nane of Manufacturer_Alp 


Point of Manufacture 


TOTAL SCHEDULE II - Alterna 





Alpha Portland Cement Company 
Schedule of Prices TVA 9961 GAT I-55) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
Bete Marah il 1958 OiviGiOn OF MATEMALS 
. = Chattanooga, Tennessee 
nakiPee SAAS fs aon! Tel, wMherst 5-3551 


vuaget We, P15B-79 i. INVITATION, BID, AND ACCEPTANCE 


Projet Widows Creek Steam Plant 


INVITATION BID 
A qoratian Bi DUELIGATE reposted on the tome Lieted, apne Retorence weber 57 =57105 dames March 31, 1958 


ae ke ee ed 
the (lane pated will be recsraed unopened wo che bidder Le a a 
TmenmEs valisy ayrucerrY.t MM. BH. Segrest | oo Se ean ee, pee ete a ca 
afr__ ARTICLES OR SERVICES qin eke mates offered ats amneed on en nana a Spans ecm, 


Furnishing, selling, and delivering Sane von en we 
for Widows Creek Stean ag inane. «anit iniabaen puaniten (Por this purpose, « small business oon - 
Plant in accordance with all the terms per ad pel lag yaplan peng pendence wie us antes, coders 
tower . ‘s certified email musiness concera eal! Bes iness 
and conditions included in this invitatign “hoe & Federal Rageasions, Tie 18. Chapesr U, Part 108, 31 Ped. Rag 
to bid, . te dewlled definition and related procedures ) li commection with supply 
, . he aloo represents that the products raiabed 
be produced by « email business concert Scauineueen 
Attechmente which form part of contract: cervice coseracte, the preceding sentence ie not applicdaie. 


Schedule of Prices (including Shipping Ft ay conte tage gt ele ee poets on ws 


Data) * cemaph one when the aggregate amount of bid te $10,000 or more:) 
Special Conditions ‘That be io Xs mamutuctarer of the artisles, equipment, material or supplice quoted upan bers is 


‘That be ) (rock tor sale to the ot b 
Gcadaier ben” (forms 9660 and 5052 colpmenc ieee eaistoceunatatacouae eaapinereepndaemmeis tals tome 


(Complete only when (a) the aggregate amount of bid tm response to advertising is $25,000 or mers. 
bead on 0 eagotiagsd purchase ie more than $1,000) 


TVA RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITIES STATED UP TO 1% 
ON OR BEFORE THE DATE OF FINAL SHIPMENT 
WITHOUT INCREASE IN THE UNIT PRICES 
QUOTED OR ISSUANCE OF CHANGE OF ORDER. 


ACCEPTANCE 
Accepted only as te: 


: Contract 
For 
Ame 


Contract Performance Date 


Total Amount 
s 


— = 
TVA USE ONLY 
| cortily that the articles or 
oT _ . poe 
Person receiving material 


i 


TVA mame (MAT ILA) . Approved a0 reported above 





ADMINISTERED PRICES 


Osea 
i. Tsao 


ol rr | oo lores] ee] 


Low-Alkali Portland Cement, Type II, Conforming tp 
AS™ Specification designation C150-56, and 
Federal Specification No, SS-C-192a for lowalka 
cement such that the total alkalies in the cemen 
expressed as a single equivalent percentage by 
weight when computed as the sum of the percentag 
of Na20 plue 0,658 times the percentage of KX 
shall be not more than 0.6 percent. 


FRE elf 


P 
s 


SCHEDULE J 
E,.O,B. Railroad cars, Bridgeport, Alabama 
Portland cement, in bulk 50,000 
Portland cement, in paper bags 5,000 


Name of Manufacturer 


Point of Manufacture 


Tstreet) Teity) Tatate) 


TOTAL SCHEDULE I 


eeegeehst 


| 





ULE JI - Al 





F,0,B. Your plant located at_Boyleg 
Portland cement, in bulk 50 ,000 


Portland cement in paper bags 5,000 barrel 


Nane of Manufacturer_Lehigh Portland Cement Pompany 


Point of Manufacture_Birmingham Al abame 
street city state 


TOTAL SCHEDULE II - Alternate 





Saheduse of Prices TVA $261 Q4AT-7-85) 





ADMINISTERED PRICES 


INCORPORATED 1697 


LEHIGH PORTLAND CEMENT COMPANY 


YOUNG BUILDING 
ALLENTOWN, PENNSYLVANIA March 31, 1958 


ADDENDA ATTACHED TO AND FORMING PART OF BID TO 
TENNESSEE VALLEY AUTHORITY, DIVISION OF MATERIALS, 
CHATTANOOGA, TENNESSEE, ON REQUISITION NO. 57-57105. 
BIDS TO BE OPENED 10:00 A.M., B.S.T., March 31, 1958 


We quote you on 50,000 barrels bulk. and 5,000 barrels paper, of 
Lehigh Portland Cement Type II, low alkali, under Schedule II - 
Alternate, Item la and 2a, for delivery in carload lots f.o.b. 
cars our mill at Boyles, Alabama, our current mill price on 

the date of shipment but guarantee that the price stated herein 
will not be increased prior to July 1, 1958, and thereafter will 
not be increased more than the aggregate of fifteen cents (15¢) 
per barrel for each succeeding period of twelve (12) months. 


Increases in any tax on sales or contracts of sale effective 
during the time of delivery covered by this quotation are not 
included in this guarantee, and our price will be increased 
by the amount of any such items. 


For the purpose of this quotation our current price on Lehigh 
Portland Cement f.0.b. cars our mill at Boyles, Alabama, as of 


the date of March 31, 1958, is $3.30 per barrel bulk and $3.70 
per barrel in paper. . 


If our price for the mill specified should change, shipments 
beginning on the effective date of the change will be at the 
new price, subject to the guarantee herein stated. If the 
change is a reduction, it will be effective immediately upon 
announcement. If the change is an increase, we will, if 


possible, give not less than fifteen (15) days notice prior 
to the effective date. 


Shipment: As required and prior to July 1, 1960. 
from date of invoice or ten cents (1 


er 
barrel discount for cash within fifteen fis) 
days from date of invoice. 


Credit Terms: On approved credit, net cash, cera | A a days 


This quotation is for your acceptance prior to April 16, 1958. 
LEHIGH PORTLAND CEMENT COMPANY 
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Posrsars Cana fork. 


ee 
Cortost Jie. S8P2- 25632 
Aet. Awand ones 4/757) 7a 
Ipou~ tvs 4 : 
/ 
33,333Kva 
Thaw on - W)aeefoctins ; kk 
KM ian Koved te Mr:, rane 7975 609 
Fen afiae eo L.Ed — 2¢o 
ee p + iL 4oo 
bedankt ath Led Jagee 743,764 
Drowns porn nib eg bes : ° "742,008 | 
Wrgre Lt Lbs! De. 742 208 | 
AFA, Fiuie, MM? 764,000 
Waka AAtrin.; PQ. - 7084/6 
(Ube Utah Ube, dra. 773.092 


Pai fe Cured! Fow Bb - A es Lhe adadimeiiit 

AKL a ttenkine Sid /OSFA ti SY. Bion 

har $4. Lg nist hor iteBg deeililtllan pes ee ae 
Han 1064 % the dwad 


: yet: [esr s4 wit ry eek, As bie 
J 
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TENNESSEE VALAZY AUTHORITY 
is june a4 isn Mviaeon OF mATEMALS me. She 2-23038 
Chattemocegs, Tenmeasee 
Rew me — De Brien 463.1) Tel. +o Conse Deve Ontahar b, 1057 
Badger no Ramat. Pie La — INVITATION, AND ACCEPT. 
Projon ‘ ° 


Lp AM 


tWVITATION BID 
A emt ie Cemgeameed an the meme lineed, eubject nn ene = oneness 
oe Gate effin 


- naan Some @ Ga bast» cncapeed eats | ee oe mae ree 
ee ee ee ied oe 
trom the date of Ge to tarnish any oe afi of tho inome upon 
Se Mee canta i ed eee to tw ee oo a = 
‘Yiemens valisy avrecerry,y Welter W. Cox Cooma Sal ws cnet be amet ot ewe, etter 


all the terms end conditions included 
in this Invitation te Bid, 


Attachments which form part ef Contract: fram ee erg sme 2 mer _— 
— 10-8 a ‘That he to 7) caper desiet tad malas ¢ sath tor adie» > genam pate of conc, 
ee Of PFices = iieks Teasley 4 | oo ¥mem, materials cr eapylion of he genaeel charssnar of tat or these epen which be bid Reandl 
te Questionnaire (Cangicn arte ome Pampas Si ae eg \ 
Special at = ) Spi etn ae eee 
Comtrel Schedule (form 9680 
Progress Schedule (form 9681) 
General Conditions (ferms 9660 and 50 
Design Date (appendix A) (aes 1/23/56) stn ang taoan ee ere: 
Quaranteed Performance Data (Appendix Chia = 
(Rev. 1/23/5€) 


Waleh-Healey Act 


BROWN BOVERI CORPORATION 
or Wis dnd 


tien Ho. 54.080, 9 Rector Street 


TVA Stendard 
Rev. 1/26/54 (om file with supplier) : te 
TVA Drewing BSE-5590, Revision 3 wan Tor) $ Acdece —— 


B141731(67 a/ Paul R. Sidler, President 


CCEPTANC! Consign to- TENNESSEE VALLEY aUTMORITY 
Accepted ac to tems mmberea LA, Ship by prey 
vendor's method. TVA Addendas I, II, and III, Monterey, Tennessee 
and your letter dated September 24, 1957, are Mark; Comract 58P2-23032 


Made a part of the contract. Ter: Monterey, Tennesese, Substation 
Bushings to be furnished in accordance with the ans. J. B. olver 


attached letter. Mail Inveice in DUPLICATE to TENWESSER VALLE a 
Power Accoumting Office, Chattanooga, Tenmesees 
TRENWESSRE VALLEY avTmossty [OL OT™ ly approved by Gen. Vogel and ir 


Ams mat MMe RE domi Rare MN pe 
meme: Game tpthen of artinie oe Sarvion, quamiity emi prise an Weel careum 


ec Go BL, 


Services listed above have been — — Ne Pevsner com 4 4 
ered in quantity and quailty  Pe¥eee receiving material Treck 


Cormeen Cerrieg 
Specified except ae meted 


mae ee eee 





ADMINISTERED PRICES 


No. 22022. 
ee ae 


7.0.3, Monterey, Tennessee 


Transformer, three winding, single phase, outdoor 
60 cycles, 88,915/154,000 volt wye-39,800/69,000 
volt wye, with 13,200 volt delta tertiary, The 
ef this transformer shall have the 
following ratings based on a maximum copper 
temperature rise of 55 degree C. by resistance, 


The self~-cooled continuous rating of each winding 
ening no fone of ci) punpe shel) be in eccardence| 
with the following tabulation: 


154-kv winding - 20,000 kva 
69-ky winding - 20,000 kva 
13.a-ky winding - 7,000 kva 


iach transformer ahall be so constructed that 
auxiliary cooling can be added at a leter date 
to increase the capacity in acoordance with the | 
following tabulations ! 





| Rating with one Rating with two 
Stage of sosking 


33,333 kva 
33,333 Mva 
11,667 ve | 





@ future cooling devices may consist of fans or oil pumps pnd fang, The failure of 
one fan provided for first rating shall not reduce —_ rating by 
re than 5%. The failure of any ome fan provided for the aneeoe 
duce that continuous rating by more than 4%. @ failure of any jones oil pemp pro- 
ed fcr the first rating shall not reduce the continuous rating any te The 
ailure of any one pwap provided for the second rating shall) not ce can-aiedianate 
ting by wore than 16%. Future oi] pumps shall not impede the natural flow @f of] 
the pump is not rumming. ‘ | | 





Individual automatic control equipment shail be pnovided for each of the two stages 
of supplemental cooling, These may be actuated from the hot spot temperéture 
device, but all other portions of the system (exo for externgél source of power) 
jahall be electrically separate so that a failure one system vill|not affect the 
[other The automatic control equipment and moterd shall eet for norml 
operation at 230 volts e-o, single phase, © cyclds, The er supply will be pro 
hided by TVA from a separate source, 

| 

| 


| 
L | 


35621 O60 
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of the above specified values. 
Meximm efficiency shall be at approximately 3/4 


point short-circuiting terminal block, equal to 

Company, located in a housing attached to the 

the greund. Two leads shall extend from each 
bax, 


terminal 


All bushings shall be of U. &. A. manufacture. 
the transformers to the buses or grounding ay 


The transformers ahall be provided with oi] p 


sealed system. No storage space shall be pro 
bushing mounting flange. Dial type, het spot 


Standard Specification No. 54,080, Overall d 
in TVA Drawing HSE-5590, revision 3. 


Schedule of Prices TVA ost TAR hOD * 





ADMINISTERED PRICES 


the high voltage side. 

caster type wheels, the flange to be not wider 
attached with bolts and alternate positions p 
operated on a 6'-0" or on a 4'-8-1/2" track gage 


Two ground 


ehall conform to U. 8. A. standards. 


Transformer o11 shall be shipped froma U, 3. A. 
ments of TVA Standard Specification No. 54.080. 
with dry nitrogen or dry carbon dioxide, 


the equipment is in tranait. This 
to the manufacturer (at his expense), if 


Each unit shall be impulse tested in accordance 
described in ASA C57-12-92.300, .400, .500, .600, 


Name of Manufacturer. 


Point of Manufact: 
street city state 


Alternate. Transformer, same as item 1 above, 
‘exnept to be complete with auxiliary cooling 
equipment for providing two supplemental stages 
of cooling having kva ratings as indicated in 
item 1 above. One visual oil flow indicator 
aball be provided for each oil pump and it shall 
be equipped with at least one ungrounded 
electrical contact designed to close upon loss 
of oil flow. 


Name of Manufacturer__Compagnie Electromecanique 


Poiat of 4 blvd. Sadi-Carnot, Le Ha 
Tstreet) (city) (state) 


Schedule of Prices TVA O81 (MAT-1-98) 
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ADMINISTERED PRICES 


bushings provided 
clase is supplied at no extra cost te TVA. 
epproval, be must submit full information inal 
dimensions, impulse and 60 cycle withstand end 
and contimneus current carrying capacity. 


NOTE: We propose to furnish bushings of foregga 
for Item 1 and la of specifications. 


imappliceble to this purchase. NOT: If prices 
aumber and geographical boundary of the sone in 


SUMAITTAL OF DRAWINGS. MBumber of calendar days r 
eward within which drawings vill be submitted for| approval 
The time required by Contractor to submit or re t 
and by TVA to approve drawings is included in the 

time of performance promised by the bidder. 


Schedule of Prices TVA 9001 (MAT IED * 
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Bidder shall state: 


i. 


Heme and address of domestic corporation Federal Insurance Co. 
that will be surety on the Performance Bond__90 John Street, Ney York, BI. 


Maount of Performance Bond premium included in bid price 
whieh TVA may deduct if bond requirement is waived ; 21360.00 


le price quoted: (a) firs (yes or so): or (b) to be escalated 
under COST ADJUSTMENT condition go (yes or no)? 


Betimated calendar days in transit from point of 
manufacture to destination by best service route 45 days 


Complete route on vhich 
eotimated time ie based le Havre (France) - Nev York - Destination 


Transportation charges withia the United States $9,960.00 


Import duty $35,140.00 


Biééer shall indicate below whether all materials bid om will be of 
dame ptic Origin, foreign origin, or a combination of beth. If any iten 
will’be a combination, the bidder will them state the percentage of the 
total coat represented by the foreign components. Por the purposes 
hereof the cost of the foreign components shall inelude all direct coste 
imeurred ia their production or manufacture and the treasportation 
thereof to the port of entry, or if assembly with domestic components is 
*© be made at @ domestic factory, such cost shall also include treas- 
portation from the port of entry to such factory. Such cost shall also 
imelude any duty om the foreign components. The total cost of all ean- 
ponents shall include all direct costs incurred ia the production or 
Meaefacture of the domestic components and the costs of the foreign 
components as defined above. Total cost for these purposes shall 
exelude the cost of assembly of foreign with domestic components, of 
testing after assembly, and of transportation from domestic factery to 
Gectination. It shall also exclude profit, commissions, aad overhead. 


iyen 
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fellewing iaformation 
with each copy of the 44: 


ADMINISTERED PRICES 


bmanfacturer's type designation 
Ruseptions te TVA’s specifications 


Facilities available fer testing 
as per section B 


Outline dimeneiens ef assembled 
transformer. Drawings er standard 
@inensien shecte may be submitted 


Untenking height, exclusive ef 
sling? and beam 


Desking make, type, rating, anf 


Bushing withstanding veltage: 
me minute dry 
Tem seconds wet 
Impulse on 1.5 by 40 ms wave 


Tap changer Geseriptien with . 
photographs or drawings 


+ ee at eee 
a. Photographs may be tted 
Bet weights, peunds 


Trenefermer with o11 
Gere and ceils 
Tank and fittings 
On 


Quantity of efl, gallons 


Wo, 2223032 
$4.000 >. ° 
Revised 1-23-56 


for eech transformer rating shall be culm tted 


| 


All teste at Works, including 
temperature tests 


’ Poorspace 13' = 2h! 
Height 23' 


| 


Fibre et Mica (Mioafi1) 


Rot less than applicable 





losed 


Paper insulation 
tica 


108,000 ibs. 


- 6,000 lbs. 


| 


26 000 los. 
4,000 ons 


) 
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Ol 
Retiond 1-25-56 


Chief traneformers delivered to Blectricite de Pramce: 


Porcheville Power Station; 1 unit 140 MVA 15.35/62 xv 
Bae 2 units 140 MVA 15.5/220 KV 
1 unit 140 MVA 15.53/96 KV 
(in service in 1956) 


The works are now manufacturing three single phase units of 
100 MYA 380/220/10 Ky. 


Por other references, see cur enclosed pemphiet and underneath 
listed large orders: 


PeBaleok, Beadisy 4 - 150/63/%0.3 KY (1953) 


B.D.F. : one 30 MVA - 160/91.5/3.5 KY (1948) 





(Roye, France) 
-D.P. : two 4O MVA - 150/60/10 KV (1950) 
seet, Fragee) 
B.D.F. : seven single phase 33.3 MVA - 237/10.$ KV (1953) 
(Bort, Prance) 


B.D.F. : four single phase 25 MVA - 220/12 KV (1955) 
(Marege, France) 
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RR ee iv@-23032 
Par a Revioed 1-83-44 
QUARANTERD PEAFORMARCR DATA 
‘THREE OTE) TRANS OR 


, 


Tae following information for cash transformer reting chal be cnbuitted 
With etek copy ef the bids 


(Centimevns ratings under Paragraphs 1 end @ below shall be given fer 
each Winding of © three-winding trencferner. In vee 


eavacl 
ciamltemeces loadings on any two windings will be such that the third 
Winding will act be everloated.) 


om sedfcessled, SS%¢ ries by resistease 
eo by re 
Set Geo hottootaayos sepper tamper s~ 
ture rise, kva 
winding fe voltage) Sao 
winding (lew voltage) 
winding (tertiary voltage) = ———7,000 wa 
Conmtimaous ra at rated volt igt Step td he 
fereod-eocied, 54°C pen by —_ 


and hottest-spot copper 
*temporatere rise, kva 


kv winding How reltage) 26,66 
a 2 w vinting low veltage) 26 
13.2%" Winding (tertiary voltege) er 
3. Regulation, percent " 


&. Righ voltage te low voltage 


kv te kv 


‘ormation «@ 20,000 kva self-ceoled 
oo eur Saas 
oy power fas 
0.8 power festor 


Low weltege to tertiary voltage 


0.9 power factor 
0.8 power factor 


High veltage to tertiary voltage 


wititemsic ts. 

tion kva self-cooled 
1.0 power factor 

0.9 power factor 

0.8 power factor 
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APPEMDTE ¢ 
(Contianed) 
he. Benload losses, ke 
At © percent rated voltage 


At 100 paroant rated voltage 
% 110 peroent rated voltage 


DAD tt oe Set 
Gelf-Cocled 
periliery _pesiae iad Step fed Bien 
@& Righ volbage to low voltage 
kv to. kv 208 
wires coe TERR ote 


b. Low voltage to tertiary voltage 
kv to kv 


§. Total lessees, kv (less 
coeling equigment power 


©. Migh voltege to tertiary voltage 


mn a el oath 


4a _— cooling eqaigment power- 
6. Beeiting current at 33333._kva base 
pereent . 


At 100 pereemt rated veltege 220 
At 110 pereent rated woltege 02.) 


To Impedance, percent 


5 See 


0, Angular displacenent, phase 
trensforners only, degrees 


a teas 
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TVA 6062 (MAT-1-67) 


z 
9 


GENERAL CONDITIONS 


tf 


ALOR BBALBY ACT. Ag 
fe ot Tee Recto 
Ae G46, Tee . 


§ar ENT. TVA reserves 
rom time to time by netics 


sf 
f 
Fit 
bE 

f 


f 

i 
it 
H 


‘ 


SUPPORTING DATA. Any euppertiag 

ether date shall be fern 

29) after date of netics of award 

deme chiwuee - 


‘This o 
Seog fees eee oe ‘van a 
a ' 


+ 
il 
igs 
it 

j 


i 
: 


i 
id 5 
r 


aa arene TV 
say thereal hile are’ (t) dave efter ressipt 
CAI EMD, ow rat i cot nw 90 
Ser sete ain whee naga ae 
HL ee te Pl 


has complied with the 


Hie 


i 
ses Ele 


i 


Ord 


tft 
aly 
2 


e 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 


No. or Dave 
ArTER AWARD 
For Dativery 


19 6B siz 


to 
ve 
io 


of Ocean Carrier not yet established. 


seem cg 


cowee oy 








(Continued on back of page) 


*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
for each item. 
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mt 


SPECIAL CONDITIONS 


if 


Deli + Delivery is required July 1, 1958. Bids offering a later delivery will be 
considered in relation to the probable added cost to TVA. 


i 


Materials + The Bead Materials Engineer, Tennessee Valley Authority, Knoxville, 
ssee, wv represent TVA in the inspection of shop work and witnessing of shop teste. 
All communications relative thereto, and copies of reports of tests and analyses, mate- 


tial or equipment orders, and stock material lists required by the specifications should 
be directed to hin. 


Rate eaten Director, Power Engineering and Construction, Tennessee Valley 
y , Tennessee, will represent TVA in the fulfillment of the technical 
requirements of this contract. Communications relative to all technical matters other 
than shop inépection and testing should be directed to him. Shop drawings and semples, 
when required, are sent to him for approval. 


Suge Sipe 5 Sham... Te work under this contract shall be subject to inspection as pro- 
wi 6pecification. 


6 in Frei at As @. General Condition 14 of form 9660, CHANGES IN FREIGHT RATES, 
st y 6 in the rates of common carriers wae the United States 
ané shall not wale to the rates of ocean carriers. 


cue in tae, Duties. If this contract is awarded and performed upon the basis of 
4 price or prices ch include import duties, any increase in said duties applicable 
to the shipment of the finished and delivered articles covered by the contract occurring 
between the date of contractor's bid and the date of shipment specified im the contract, 
including any extension thereof in accordance with the DELAYS AND REMEDIES provisica 
included herein, shall be borne by TVA, and any decrease in said duties occurring be- 


tween the date of contractor's bid and the date of actual shipment shall be credited 
to TVA. 


ieee Dicccideleliss 


ihe 


Bvaluation of Bids. ‘The sum of $4,000 will be added to bids proposing manufacture 
at pointe outside of the United States to cover the additional cost of TVA inspectioa 
at such foreign locations for purposes of bid comparison only. 


Por the purpose of comparing bids and in accordance with the provisions of Executive 
Order 10562, @ sum equal to six percentum (6%) of the total bid price (including other 
evaluation factors that have been added in accordance herewith) will be added to the 
total bid price of each bidder proposing manufacture at a point outside the United 
States, provided the cost of components produced at such point is 50 percent or more 
of the total cost of the item quoted upon as defined in No. 7 of Data Questionnaire. 


in comparing bids on these transformers, losses will be capitalised. Rach bidder 
shall submit guaranteed losses for evaluation based on the following loading: 


154-kv winding - 33,333 kva et 95% PF lagging 
69-kv winding - 21,667 kva at 95% PP lagging 
13.2-kwv winding - 11,666 kva at 95% PP lagging. 


The copper losses will be evaluated at $250 per kilowatt. The iron losses will be 
evaluated at $440 per kilowatt at 100% voltage. The power required by the auxiliary 
cooling equipment will be evaluated at $125 per kilowatt. Each bidder shall state 
the power required for auxiliary cooling equipment. 
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While the specifications specify the maximm efficiency to be at approximately 3/s 
load4, the intent is to obtain a well-balanced design. Therefore, if a more balanced 
Geaigh can be obtained by heaving the maximum efficiency at some other point, the 
bidder is requested to so state and to provide the efficiency date and losses under 
these comditions in addition to those covered by the specification. 


These transformers shall be in accordance with TVA Standard Specification No. 54.060, 
revised January 26, 1954, except that where NEMA Specification 46-116 is referred to, 
MBMA Specification 804-1954 shall apply; and, where NMA Specification 48-152 is 
referred to NIMA Specification 71-1954 ehall apply; and ASA C57.12-1956 ahall apply 
where ABA C57 is referred to. 


. If the Contractor faile to perform the contrect within the time 

specified in the contract or any extension thereof by the Contracting Officer 
provided in the DELAYS AND REMEDIES provision and TVA does not terminate the right 
the Contractor to proceed, it is agreed that TVA will be damaged by the delay in on 
which will be impossible to determine, and in lieu of actual damages for the 
the Contractor shall pay TVA as fixed, agreed and liquidated demages the amount 
te shown below for each calendar day of delay in completing performance of the 
% beyond the time or times specified in the contract and such extension thereof, 
tractor ané ite sureties shall be liable for the amount thereof. 


$450 per day 


The paragraph(s) entitled LIMITATION OF SPECIAL OR CONBEQUENTIAL DAMAQES elsehvere in 
this comtract shall not apply to any liquidated demages assessed under the provisions 
of the foregoing paregraph. 


Shipment. If equipment furnished pursuant to this contract is manufactured out- 
° ited States, the Contractor shall cause not less than 90M of the gross 


tomnage thereof to be transported on privately owned United States flag commercial 
veseels. 


ie 


iF 
gf 
Z 


Service ete A bidder proposing to manufacture this equipment at & point outsides 
0 


® may be considered for award only if he maintains adequate tech- 
nical service personnel in the United States or Canada. Bach such bidder shall furnish 
with his bid @ statement describing the technical service personnel available for use 
by TVA and their location. 


Representation in the United States. A bidder proposing to furnish equipment manufac- 
at @ po s ted States should have general agents in the United 

States to handle all correspondence and other administrative details in the performance 
of their contract. Such bidders shall fiirnish evidence, accompanying their bid, as to 


the Scope of the authority of their domestic agents, and such authority should extend 
to the receipt and acceptance of service of legal process. 


pRB EL of General Conditions. If award is made to a bidder whose manufacturing 
ties are located outside of the United States, General Conditions DOMESTIC 
MATERIALS, NONDISCRIMINATION, and WALSH-HEALBY ACT do not apply. 


Patents. ‘The Contractor shall at his own expense defend any suit instituted by any party 
t TVA eo far ae it is based on the claim that any apparatus or part thereof fur- 
ished under this contract or TVA's use of such apparatus or part for the purpose for 
which it was designed or for such other purposes, if any, specified in this contract cos- 
stitutes infringement of any United States patent. TVA shall give to the Contractor 
immediate notice in writing of the institution of such suit, and shall permit the Con- 
tractor, through his counsel, to defend the same, and shall give all requisite authority 
and al) needed and available information and assistance to enable the Contractor to do #0. 









y 
mae sere and Use Taxes. State sales and we taxes are not applicable to materials, 
Ss, oF pment sold to TVA and such tames shall not be included in the price 
er quoted in response to this invitation. 
t 
at Maser hereby certifies as a part of his bid that no state sales or use tax has been 
. included in the price or prices quoted in the bid. 
n' 
he Performance Bond. After aword of the . mtrsct, TVA inteads to require the Contractor 
of, execu attached form of Performance Bond, with security satisfactory to TVA, 
within 10 days after the forms are presented for signature. This bond shall be executed 
ie an amount of 100 percent of the contract price. The bidder should include an amount 
for the bond premiums in his bid. ; 
io fhe bond must be with a domestic surety corporation approved by the Treasury of the 
18 Waited States to make bond on Goverment contracts. 
of Pi nt. Payment less such deductions as TVA may be entitled to retain here- 
at- rv made as follovs: 
: 
Within 50 calendar days after notice of award of contract, the Contractor shall subait 
to VA a list of principal parts or groups of parte not exceeding § in number, comprising 
the equipment to be furnished, identifying parts by drawing numbers and titles. Opposite 
eide ech part or group of parts shall be shown the proportionate part of the total contract 
, ice allocated thereto, which amount shall be divided into three representing 
nish 4) the value of materials delivered to the Contractor's pleat, (b) the Contractor's 
se tost of shop labor, and (c) costs of transportation and import duties. ‘The shove allo- 
cations of the total contract price shall be subject to the approval of TVA, and when 
— #0 approved, shall become a part of the contract. 
i. t will be made upon completion of 25, 50, 75, and 100% of division (a), (), or 
o (¢), for each part contained in said list, within 30 calendar days after receipt by TVA 
aA of correct invoices, and proper evidence showing that the work which is the subject of 
the invoice has been completed and such payment shall be in the amount of 90% of the 
value of the work so determined to be completed. 
buring 
Minal payment, including the remaining 10% of the progress invoices, will be made within 
© calendar days after acceptance of all equipment covered by this contract and after 
teceipt of necessary indexes for applying cost adjustment provisions, where applicable; 
y party provided that, if through no fault of the Contractor acceptance is delayed for more than 
fur- 10 months after date of final shipment, final payment will be made within 12 months 
for frm date of final shipment. Such final payment, however, shall not relieve the Con- 
et come tractor of any of his unfulfilled obligations under thie contract, and may be withheld 
A wtil the Comtractor has fully complied with all the terms of this contract on his part 
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™e Contractor shall pay all damages and costs finally awarded therein against TVA by 
reason of Such infringement, but the Contractor shall not be lieble under aay compromise 
wade without his consent. If in any such suit said epparatus or part or such use thereof 
by TVA i@ held to constitute infringement and such use is enjoined, the Contractor shall 
at hie Own expense procure for TVA forthvith the right to use or continue using the said 
apparatus or part; provided, however, that subject to TVA's approval the Contractor may 
at his Sole expense replace said apparatus or part with noninfringing apparatus or part, 
or modify it so that it becomes noninfringing. 


‘errors Rentec ei ag Tee Award will be made only to @ bidder whose manufac- 
turing as 6 a id has been inspected and approved by TVA. 














































to be performed, after written notice from TVA so to do. 
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Payment for services of Brecting Engineers will be made monthly during the period such 
services are required by TVA. 


Seperate invoices must be submitted, in duplicate, for each progress payment, each 
payment of labor end material cost adjustment, and the 10% retained. Each cost adjust- 
@ent invoice shall be supported with detail sheets showing how Contrector computed the 
@mount billed. 


mt for 0il. If the equipment is shipped and invoiced prior to shipment of the oil, 
will re 2h of the total contract price to cover the cost of the oil. ‘This emowt 
will be paid to the Contractor as soon after receipt of the oil and receipt of properly 
certified invoices as voucher can be prepared and approved by TVA. 


Cost Adjustment. If the bidder states in the space provided in the schedule for that 
purpose ie bid ie subject to escalation, 90% of the contract price for Items 

1 and le of the contract (exclusive of rt duties and transportation charges on the 
Timished article within the United States) shall be adjusted to compensate for general 
changes in lebor and material costs as herein provided. Such edjustment shal] be camputei 
by the Contractor on each progres® payment provided for in the TERMS OF PAYMENT provisioa 
@s Goon as necessary indexes are available. 


A. The following terms used hereinafter are defined as follows: 


1. Basic Labor Index shall be determined by adding the monthly average hourly 
earnings figures for "Power and Distribution Transformers” (Industry Code 3615) 
as determined and reported by the U. 8. Department of Labor, Bureau of Labor 
Statistics, for the month in which the bid was made, the month preceding such 
month, and the month succeeding such month, and dividing the total by three. 


Basic Material Index shall be determined by averaging the monthly material in- 
Gexes described below for the seme three-month period index shall be a composite 
index computed by using the f.o.b. mill price per pound, for the particuler 
month, of each material shown below, as determined end reported by the U. 5. 
Department of Le or, Bureau of Labor Statistics. The price of materials shall 
be weighted in the percentages shown and the resulting figure compared with the 
weighted price of the same materals for the month of January 1954 to determine 
the monthly index. 


Material BLS Specification Code No. Weight in $ 


Carbon Steel Plate 10-14-26 45 
Electrical Sheet 10-14-50 4O 
Copper Wire e 10-26-01 15 


Tabor Hiatt “ak Index shall be «ne averege hourly earnings figure for the month 
during which the xr was actually performed on the part for which the progress 
payment is made, such indexes being identified as to source in subparagraph 1. 
above. When the progress payment covers Labor performed over a period of more 
than one month, the "Labor Adjustment Index" shall be @ weighted average of the 


monthly hourly earnings figures for the months during which labor was actually 
performed. 
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4. Materials Adjustment index shall be the index for the month during which the 
materials were act y received by the Contractor for the part om which progress 
payment is made, such indexes being identified as to source in subparagraph 2. 
above. When the p: es payment covers materials received over & period of more 
than one month, the "Materials Adjustment Index” shall be a weighted average of 
the indexes for the months during which such materials were actually received. 


. Adjustments for changes in labor costs will be computed by multiplying 55% of the 
total emount of each approved invoice for progress payment (exclusive of import 
duties and traasportation charges on the finished article within the United States) 
by the percentage of increase or decrease in the labor index acted above. The per- 
centage Of increase or decrease in the labor index will be computed to the searest 


one-tenth of one percent by comparing the “Labor Adjustment Index" with the "Basic 
Labor Index," both as defined above. 


Adjustments for changes in material costs will be computed by multiplying 35% of the 
total amount of each approved invoice for progress payment (exclusive of duties 
and transportation charges on the finished article within the United States) by the 
percentage of increase or decrease in the material index noted above. The percentage 
of increase or decrease in the material index will be computed to the nearest one- 


tenth of one percent by comparing the "Materials Adjustment Index” with the "Basic 
Material Index," both as defined above. 


Should the indexes referred to above be discontinued or otherwise become unavailable, 
the Contracting Officer, after consulting the Contractor, shall select other indexes 
or another method of cost adjustment which, in his judgment, will result in an 
equitable adjustment of the contract price. 


In applying the "Labor Adjustment Index,” or "Materials Adjustment Index,” as pro- 
vided above, the status of contract performance shall govern as follows: 


1. Mo increase shall be allowed for the value of materials used or labor expended 
after the contract completion date when the delay has not been excused in writing 
by the Contracting Officer under the provisions of the Delays and Remedies clause. 


If the contract is fully performed on or before the contract completion date or 
as that date may be extended by the Contracting Officer in writing under the pro- 
visions of the Delays and Remedies clause, the full price adjustment will be made. 


In the event the Contracting Officer orders changes in the drawings or specifications 
or other changes in the contract for which an increase in the contract price is pro- 
vided, cuch addition to the contract price shall not be subject to the above cost 
adjustment provisions unless specifically provided for ia the contract supplement. 
Where it is agreed that such adjustment provisions will apply, the month in which the 
quotation on the additional unit of equipment or part is made shall constitute “the 
month in which the bid was made” for the purpose of determining "Basic Labor and 
Material Indexes,” and cost adjustment on the additional unit or part shall be calcu- 
lated independently from cost adjustment on the original contract price. 
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Shipping Information. The Contractor shall furnish copies of shipping bills or memorands 
or each shipment giving the description; number of pieces; total weight; and, if shipped 
by railroad freight, the car initials and number to: 


J. B. Kingsolver 
Tennessee Valley Authority 
Monterey, Tennessee 


J. B. Kingsolver 
Tennessee Valley Authority 
Box 1111 

Knoxville, Tennessee 


H. 0. Murphy 

Tennessee Valley Authority 

202 Mttle Building 

Chattanooga, Tennessee 1 Copy 


TVA Inspector at your Plant 2 Copies 


Mapstectgrer st “mene Schedule. The successful bidder shall submit prior to avarié 
@ gene control schedule supporting the delivery promise made by him and included as 
@ condition of the contract. The Contractor shall also submit monthly @ progress sched- 
ule indicating the progress made during the preceding month. The general control schai- 
ule shall show commencing and completion dates for the principal features of the job 
upon which performance is based including but not limited to the following items: 
engineering, design, submittal of drawings for approval, placement of orders for mate- 
rials, receipt of materials, shop fabricating, testing, and shipment. The monthly 
progress schedule shall show by percentages the actual cumulative performance toward 
@oheduled completion including percentage of drawings approved. 


These schedules shall be submitted to the Contracting Officer in approximately the forus 
attached. If the Contractor has a form of report readily usable or adaptable for the 
purposes outlined above, such form may be used if acceptable to the Contracting Officer. 
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Contractor's Drawings and Instructions. The following provisions supersede those 
of the same titie i the specification listed on form 5050. 


The Contractor shall furnish complete assembly drawings, wiring and schematic 
Giagrams, and such detail drawings, diagrams, cuts, instructions, and test 
reports as necessary for installation, operation, and maintenance of the 
equipment, and for demonstrating that it complies with the requirements of 
this specification. Drawings, diagrams, instructions, and reports shall be 
identified by descriptive titles indicating their application to the contract 
and shall be signed by a responsible representative of the Contractor. 


Time involved in drawing approval will be considered as having been included 
in delivery time. Work done or material ordered prior to receipt of approved 


drawings or drawings marked “Approved with Corrections as Noted" will be at 
the Contractor's risk. 


Four prints of each drawing shall be submitted to TVA for approval within 
the time specified in the contract. TVA will, within 15 days after receipt, 
forward one print to the Contractor marked "Approved," "Approved with 
Corrections as Noted," or "Returned for Revision." 


Upon receipt of prints marked "Approved," the Contractor shall furnish TVA 
with ten additional prints for distribution unless ea different number is 
atated in the Schedule of Prices. Upon receipt of printe marked "Approved 
with Corrections as Noted," Contractor shall make the necessary corrections 
and submit fourteen prints for TVA's dietribution, unless a different number 
is stated in the Schedule of Prices. Additional approval by TVA of such 
revised drawings will not be required. 


Upon receipt of drawings marked “Returned for Revision," the Contractor will 
make the necessary revision and resubmit prints for approval in the same 


routine as before. TVA will examine and return such prints as described in 
Bection c. above. 


Approval by TVA shall not relieve the Contractor of the responsibility for 
the correctness of the drawings furnished by the Contractor nor for their 
compliance with the specification unless so stated at the time of approval. 


If, at any time before the completion of the work, changes are made necessi- 
tating major revision of approved drawings, the Contractor shall make such 
revisions and shall proceed in the same routine ae for the original approval. 


Upon completion of the work, the Contractor shall furnish TVA with one set of 
vandyke negatives on thin paper of all drawings approved by TVA, including 
all corrections and revisions made up to the time of completion of the work. 


Nine copies of instructions for installation and operation shall be submitted 
in advance of the shipment of the equipment. 


35621 O--60- —pt. 13 
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4NNESSEE VALLEY AUTHORITY 
PERFORMANCE BOND 


Know At. Man sy Tuass Pamsents, That we..Brown Boveri Corporation 0 
19 Rector Street, New York 6, New York 
as principal, and 


TVA 888 (MAT4-@) Mo 2-23032 


cacticensesipithesqsshtenpinnttinmentinmmenthiaintintininnmainninae Cate, ene VRS and iraly 

bound unto the Tennessee Valley Authority, hereinafter called the Authority, inthe penal sum of 
ty-five Thousand, §ix Hundred Dollars and 0/100 PD . 

of whieh 

and seoses. 


Tu Conprrion oF Tuts OsLzaaTIOn 18 SucH, That whereas the principal entered into a certain 
contract, hereto attached, with the Authority, dated____ October 4, 0 ag 57 


remain in full foree and virtue. 


several seals this... day of... sai ea 6 
the name and corporate seal of each corporate party being g hereto affixed and 
signed by ite undersigned representative, pursuant to oatherity of ite goversing body. 


Attest: 


The rate of premium on thie bend is $s sper thousand. 


‘The total amount of promiem charged, §... 
(The above must be filled in by corporate surety) 
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TVA 1847A (MAT-3-56) 


WALSH-HEALEY ACT 


The following representations and stipulations pursuant to Public Act No. 846, 74th Congress, are made a part of this 
eantract: 


(A) The Contractor is the manufacturer of or a regular dealer in the materials, supplies, articles or equipment to be 
sanufactured or used in the performance of the contract. 


(B) All persons employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or 
equipment used in the performance of the contract will be paid, without subsequent deduction or rebate on any account, not 
less than the minimum wages as determined by the Secretary of Labor to be the prevailing minimum wages for persons employed 
on similar work or in the particular or similar industries, or groupe of industries currently operating in the locality in 
vhich the materials, supplies, articles, or equipment are to be manufactured or furnished under the contract; PROVIDED, HOW- 
EVER, That this stipulation with respect to minimum wages shall apply only to purchases or contracts relating to such indus- 
tries as have been the subject matter of a determination by the Secretary of Labor. 


(C) No person employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or equip- 
ment used in the performance of the contract shall be permitted to work in excess of 8 hours in any one day or in excess of 0 
hours in any one week, unless such person is paid such applicable overtime rate as has been set by the Secretary of Labor: 
PROVIDED, HOWEVER, That the provisions of this stipulation shall not apply to any employer who shall have entered into an 
agreement with his employees pursuant to the provisions of paragraphs 1 or 2 of subsection (B) of section 7 of an act entitled 
"The Fair Labor Standards Act of 1938"; provided further that in the case of such an employer, during the life of the agree- 
ment referred to, the applicable overtime rate set by the Secretary of Labor shall be paid for hours in excess of 12 in any 1 
day or in excess of 56 in any 1 week and if such overtime is not paid, the employer shall be required to compensate his 


employees during that week at the applicable overtime rate set by the Secretary of Labor for hours in excess of 6 in any 1 day 
or in excess of 40 in any 1 week. 


(D) No male person under 16 years of age and no female person under 18 years of age and no convict labor will be employed 


by the Contractor in the manufacture or production or furnishing of any of the materials, supplies, articles or equipment 
included in the contract. 


(£) No part of the contract will be performed nor will any of the materials, supplies, articles or equipment to be manu- 
fectured or furnished under said contract be manufactured or fabricated in any plants, factories, buildings, or surroundings 
or under working conditions which are unsanitary or hazardous or dangerous to the health and safety of employees engaged in the 
performance of the contract. Compliance with the safety, sanitary, and factory inspection laws of the State in which the work 
or part thereof is to be performed shall be prima facie evidence of compliance with thie subsection. 


(F) Any breach or violation of any of the foregoing representations and stipulations shall render the party responsible 
therefor liable to the United States of America for liquidated damages, in addition to damages for any other breach of the 
contract, in the sum of $10 per day for each male person under 16 years of age or each female person under 16 years of age, 
or each convict laborer knowingly employed in the performance of the contract, and a sum equal to the amount of any deductions, 
rebates, refunds, or underpayment of wages due to any employee engaged in the performance of the contract; and, in addition 
the Agency of the United States entering into the contract shall have the right to cancel same and to make open market purchases 
or enter into other contracts for the completion of the original contract, charging any additional cost to the original Con- 
tractor. Any sums of money due to the United States of America by reason of any violation of any of the representations and 
stipulations of the contract as set forth herein may be withheld from any amounts 
suit brought in the name of the United States by the Attorney General thereof. 
rebates, refunds, or underpayments 


jue on the contract or may be recovered in a 
All sums withheld or recovered as deductions, 
f wages shall be held in a special deposit account and shall be paid, on order of the 
Secretary of Labor, directly to the employees who have been paid less than minimum rates of pay as set forth in such contracts 
and on whose account such sums were withheld or recovered: PROVIDED, That no claims by employees for such payments shall be 
entertained unless made within 1 year from the date of actual not 


ice to the ¢ 


¥ ntractor of the withholding or recovery of such 
tums by the United States of America. 


(G) The Contractor shall post a copy of the stipulations in a prominent and readily accessible place at the site of the 


contract work and shall keep such employment records as are required in the regulations under the act available for inspection 
by authorized representatives of the Secretary of Labor. 


(H) The Contractor is not a person who is ineligible to be avarded Government contracts by virtue of sanctions imposed 
pursuant to the provisions of Section 3 of the Act. 


(1) No part of the contract shall be performed and none of the materials, articles, supplies or equipment manufactured 
or furnished under the contract shall be manufactured or furnished by any person found by the Secretary of Labor to be 
ineligible to be awarded Government contracts pursuant to Section 3 of the Act. 


(J) 


The foregoing stipulations shall be deemed inoperative if this contract is for a definite amount not in excess of 
$10,000, 


The stipulations above enumerated are not applicable in the following instances: 


(A) Where the contracting officer is authorized by statute or otherwise to purchase in the open market without advertising 
for proposals; 


(B) Where the contract 


relates to perishables, including dairy, livestock and nursery products; ("perishables” cover 
Woducts subject to decay or 


spoilage and not products canned, salted, smoked, or otherwise preserved); 
C) Where the contract relates to agricultural or farm products processed for first sale by the original producers; 


(D) Where the contract is by the Secretary of Agriculture for the purchase of agricultural commodities or the products 
thereof ; 


(E) Where the 
‘press, or railway 


contract is with a common carrier for carriage of freight or personnel by vessel, airplane, bus, truck, 
line, where published tariff rates are in effect; 


Where the contract is for the furnishing of service by radio, telephone, telegraph, or cable companies, subject to 


“etederal Commnicatiope Act of 19}. 





7040 ADMINISTERED PRICES 


BROWN BOVERI CORPORATION 
New York, New York 


September 24, 1957 


In ly please refer to 
Fite B6bA 
FHS: ris 


Tennessee Valley Authority 
Division of Materials 

1010 Georgia Avenue 
Chattanooga, Tennessee 


Attention: Mr. W. Cox, Purchasing Deparment 


Reference; Browa Bid for Single-Phase Power Transformers 
TVA tation Ho. 2-23032 


Gentlemen: 


With reference to our yesteriaye **lepbone conversation, we are pleased 
to confirm the following: 


In our above bid, we proposes to supply the CTf-type condenser bushing 
of our standard design. ‘The bushings ave s2vered by a porcelain shell built-up 
of infividual petticoat insulatcrs spaced one from the other by gaskets. ‘This 
design offers the advantage that the porcelain anelia are truer to size and are 
available from stock, and in case of mechanical damage, only individual petticoat 
insulators have to be replaced. 


The high reliability of the Mi:afil de«ign mentioned above is confirmed 
by the wide acceptance by major tranrformer manufa>turers as per the enclosed 
reference list J&000/5607. 


We understand, however, tha jnece 1* quite an apprehension in this 
country againet using built-up porcelair =-bells on bushings, which may be due to 
the peor experience with earlier produ-te« cf similiar design. 


Should, therefore, our argment io favor cf our standard OPf-type maall 
busbing not convimee you, we would be willing to euppliy bushings with one porcelain 
piece based on the Micafil design manvfa‘urei in Europe, at no increase in price. 
Corresponding drawings would be submitts4 if requested at a later date. In any 

ase, © “pare bushing of earh voltage ord ampe~sage ©lass will be supplied in 
accordance with your specifications. 


May we therefore sugge+* that the «ontract for the above transformers 
be awarded to us with the understanding that we wili supply bushings subject to 
your approval. 





of 


ADMINISTERED PRICES 


Im accorédanss wile your suggestion, we also ceafirm that the validity 
of cur Bid be extended to 40 days from the date of opening. 


We are looking forward to being honored with your order, and remain, 


Yours very truly, 
BROWN BOVERI CORPORATICN 
o/ Baward E. Stauffer 


. 


co: Mr. &. B. Mapgoo@, Director of Power 
Bngineering & Construction. 


John G. Pettyjoha Co. 


Incl: (1 copy each) 
Description & Instructions for CTf-type Condenser Bushings 


Wicafil Bushings Reference List J4000/5607 
Special Print on Condenser Bushings J33198. 
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TENNESSEE VALLEY AUTHORITY 


ADDENDUM 
Me I 


Bid opening 10 a.m. BST, August 6, 1957. 


IMLAY the folloving parngraghs wader Special Conditions: Service Personne) on - 
Reprepentetion in the United States. 


’ 


AID the follewing: 


The bidder shall state: 
Beme anf address cf general 


agent in the United States Brown Boveri Corp. Rector Street, Hew York, HN. Y. 
(Brown Hover! Bete Center - Bee below). . 


A bidéer offering equipment manufactured outside the United States shall have is 
operation within the United States or Canada complete maintemance and test facilities of 
adequate size to handle and service this equipment. ‘The bidder shall state: 


Location ef maintenance : 
and Test facilities Brown Boveri, Canada, Ltd., St. Johne, Que., Congas * 


A bidder offering equipment manufactured outside the United States shall have adequate 
technical service persomnel in the United States or Camada. The bidder shall state: 


Location of technical 7 


service perscanel Brown Boveri Service Center, 16 ieee Ave. 
ck, BH. d- 


Brown Boveri Corp., 19 
Bew York, HW. Y. 


TVA 1661 (MA~65-67) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


ADDENDUM 
Me. I 


Bid opening 10 a.m. BST, August 6, 1957. 


NOTICE TO MDDERS, 


DELETE the folloving paragraphs wader Special Conditions: Service Persenpe) o94 
Mepropentetion ip the United States. 


ADD the following: 


ESS Bee A bidder offering equipment manufactured cutciée the United 
e ee Se ee ee oe on eee Oa Se 
and other administrative details in the performance of the contract. The agent's 


suthority shall extend to the receipt and acceptance of service of legal process. 
The bidder shall state: 


Beme and address cf general 
agent in the United States Brown Boveri Beetor Sires ew York, BH. Y. 

rown Bove rvice en 
A bidder effering equipment meaufactared euteiée the United States hall have is 
operation withia the United States or Canada complete maintenance and test facilities ef 
adequate size to handle and service this equipment. The bidder shall state: 


Location ef maintenance ’ 
ané Test facilities Brown Boveri, Canada, Ltd., St. Johns, Qe., Canada : 


A bidder offering equipment manufactured outside the United States shall have adequate 
technical service personnel ia the United States or Camada. The bidder shall state: 


Location of technical 


service perscanel Brown Boveri Service Center, at Leesngercee Ave. 
runswick, BR. J. 


Brown Boveri Corp., 19 Rector 8t., 
Hew York, H. Y. 


ue 


6/ Paul R. Sidier, President 


TVA 1661 (MA~-5-67) 





ADMINISTERED PRICES 


Bid opening 10 a.m. EST, August 27, 1957. 


NOTICE TO MDDERS: Bid opening date is extended from August 6, 1957, 
to mugust_27, 1957. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID 


Brown Boveri Corp., 19 Rector 8t., 
New York, N. Y. TENNESSEE VALLEY AUTHORITY 
\enaiere ile verter Division of Materials 


by_Melter W, Cox 


Date ; 
|___August 23, 1957 = 


TVA 1651 (MA-~-6-67) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


ADDENDUM 
Ne. III 


Invitation Ne. 2-208 
Date Auauat )4, 1957 


Bid opening 10 a.m. BST, August 27, 1957. PRAMS ORMERS 


NOTICE TO BIDDERS: 


Refer to Addenfum Bo. I and delete the following: 


A bidder offering equipment manufactured outside the United States shall have in 
Operation within the Usited States or Canada complete maintenance aad test facilities 
of adequate sise to handle aad service this equipment. The bidder shall state: 


Location of maintenaace 
end Test facilities Brown Rovers Canada, Lid. St. Jobos, Canada 


NOTE: Brown Boveri @annda, Ltd. is part of the Brown Boveri Combine, whose 
headquarter is in Baden, Switzerland. The Canadian facilities dre also 
organized to manufacture Power-and Distribution Transformers, Power Circuit 
Breakers and Switch Gear. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


[Bidder er rae ] 


| Brown Boveri Corp., 19 Rector St., | 
} ww York, N. Y. j 
igrature wad title of person authorlaed to slun bid — 4 





TENNESSEE VALLEY AUTHORITY 
Division of Materials 
| 


e/ Paul R. Bidier, Presider 
Bate z ae et ° Walter ¥ ae 
Aust 23, 4927 sememnienmcens — — bd = 


TVA 1651 (MA-6-57) 
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bare Sume 24, 1957 


Avet No. TPA ALGO 343.1) 
fudge No. Comatr, Phe1062 


Preject 


INVITATION 


A @eevation Bi DUPLICATES t@ requested on the ixeme Listed, subject 
ot this office 
ane) epee 
tad will be opened and read i public. Bids sot physically recetved by 
Gm time cunend will be rewrned unopened to the bidder 


TRA AB VALLEY AUTHORITY, By Walter W. Cox 
i cicakas seaisbscesad 


Purtiiehing, selling, and dalivering 
Power Trensfermers for Monterey, 
Tennessee, Substation, in accordance 
with TVA Standard Specification 

Wo. 54.080, revised January 26, 1954, 
TVA Drawing HSE-5590, Revision 3, end 
@11 the terms and conditions included 
in this Invitation to Bid. 


2° 





ARTICLES oR seRVICES 


Attachments vhich form part of Contract: 


Schedule of Prices 

Data Questionnaire 

Special Conditions 

Oontrol Schedule (form 9680) 

Progress Schedule (form 9681) 

Samed | Copditions (farms 9660 and 505: 

Design Data (Appendix A) (Rev. 1723/36) 

Guaranteed Performance Data (Appendix C 
(Rev. 1/23/56) 


Walab-Healey Act 


ification No. 54.080, 
on file with supplier) 


ACCEPTANCE 


Accepted as to Meme sumbered 


Contract Performance Dele 


TENNESSEE VALLEY AUTHORITY 


TVA USE ONLY 

| certify that the articies or 
Services listed above have been —— 
Teceived ta quamity ead quelity 
Specified except as noted 


TVA 9080 OMAT-6-S7) “Tpproved es teported above, 


‘Wrest or bo mumbe’ 


ADMINISTERED PRICES 


VALLEY AUTHORITY 
OIVISION OF MATERIALS 


On S NAL = oa r2ni2 


Chattanooga, Tennessee 
Tel. AMberst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


pninatie 4801/ET.241/E Mee August 19, 1957, 


i compliance with the invitation for bide end subject tp all the conditions thereof, vudinaenin 
offers, and agrees if thie bid be accepted within Gaye (80 days unless otherwise smied) 
from the dam of the opening, © furnish amy or all of the seme upon which prices are quoted, at the 
Price set opposite each item 


Gaye, 


tion with distounts offered will be computed from date of delivery of the supplies at Gesriaation, or 
from dace of receipt of correct bill properly certified, whichever dace ts lever 


‘The bidder represents 

Thathew . te nct__% 0 email business concern (Por this purposs, « small Business con- 
cers ie one which (1) i aot dominant ts ite field of operation and, with ts affiliates, employs 
fewer than 500 employees, or (2) is certified as « email business concers by the Small Business 
Administration. See Code of Pederal Regulations, Title 13, Chapter 1, Part 108, 31 Fed. Reg 
9709, which contains the detailed definition and relazed procedures ) in commection with supply 
contracts, if bidder ie @ noumamfacmurer, he also represents that the products w be furnished 
hereunder wil), will not X_, be produced by « email business concern. te construction and 
coastruction-related nonpersonal service contracts, the preceding sentence ie sot applicable 


That his employment practices 4o__, do not _X_, discriminate against any employee or applicant 
tor employment because of race, creed, coler or sational origia 


(Compiets only when the aggregate amount of bid ie $10,000 or more:) 

That he eX 2 manufacturer of the articles, equipment, material or supplice quoted upon berein 
That he ie —& regular-dealer in, and maintains « etock for sale to the general public of articles, 
eqiipment, materials or supplies of the general characeer of thet or those upon which ke bide hereis 


(Complete only when (a) the aggregate amount of bid in reepones to advertising is 628,000 or more, 
Or (>) the aggregate amount of bid on « aagotiated purchase is more thas $1, 000:) 

‘That (a) he has has not employed or retained any company or person [Scher than a full - 

Ume bona fide employee working for the bidder (or Camtractor)/ w solicit or secure this 

contract, and (>) he haa___, has not 2, paid or agreed to pay any company or person (other 

than 6 full time bona fide employes working solely for the bidder (or Contractor)7 amy fee, com: 

mission, percentage or brokerage fee, contingeat upos or resulting from the award of this can 

tract, and agreee to furnish information relating thereto as requesued by the Contracting Officer 
Seer Ferranti Electric, Inc. 


“5C, Rockfeller, Plaza. 


Eitete | J- -0911-3 3 


= 





Consign to- TENNESSEE VALLEY AUTHORITY 


Mark : Contract 
For 
Atte 


l Mail invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


Invoices must show contract mumber, discount ot terme of payment applicable, tem 
mumber, description of article or service, quantity, unit price, and total amoust 


Person receiving material | 








ADMINISTERED PRICES 


F,0,B. Monterey, Tennessee 


Trensformer, three winding, single phase, outdoor 
60 aycles, 88,915/154,000 volt wye-39,800/69,000 
velt wye, with 13,200 volt delta tertiary. ‘The 
windings ef this trenaformer shall 

following ratings based on a maxima 

temperature rise of 55 degree 0. 


yaad) Las oan be added at a later date 
to increase the capacity in accordance with the ENNESSEE VALLLY A 
‘Ollowing tabulation: 


OPENED 


Rating with one Rating vith /t 


26,667 iva 33,333 


CHATTANOGCS, Teh 


Ferranti Electric, Inc. 
Schedule of Prices 


TVA G96 (MAT-%88) 





ADMINISTERED PRICES 


| Tae treusformers shall 
| paragraph TH1-2.030 of MA 


| The newtral ef the 154-kv winding 
|@ 46-kv bushing. The 6>-kv neutral 
| through a 69-kv bushing. The inmila 
| Winding shell have « Bil of 750-kv. 


| The impedance betwee: the 15é-kv and the 


Company, located in « housing attached to the 
the ground. Two leads shall extend frem each 
terminal box. 


All bushings shall be of U. &. A. manufacture. terminal | comec 
the tremaformers te the buses or grounding @ are te be s 


The transformers shall be provided with ofl p 
@ealed system. Mo storage space shall 
Wushing mounting flange. 

| vided which will indicate the temperature of the 
| windings. 


| aaa radiators shall be such that accessories may be mounted/as o 
aes Specification No. 54.080, Overall 4 ppions act 
| an TVA Drawing HSE-5590, revision 3. 


Ferranti Electric, Inc. 


— inate TVA G06) GAT) 





TVA Mtl GAT-1-58) 


0 
Schedule of Prices 


Geeeribed in AGA 097-12-92.300, .400, .500, Ae, jaet 7 
Maaufacturer, Perranti Ltd., 


PRICES 
th the 


oc 
S. 
Zz 
te 
a 
< 


Hollinwood, Lancashire, England. 


Ferranti Ltd. 


Bach wait shall be impulse tested in accordance 


Hai 


24 
382 


Yome of 





7050 ADMINISTERED PRICES 


CA. INAL 2 
9 ¥ ee ene ret 
bee dune 2h, 1957 ania ate Ne P2n2 
Reet, Mo. TW Wr LL606- 14,31). Tel. AMberst 5-3551 Contrect Sete—_____ 
Budge xo. Gomatr. PA 1062 INVITATION, BID, AND ACCEPTANCE 


Project on rag 


INVITATION BID 366<1-5174 
A @omcion Bi DUPLICATE te requested on the itome listed, subject | Reference mmber nee August 26, 1957 
wet mame MOY, agua 8, T9875 "| eetinee wens evinin tor be, ad ae lt omionsteret avg 
otlers, and agrese Rs pnd 
usamissnhunssmetaeee oe tne tno epmng ren yo te owe pi ae et a 
price set opposites tte 
Temnuramearin wate Yo | So Seer et 
aif saris on saavicms Sas wah ccm era Vil compas rm no yo Se ain Hn © 
oe" be from dase of receipe of correct bill property certified, whichever dase ie laser 
Peover Trenaforaare for Monterey, ne an cas aps cenmwe meen eene, emat eno: 
‘emnesses, Substation, in accordance a ; as Roles aa 
with TVA Standard ition peated i Coe ot capieanns; Sale ih Gur BP ah Pa 
- 54-080, revised January 26, 1954, contracts, if bidder le ¢ soumamutsctarer sie eases out Ge pettans w bo eee 
Drawing HSE-5590, Revision 3, and hereunder will, will sot__, be produced by «email business comcers. ls construction and 
All the terms and conditions inaluded construction -related soapereonal service comtracts, the preceding commence i not appiicalls 


in this Invitation to Bid. ‘That his employment practices do, do not XX, discriminate against aay employes or applicant 
for employmeat because of rece, creed, cater or aational origin. 


Attachments which form part of Contracts} (Complies only when the aggregte amount of bid t¢ $10, 000 or more:) 
That he te 2 « manufacturer of the articles, equipment, material or supplies qpotsd upon herein 
‘That bois regular dealer in, and maintains « eveck for sale to the general public of articles, 
ep ipmem, materials or supplies of the general character of that or (hoes wpoa which he bide bereis 


Gpesssh satusons ope rerenatencmnirepem te ageeea 
Control Schedule (form 9680) ==, tno end. ougloyes ox setinst axy company or passes Qxtur Gane til 
Progress Schedule (form 9681) Gunesn GbGsoth oe DUE, toler tend Gomtan aaiererioon Oo 
Generel Conditions (forms 9660 and than hal time bone fds employes working ele forthe bes (or Cantractor]/ any ts. com: 
Sake Sete, Cgentie A) Ger 1/23/56) cose solemn eotipdoceenioeteieetaeion eemaiiitte date Steer. 
Quaren erformance Appendix Chita; = rearing er Comereeting 


(Rev. 1/23/56) 


Waleb-Healey Act 
TVA Standard tion Ne. 54.080, 
Rev. 1/26/54 (om file with supplier) 
TVA Drawing HSE-5590, Revision 3 
ATTAGEMENT TO BID: 
I ns P= 








Gen 


ACCEPTANCE 


Accepted a8 to Home qumbered 


Mark | Contract 
Tor 
Attn 
Meil invoice im DUPLICATE to TENNESSEE VALLEY AUTHORITY — 





Contract Performance Dare 


wr ine . TENNESSEE VALLEY AUTHORITY \ aust . a ot , eon 
, mumber, description of article or service, quantity, ualt price, and wtal amount 
ee le ~~ Contracting Officer 


Date Material Received|G B L [Carrier's Charges Paid S Collect § 


oe 
liva USE ONLY 
Hi certify that the articles or 
Services listed above have been ——— : Ne 
in quantity and quality Person receiving material Truck | Conmian Ce 
encopt a8 noted fender] TVA [Rail Frt|Rait Exp jMtr. 


MEME | wsacmumrete wy it = 








ADMINISTERED PRICES 


7.0.8. Monterey, Tennessee 


‘Transformer, three winding, single phase, outdoor 

© aycles, &8,915/154,000 volt wye- 39, 800/69 ,000 
oS with 13,200 wolt delta tertiary. 

- je of this transformer shall have the 

following ratings based on a maximm copper 

‘temperature rise ef 55 degree C. by resistance. 


The self-cooled ctmtinuous rating of each winding 
ing no fans or oi] pumps shall be in accerdance 
th the following tabulatien: 


15é-kv winding - 20,000 kva 
(9-kv winding - 20,000 kva 
13.2-kv winding - 7,000 kva 


(Mach transformer shall be so constructed that 

cooling can be added at a later date 
So inorease the capacity in ascordance vith the 
‘ollowing tabulation 


Rating with one ©- Rating with [two 


26,667 iva 33,333 


pumps wu 
for the first rating shall not reduce th 
than 5%. The failure of any one fan provided 

that continuous reting by more than 4%. 

a for the first rating shall 


General Electric Company 2 
Ll 


Schedule of Prices TVA 0061 Q4AT-7-68) 











eee 





ADMINISTERED PRICES 


No. 220% 
Pege No.3 








The 154-icv winding aball be provided with ome 1/2% full ity below | 

j amd three 2-1/2% full =p spe above normal.| Bo tape to in the 

| G-kew winding. The 13.a-kv winding shall be with 5% capacity tap 

| above normal and ane f wil oapecity tap belew + the »| manually joperated 
| tap changers eball be provided, ame for the taps the 1 gh for the 
| tape in the 13.2kv winding. These taps shall 7 aide 

| ef the transformer. 

| Al) comtrol fuses shal] be American Standard ¥. EB fuses. 


|The trenaformers ahall be cach that they oan be opens exoi foo covet ty 
| paragraph TH-2.030 of BEMA Standard TH-1954. | 
| 


| The neutral of the 154-kv winilng shall-& josie br t ogt through 
| & 46-ky bushing. The 6-kv neutral andl be brought jout 
| through a 69-ky bushing. The ingmlation and map © goed ote 5Sa-k¥ 
Winding shall have « BIL of 750-kv. | 
| 
Pent aiauadidhen Sahioemes des ide-we ond shes 69-kv 9.08 
| am @ 20,000 kva base. The impedance between the tinge alt be 6 kv @ ebal) 
| be approximately 13.7% on a 20,000 kva base. The| impedance|betweenl the 69-ky and 


|13.a-kv windings shell be determined by the manufacturer to, best his deaign 


requirements. ‘The final test values of impedence) aball be yithin 108 plus of minus 
| af the above specified values. j | | 
| | 


|Meximm efficiency shall be et approximitely 3/4 hoa. | a 
| andar 

| Bach 154-kv bushing shall be supplied with one si ee, euracy, 

| malti-ratio, bushing type current transformer. rks by supplied 
with ea similer current transformer except 1200-5 ae 

| shall meet all epplicable requirements of NEMA 361 "4 agate 
from each bushing type current transformer shall papinee« bar are 

| point short-circuiting termina) block, equal to Burke Ste 

| Company, located in ea housing attached to the +: sauae a ae oessible from 

| the ground, Two leads shall extend from each short ciroul ae a t 
oe oe bea, 

| Aud washings shall be of U. 8. A. manufacture. terminal | commectors for dei 
| ae SeemaERemere to the buses a grouting are to be/ furnished. | 





|The transformers shall be provided with of) pre t the gas + of] 
| sealed system. Mo storage space shall be provided for gas oil e the lowest 
| bushing mounting flange. Dial type, hét spot ture oa shall pro- 
vided which will indicate the temperature of the hottest t in of the | ee 
| windings. 

Al] redietors shall be such that accessories may mounted/ as for in [TVA 
Standard Specification No, 54.080, Overall dimenpions not eed those shown 


}in TVA Drawing HSK-5590, revision 3. | | | 


i \enbneenentaaal = —_ | j 1 


General Eleotric Company 
e10oEe 


chedule of Prices TVA sont MATE 








ADMINISTERED PRICES 7053 





















| er 
The nameplate, thermometers, «nd manually operates tap be Loegted on 
the high voltage side. The transformers shall be equipped gith « . ° 
caster type vheels, the flange to be not wider 1°, to |be 
i | attaehed with balte and alternate positions provided, so t the wheels may be 
s operated ap a 6'-0" or on a 4'-8&1/2" track gage either widens 
| wo ground pads shall be supplied as described in| ASA C57.12 - 17.980. A power 
| factor test ahall be made on esoh transformer and) each a 
All pipes, fittings, screws, muts, and bolts used! inside or ayia t the tiensformer 
| ahall conform to U. 3. A. standard sises, and all) threads each the fordgoing 
5 shall conform to U. S$. A. standards. 
| | 
| Transformer oil shall be shipped from a U. 9. A. $efinery shall) mest all |require- 
|mente of TVA Standard Specification No. 54.0860. Mach transformer be filled 
|with ary nitrogen or dry carbon dioxide, If thesp transfo: * to be in |transit 
| for more than 14 days, the following requirements will apply in lien of s 
i | F=3 and F-4, of TVA Standard Specification No. 54.080: 
. | 
| The transformer shall be shipped filled with dry inert | gas wnibe pressure. 
A cylinder of the dry inert ges shall be temporarily cqmnected to each 
transformer tank through suitable valves for! maintaining pressure while | 
j | the equipment is in transit. This temporary) gas equipbent oa be returned 
to the manufacturer (at his expense), if reqhested. | 
| Bach wnit shal) be impulse tested in accordance whth the 3 Tapulse Teate 
ag described in ASA C57-12-92.300, .400, .500, .600,/and .700 NEMA TR1-2.056, 
od | | 
| Name of Manufacturer General Electric Company 
is 


| Point of Manufacture RALLALLALd, HaasRchune ts | 
| street oity) atate 


| . 
| i 
la |Alternate. Transformer, same as item 1 above, 4 | eaoh hass..942/ 4753. 768 | 
| exo! © be complete with auxiliary cooling | 
| @quipment for providing two supplemental stages | 
jaf cooling having kva ratings as indickted in 
| |item 1 above. One visual ofl flow indicator | 
| @hall be provided for each oil pump and it shall | | 
| be equipped with at least ane ungrounded | | 
| electrical contact designed to close upon loss 
of of] flow. 


| 


| Name of Manufacturer Generel] Electric Company 


Point of Manufact Pittsfield, Massachusetts | 
| street) Toity) Tstate) | | 














____ General Blectric Company 
roH88 monen Schedule of os PVA got! (MAT<88) 


35621 O- 60 





ADMINISTERED PRICES 











——some JRIGINAL, ag _— 
Chattanooga, Tennessee 
het, ho, Deiter 943.2). Tel. amerst 5-355 (GB) incu 
Setaet to, Camate, Bie1062 INVITATION, BID, AND ACCEPT. 
“INVITATION BID 
4 execen w soem me meme we mee eterence munter__E7/1050/WJB. ome _ 237d _mngmst, 1997. 
1 canetianne wet Go trvinsion tr Bite, end extee > oxnttsens Gaoeat, fou sans signet 
ae | So ee 
‘Thomsen VaLisy avtwcerry,® Walter W. Cex rm AE pe divest me pe ee ee 
ARTICLES O8 SEAVICES ca this form (1) Geccunts will be dedeeted frem the gross cemcrect prise; oad (J) tame i camney. 
Boe with tiscommeE will be compunnd fram Gate of Gai rvery of the mug ies wt tee! eacinn or 
from dass of recaigt of earroet bil property certified whichewer Gast i@ Lote 
Furnishing, selling, end delivering he te Pepe eam 
Sever Trensfornere for Monterey, Teas te o_o aX. oemal tnctanes consers. er Gis paepete, 0 ena besten ow 
with TVA ’ a im scocrdance — proearheoclom yc «deg hey yesh bones San 


A Drawing HSE-5590, Revisien 3, and Seenetes sa cae a i> Geueneae ommibanmamnauee Sauna 
Ql the terms and conditions inaluded cometruc tiem mempertanal service con ects the preseding sastime: We o:< spp cette 
in this Invitation te Bid. ‘That his employment practices do, @o act _J . discriminate agatest any employes ox spgt ints 


tor employmest becames of race, creed, coer or national origin. 
(Campieve only whes the aggregate emown of bid we 510 000 or more) 


Setnlncuneeaae ane qe tpmee mente Tle) oT REP les om wm hele 

regal aR St ie Bet BI I I 
Schedule of Prices pete Saestasennampunatognnabagemunddanrtamepdante tals ane 
Date Questionnaire (Complore caly when (2) the aggregate amount of bid ta response advertising 1 $28,000 or mers, 
Special aoa te ) 0) sage ease SS a0 paps pcre © anes Gen GOR) si 

segress Schedule (form 9681) conan atane eat nyt penpant, tempat + 
seneecl, Cuntesdone (forme ; ae oe es : ~ nn ey Le OT 
Deet m on Capes OS te tract, and’ wo furnish information thoret os tec Otticer. 
Guaranteed ‘ormance Data (Appendix Ciiise; 

(Rev. 1/23/56) English Electric Export & Trading Co., Ltd. 
Walab-Healey Act a ee reer ee 
Ta Centers tion He. 34,008, nie Beaver Street notes 

. with supplier - oe 
Wek boccant, San soe neshaaee” __Hev York 4, New York. Wiitenall 4 - 0% 


Ai W. J. Barnes 


Cea erty re 


CCEPTANCI Consign to-TEWNESSEE VALLEY AUTHORITY 


Abcopted ae te Heme mumbered 


Mark 1 Contract 
for 
Atte 
Mall lnveice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


aI TENNESSEE VALLEY AUTHORITY b oust chow 4 e of hie, nom 
y By mumber, Gescription of article ot service, quantity, wal price, and weal ashount 
Comract Ollicer 


USE ONLY ee ~ PDate Material 


‘sata ‘[Earrier's Charges: Pat § Collet | 
| .ortidy thet the articles or 


Servives listed cheve have been Wine nulla a 
teceived im quamtity end quality ‘erson receiving material 
Specified except as nated 


TVA 8090 Q4AT-6-57) “Tpproved ac reported abev: 





(Scott 


—_ 





foe 
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ADMINISTERED PRICES 
Schedule of Prices 


English Electric Export & Trading Co.,Ltd. 





stemtt _ — 





1 | 4 |g! @aa* a€8ek34a st see cw i4$§se2 ’ ’ a 






7056 ADMINISTERED PRICES 


and three 2-1/2% full-oapacity taps above nermal. 
@~-kv winding. The 13.2-kv winding shall be 


Al) camtrol fuses shall be American Standard JB. 
The transformers shall be euch that they can be 
paragraph TR1-2.030 of MEMA Standard THI-1954. 


The neutral of the 154-kv winding shall-be insula 
a 46-kv bushing. The 6%-kv neutral shfll be 
through a 69-kv bushing. 

a have e BIL of 750-kv. 

The impedance between the 154-kv and the 6%kv 
om @ 20,000 kva base. 

be approximately 13.7% on a 20,000 kva base. The 


requirement 
of the above specified values. 
oad. 


Meximm efficiency shall be at approximately 3/4 


ee ee 
multi-ratic, bushing type current transformer. 6-kv 
|With @ similar current transformer except 1200-5 ampere. 
ghall meet all applicable requirements of NMA 





point short-circuiting terminal block, equal to 
Company, located in « housing attached to the 


the ground, Two leads shal) extend from each short oircul 
terminal box. 


The transformers shall be provided with oil pre equi 

Sealed system. Ho storage space shall be provided for gas 

bushing mounting flange. Dial type, hot spot ture 

vided which will indicate the temperature of the hottest 

windings. | 

| 

| All rediators shall be such that accessories may be mounted|as called far in TVA 

Standard Specification No. 54.080, Overall dimenpions shal} not eqceed thos¢ show 
| an TVA Drawing HSK-5590, revision 3. | 

ia ae ; ia aa ; 1 

Englieh Electric Export & Trading Co.,Ltd. 


ee Schedule of Prices TVA 8081 (MAT RE 





ADMINISTERED PRICES 


the high voltage side. The’ tranafermers shall be] equipped 
caster type wheels, the flange to be not wider 
attached with balte and alternate positions 


Two ground pads shall be supplied as desaribed in| ASA 057. 
factor test shall be made on each transformer and each 


shall conform to U. S. A. standards. 


Transformer o11 shall be shipped froma U. 8. A, 
mente of TVA Standard Specification No, 54.080, 
with dry nitrogen or dry carbon dioxide, If th 


for more than 14 days, the following requirements) will 
P-3 and F-4 of TVA Standard Specification No. -— 


The transformer shall be shipped filled with) dry tera 

A cylinder of the dry inert gas shall be 

transformer tank through suitable valves for) main pres 
the equipment is in transit. This te ee equi t 
to the manufacturer (at his expense), if veemee. 


Rach unit shall be impulse tested in accordance with the 
described in ASA C57-12-92.300, .400, .500, .600,| and .7 


Name of Manufacturer English Electric Co.,Ltd. 
Setek it Viti STAFFORD, ENGLAND. | 
(street) (odty)  (etate)| 


ternate. Transformer, same as item 1 above, 
MEE ve comlete vith euxiliary cocling 
equipment for providing two supplemental stages 
of cooling having kva ratings as indicated in 
item 1 above. One visual of] flow indicator 
ahall be provided for each of] pump and it shall 
be equipped with at least one ungrounded 
electrical contact designed to close upan loss 
of of] flow. 





Mane of Manutacturer_Mliah Electric Co., Utd. 


Point of Manufacture, STAFFORD, ENGLAND. 
(atrest) (oity) (arate) 











English Electric Export & Treding Co.,ltd. 
TT a —_ 


Schedule of Prices TVA 8081 (MAT-1-98) 
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ADMINISTERED PRICES 


kuedmoy) cost pq-avspjon 
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coo a TrSOd0ud 


ADMINISTERED PRICES 


TENNESSER VALLEY AUTHORITY, 
Oivigsee OF MATERIALS gv 
Chattanooga, Tennessee 
Tel. AMherst 5-355) 


INVITATION, BID, AND ACCEPTANCE 


BID 


t@ requested on the eme liwted, subject | Reference umber P- 36362 
Pe art re WoC, eka 
ad wil) be opened and read in public Side not physically recetved by . 
(tine etaced wil) be remsraed unopened to the bictter » 


(eedReRS VALLAY AUTHORITY, «=©Walter W. Cox Goma wil to ens te payee 0 ntewn Setuee am, 
eau ber 
ARTICLES O8 SRAVICES mente Seana eee sae 
‘The bidder represses: 
Re ee ee, | mises stulemntnanuesaral Siu came 
= an ane oie 1954 Administration Sos Coto of Poteesl Ragdosiens, Tate = 
+ Sho revised January 26, 
™ Dreving HSE-5590, Revision 3 
aii the tonne end condittens anciuled 
ie this Invitation to Bid. = 
for employment because of race, creed, color or sstional origin 
Attachments which form part of Contracts} (Complete ogly when the aggregate amount of bid is $10,000 or more:) 
le nee ee ences Serene Saterreees eee eer enin ano 
tcaatale of Prices colpen,naweral ct applic ofthe general cases of aor tase pon chants ts tare. 
ta Questionnaire 


Special 0 t (Complew only when (s) the aggregate amount of bid in response to advertising is $25,000 of mere, 


or (b) the amount of bid on « segotiated purchase ie more than §1, 000) 
tested Schetate (tom 9600) ‘That (a) be hae A, has not__ re tpn teapot mae pennant 
Qmeral Conditions (forms 9660 and cployee work 
Sesign Data (Appendix A) (Rev. 1723/36) wrod enue rade ; 
tmaranteed Performance Data (Appendix C| PENNSYLVANIA THANSPORMER 

(Rev. 1/23/56) McGrav-Edison Company 


Waleb-Healey Act 

TVA Standard ification No. 54.080, 
Rev. 1/26/54 (om file with supplier) 
VA Drewing sk-5590, Revision 3 


se ~f aD 
CCEPTANCE In to- TENNESSEE VALLEY AUTHORITY 


A cepted as to Meme mumbered 


Mark ; Contract 
For 
Attn 
Mail Invoice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


Lrvotcee must show contract sumber, @iscount or terms of payment applicaiie, em 
| number, description of article of services, quantity, ual price, eagper yo poet 


VA “USE ONLY 
|! eertity that the articles or 
Wrvices listed shove have been — ~ aon 
Nteived in quamity and quailty Person receiving material Truck 


Gaal Carrier 
\*Pecilied except as nated 


ander] TVA prse preset 
TVA QUT) Kgprevel wa vaperied above It] 


4 





9 


TVA wo6i (HAT 


Schedule of Prices 


mo fH 
E&cehstas 


——_—__,—__— oan 


PRICES 


The 


a 
we 
ow 

> 
— 
ot 
= 
< 


Rating with one Rating vith 


ef this transformer shal) have the 
fellowing ratings based =m « maxigmm copper 

temperature rise ef 55 degree 6. by 
= —————_———_- 


McGrev-Edisoo Company 


Transformer, three winding, single phase, outdoor 
60 eyeles, 86,915/154,000 volt wye-39,800/69,000 


volt wye, with 13,200 velt delta tertiary. 
Witet by TVA from @ separate source. 
PERNSYLVANLA TRANSFORMER DIVISION 





ADMINISTERED PRICES 7061 


No. 
Page No.3 caine 
aera nage [: —— 


unt UNIT Peice AMOUNT 
- ———s + a eS 
| The 15é-kv winding shall be provided with one 21/2% full ne bon nehen neni 
and three 21/2% full-capacity tape above normal.| No taps to in the 
(Q-kv winding. The 13.2-kv winding shall be 
above normal and one full capacity tap below 
tep changers shall be provided, ame for the taps 
taps in the 13.2-kv winding. These taps shall be 
| of the treneformer. 
| 
| AL1 comtrol fuses shall be American Standard BH. EB, C. ome-t. 
| peocgeen 1ea030 of Mm ames Me. 
| paragraph TR1-2.030 of MEMA Standard THI-1954. 
The neutral of the 154-kv winding shall-be insula’ for 
a 46-kv bushing. ‘The 6%-kv neutral shdll be ted for 
| through ea 69-kv bushing. The ingilation and 
Winding shall have a BIL of 750-kv. 


The impedance between the 154-kv and the 63-kyv 

an @ 20,000 kva base. ‘The impedance between the 

be approximately 13.7% on a 20,000 kva bese. The; impedence| between the 69-iy and 
| 13.2-kv windings shall ee ae mest his dedign 
requirements. The final test values of ee a shall be ep plus of minus 
| of the above specified values. | | 

| | 

| | 


Rach 15i-kv bushing shall be supplied vith one 600-5 an | nna relay doouracy, 
multi-ratio, bushing type current transformer. Each U}>ky¥ bushing shall be supplied 
with a similar current transformer except 1200-5 ampere. al current transfdrmere 


Maximes efficiency eball be at approximately 3/4 ba 


| aball meet all applicable requirements of NEMA s 3.10. (All secondary leads 
from each bushing type current transformer shal) ed'to an individual, six 

| point short-oircuiting terminal block, equal se manufctured by Burke Mleotric 
Company, located in a housing attached to the transformer tenk and pocessible fram 


the ground, Tvo leads shall extemd from each shott — re 
terminal box. 


| the transformers to the mia iether. ni “enpbtiaes 1 


| the tranaformers shall be provided with oil pre wal t off the gas 4 ofl 
sealed ayatem. No storage space shall be provided for gas 01] above the lowest 

| bushing mounting flange. Dial type, hot spot bo fatten cat shall be pro- 
| vided which will indicate the temperature of the hottest aa of the ‘three 
| windings. | | | 





| 
All bushings shall be of U. 8, A. manufacture, terminal | connectors for odnmnecting | 
| 


|All rediatore shall be such that accessories may nounted! for in [TVA 

| Standard Specification No. 54.080, Overall ions shal} not eed thoed shown 
= TVA Drawing HSK-5590, revision 3. | | 

| 


Schedule of Prices TVA 08) (MAT>1-88) 





ADMINISTERED PRICES 


Proposal F-36402 


O60 cearenesi I Soe 
Page No.4 


caster type vheals, the flange to be not wider in 
attached with bolts and alternate positions p d, #0 
operated on a 6'-0" or on a 4'-8-1/2" track gage in either 


shall conform to U. 3. A. standards. 


Senta teil So Slants few 5. 8. Bs 
mente of TVA Standard Specification No. a 
with dry nitrogen or dry carbon dioxide. 
sesame han iedinie sean eemeneaai 
F-3 and P-4 of TVA Standard Specification No. 54. 


tho Seenatemmee shall bo chigpel £ii2e0 with) Gry snartigns wate 
A cylinder of the dry inert gas shall be bo 0 
transformer tank through 

the equipment is in transit. This 

to the manufacturer (at his expense), if 


Mame of Manufact: ain 
Avenue 


Point of Manufacti Canonsb e lv 
street city state 


electrical contact designed to close upon loss 


of of] flow. ¥ s 
Name of Manufact: McObew-Edisoo Company 


Point of Manufact: Canonsburg, Pennsylvania 
(street) Toity) Tatate) 


silane 


PENNSYLVANIA TRANSFORMER DIVISION 


—MeGrev-Hiipoo Company _ 


Schedule of Prices TVA post MAT HM) 
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ADMINISTERED PRICES 


teesbins- ip ® 
TENWESSRE VALLEY AUTHORITY Fs 
vue lime 2hy 1997 Seon OF MATERIALS (9a) “s ‘aah 
Chattanooga, Tennessee 
heat, to, De Ven bbb 349,11, Tel. AMherst 5-3551 
figs to, Comat, PhelO62 INVITATION, BID, AND ACCEPTANCE 


Comract Date 


BID 


aes anievell te bamnsanpmnsses dstene. 
fBeanens VALLEY avTucerTY,® Walter W. Cox 
ARTICLES O8 SERVICES 


Se cain, Sb Seats 
Pwer Transformers for 


Gubstatian, in accordance 
With 1YA Standard Specification 
fe, 54.060, revised January 26, a 
7A Drawing HSE-5590, Revision 3, and 
ad the terms end conditions included 
fa this Invitation to Bid. 
lor empioymem: because of race, “Greed, color or national origin. 
only whes the aggregate amount of bid t@ $10,000 or more:) 
| e@tipent 


(Complete only when (a) Use aggrege te amount of bid i response to adver tisimg i¢ $25,000 of more, 
or (b) the aggregnee amount of Did on « nagotiensd purchase is more than $1, 000) 
That (a) be hes__, has not, employed or retsined any company or Qerer Gace ell- 


Da‘ 
Design Data apa a er. 1723/36) 
(Rev. 3/56) 


Ao - TENNESSEE VALLEY AUTMORITY 
Actepted a6 to tome mumbered 


Mark | Contract 
For: 
Atta 
Mail invoice in DUPLICATE to TENNESSER VALLEY AUT 


TENNESSEE VALLEY AUTHORITY — " e a , teem 
By wae description of article of service, quatity, unit prise, ead total amoumt 
} ONLY so 
tty that the artiales or 
|Wrviees listed above have been asieiad 
(Nttived ‘= quamtity amd quality Person receiving material 
Wacllied encept as noted 


| TVA $080 (MAT -6-97) “Tpproved as reported above 
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ADMINISTERED PRICES 


F.0.B. 


Transformer, three winding, single phase, outdoor 
6 oyeles, 88,915/154,000 volt wye-39,800/69,000 
volt wye, with 13,200 volt delta tertiary. ‘the 
ef this transformer shall have the 
following ratings based a> « saximun 
temperature rise of 55 degree C. by re ° 


The self-cooled continuous rating of each winding 
‘using no fans or oi) pumps shall be in accordance 
\with the following tabulation: 





Monterey, Tennessee 


15é-kv winding - 20,000 kva 
69-kv winding - 20,000 kva 
13.a-kv winding - 7,000 kva 


Itech transformer shall be so caustructed that 
auxiliary cooling can be added at a later date 
\to inerease the capacity in accordance with the 
\following tabulation: 





Rating with one Rating with {two 
stage of cooling 


33,333 i 
33,333 


11,667 5 508 


future cooling devices may consist of fans or pil pumps 
one fen provided for the first rating shall nat reduce 
more than 5%. The failure of any one fan provided for the 
that continuous rating by more than 4%. fail 
ed for the first rating shall not reduce the continuous 
‘ailure of any one pump provided for the second rating 
ting by more than 16%. Future oil pumps shal] not impede 
the pump is not runing. | 


26,667 kva 
9,333 kva 





| 

Individual automatic control equipment shall be ed for| each 
jaf supplemental cooling. These may be actuated the saste hot 
devices, but all other portions of the system (except for the exte 
ball be electrically separate so that a failure one sy 
other. The automatic control equipment and motora shall robe 
operation at 230 volts e-c, single phase, 60 cyolas. 

jwided by TVA from a separate source. | 


The 
| 


| | | 
(*)(#) Gee Page 5 | 
| | | 
id apical ee 


____ WAGER ELECTRIC CORPORATION 
BIDSER 





No.____ 23022 







































the two stages 
tempers ture 
source >f pover) 

not affect the 


will | 
esigned for nerml 





Schedule of Prices 








TVA 0081 (MATTE) 





ADMINISTERED PRICES 


No. x20 
Page No.3 mchaiiaa 


UNIT Price 


The LSérkv winding sball be previded with one 21/2% full 
and three 2-1/2% full-capacity taps above nermal.| No taps 
()-kv winding. The 13.2-kv winding shall be 
peel es pe eg tac gee lp: Aa 


The transformers shall be such that they can be 
paragreph TR1-2.030 of NEMA Standard TH-1954. 


The neutral of the 154-kv winding shall-be insula! 
a 46-kv bushing. The 6>kv neutral shéll be 
through a 69kv bushing. The inmlation and 
winding shall have a BIL of 750-kv. 


The impedance between the 154-kv and the 69-kv 
on @ 20,000 kva base. 


requirements. The final test values of impedance anali be within 
of the above specified values. 


Maximm efficiency shall be at approximately 3/4 load. 


Bach 154-kv bushing ahall be supplied with one 
milti-ratio, bushing type current transformer. 
with a similar current transformer except 1200-5 
shell meet all applicable requirements of NU 
from each bushing type current transformer shall 
point short-circuiting terminal block, equal to 
Company, located in a housing attached to the 
the ground. Two leads shall extend from each 


terminal box. 
All bushings shell be of U. 8. A, manufacture, ea 
the tramsformers to the buses or grounding system|are to be 


The transformers shall be provided with oil equi 
sealed system. Mo storage space shall be pr for gas 

| bushing mounting flange. Dial type, hot spot ure 
vided which will indicate the temperature of the hottest t in 
windings. 


Al) rediators shall be such that accessories may mounted|as c 


Standard Specification No. 54.080, Overall ions 
in TVA Drawing HSK-5590, revision 3. | 


Schedule of Prices TVA O81 (MAT+T-88 





ADMINISTERED PRICES 


shall be shipped from a U. 8. A. 
ments of of TVA Gtendard Specification No. i the 


transit. This vemporary| gus ects 


(at his expense), if 


Bach impulse tested in accordance 
described in 57-12-92.300, »400, .500, -600, 


Meme of Manufacturer Wagner Blectrig Cernoration 


Point of Manufacture $400 2 ‘ 
street state 


cooling having kva ratings as indicated in 
item 1 above. One visual of] flow indicator 
ebhall be provided for each of] pump and it shall 
be equipped with at least one ungrounded 
@lectrical contact designed to close upon loss 
ef of] flaw. 


Meme of Manufacturer_Wagne? Electric Corporation. 


Peint of Mamifuoture 320 Eveostps- 21. etits Me 
street city state 


) See Page 5. 


—_———"AMIER ELECTRIC CORPORATION = _ 


Schedule of Prices TVA bobt (MATH 
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Atachmes 
boned 
Data Qu 
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Progres 
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Design 
Onarent 

(Rev. 
Val eb-! 
17 Bt 

fev, | 





ADMINISTERED PRICES 


VeeatHAL 


Tenses VALLEY AUTHOSSTY 
Orvisien OF MATEMALS g8 


Chattancega, Tennessee 
Tel. Mherst 5-355) 
INVITATION, BID, AND ACCEPTANCE 


Comract Date 


INVITATION BID 


pe a reqeeewed an Ge meme liseed, amtyost | Redecwace ater t 27, 1 
Fem bat teed ho = 
i aeons os send 0 pis. Seem male seein ly | Sa, esac s eouatg, © aan ay or TUS tas a can pom om Game ae 


wwice eat opposias each mem 
{OeMNRS VALLEY aTMOEITY, by Walter UW, Com | Doma will be allowed tor peymene 


wen tas oben 


Gow 9th Seccaramy offered wl Oe compen trom @mes of Qalivery x eo sugyl tes at Seorubed ies 
from dace of receipt of correct bill property certified. whtchever dese i Laser 


14 Drawing BSE-5590, Revision 3, and 
dl the terms and conditions inaluded 
is this Invitation te Bid. 


Wrachments which form part of Contract: 


o @) @e 
‘That (s)he has _, has aet_3f employed or remined any company or 
(tame Dont fide employes worting sebely tor the biker (or 


Design Date (Appendix A) 
Quarenteed Performance Data 
(Rev. 1/23/56) 


Mcopied 20 to Rome cumbered 


Ate 
Mail lnveice in DUPLICATE te TENNESSEE VALLEY AUTHO! 


fer TENNESSEE VALLEY AUTHORITY | | oscee must Show cumtract mumtber, Gleccunt or terms of payment epplieahie, 
\ By umber éemcrtption of article of service, quently, anf prise, 


WA UlE ONL: 

| tertily thet the artiabes er 

Wrviges Iteted above have bees “Berens tea ee 

‘eeived im quastity aad quality jerees receiving material Common Carrier 


‘sesh caalea m7 a 
1Y4 080 Q4AT-6-87) Tpproved os reported above 4 2) 





7068 ADMINISTERED PRICES 


Trensfermer, three winding, single phase, outdeer 
© cycles, 96, 915/154,000 velt wre- 39, 806/68 000 


fellewing ratings 
temperature rise ef 55 degree 6. by resistance. 





Westinghouse Electric Corporation 
= ee <a Sehedule of Prices TVA 0061 GAD 





TVA bl GAT HES) 


Schedule of Prices 
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54.080, 
reviaica 3. 
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shall be such that accessories may be mounted| as 
Overall ¢ 4 


Standard Specification Mo. 


Westinghouse Electric Corporation 


in TVA Deewing BSK-5590, 


All radiators 
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TVA 6861 AT-?-08) 


Schedule of Prices 
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ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


doe dime Zhe 1997 
hee, No, De AbbOG 343.1), 


eee. Tennessee 
Tel. AMherst 


OivieiON OF MATEMALS 8) 


53551 


Budget Ne. —famatr. Belo, INVITATION, BID, AND ACCEPTANCE 


Project Laray , ° 
INVITATION 
A @oturen [6 expees wed on tht Beene Lume) cabreot 
@ te thie office 


a4 wil] be opened and read in public Bide not physically recetved by 
1h cme steted will be remirmed unopened w the bidder. 


‘T@omeses VALLSY auTHoRrry, sy Walter W. Cox 
ARTICLES OR SEAVICES 


Purnishing, selling, end delivering 
Peover Transformers for Monterey, 

' Tennessee, Substation, in accordance 
vith TVA Standard Specification 

No. 54.080, revised January 26, | 
TVA Drawing HSE-5590, Revision 3, and 
Qi) the terms and conditions included 
in this Invitation to Bid, 


Attachments which form part of Contract: 


Guaranteed Performance Data ( 
(Rev. 1/23/56) 


Walsh-Healey Act 

TVA Gtandard ification Ho. 54.080, 
Rev. 1/26/54 (om file with supplier) 
TVA Drewing BaE-5590, Revision 3 


CCEPT ANC! 


Accepted a6 to Rome mmbered 


BID 
Reterence mmber_81L-G-7978-N coe __ August 23, 1987 


tn compliance with the invitation ter bade, and 
ofters and agrees if this bid be accepted widhin 


from dase of receipt of correct bill property certified, 
‘The bidder 


‘That be to, to nct_%, 2 email business concern. (Por this purpose, « email miiees eun- 
cern is one which (1) is act Gominamt te ite fieid of operation and, with Me affilieses, employ’ 


contracts, if badder \¢ @ nenmamsimctsrer, be also represents thst the prodscts w be Mrnshed 
hereunder will__, will act_X., be produced by « email business concers. te construction and 
construction -relased nompersonal service coatracts, the preceding seusence ts not applicable 


‘That his employment prectices do, éo ast X  aecriminate against any eaployes or applicant 
for employment becease of race, creed, coler or national origta | 


(Complete only when the aggregnse amount of bid is $10,000 or more) 

‘That be is X s mamutactirer of the articles, equipment, material or supplice quoted upen herein. 
‘That bee regular dealer in, and mainening @ stock for sale wm the general public of articles. 
eqipment, materials or supplies of the general cha recter of that or those upon which ke bids he rvia 


(Complete only when (a) the aggregate amount of bid m response to advertising te $28,000 or more. 
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ADMINISTERED PRICES 


Meaterey, Tennessee 

three winding, single phase, outdcor 
© eyales, 88,915/154,000 volt wye-39,800/69,000 
volt wye, with 13,200 velt delta tertiary. ‘The 

d ef this tremefermer ehall heave the 


trenaformer shal) be se constructed that 

cf eooling oan be added at a later date 
inerease the ospacity in accordance with the 
ellewing tabulation: 


iSé-kv 
xe Winding 
13.a-kv Winding 


MOLONEY ELECTRIC COMPANY 
Schedule of Prices 


TVA 0061 (At Hs) 
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tapas 
of the transformer. 
al 
the 


All rediatore shall be such that accessories may p 


Standard Specification No. 54.060, Overall 4 
in TVA Drawing HSE-5590, revision 3. 
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oo this form (1) dtpcoumes will be dodmened trem the gree comtract prime aed (2) cme 

Goa with discounts offered will be computed frem das of daitvery of tho 

‘trom dase of receipt of cervect Bl) property certified whichever date fb 


3, end 
UL) the terme and conditions included 


is this Invitation to Bid. 


Sttachments which form part af Contract: 


Performance Da 


Ouaranteed 
(Rev. 1/23/56) 


VA Staniaad See Ne. 54.080 
Rev. 1/26/54 tom file vith eupplier) [© 
TVA Deewing ESE-5590, Revision 3 — 
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Trenefermer, three winding, single phase, outdcer, 
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tape 
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Company, located in a housing attached to the 
the ground, Tvo leads shall extend from each 
terminal box. 


ting flange. ° 
vided vhioh will indicate the temperature 
windings. 


Standard Specification No. 54,080, Overall 4 
in TVA Drawing HSE-5590, revision 3. 
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Oman me DO 


Office Memorandum * UNITED STATES GOVERNMENT 


TO : 
FROM : 


SUBJECT: 


ha hf bag (tt files. 


Z (AA 1% 


pAte. January 30, 1959 
Walter W. Cox, 320 Lupton Building 


Henry F. Corden, 814 Power Building 


REQUISITION 2-3080 - LIGHTNING ARRESTERS 
FOR NORTH KNOXVILLE PRIMARY SUBSTATION 


. 


We @re returning the proposals sutmitted on the above requisition. 


Listed below is a summary of the bids in ascending order reletive 
to the amount of the bid: 


tems 1 t 


General Electric Company 
Ohio Brass Company 


Westinghouse Electric Corp. 


I. Lowest bid conforming to specifications and best meeting 
conditions as outlined in the invitation: 


Award to any one of the above bidders. Their bids are 
identical for each ites. 


Remarks: 


Insulated bases covered in items 4 and 5, must be purchased 
with arresters of the seme manufacture. 


Delivery promised by each bidder is satisfactory. 


Technical data supplied by Ohio Brass is retained for our 


FHM: MA 

Attachments 

ect K. B. Bapgood, 501 Power 
H. 0. Murphy, 202 Tittle 


G. I. Teasley, Knoxville (2) 
814 Pover 


545 Power 
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het No 9M-BNBZG-343.8. TENNESSEE VALLEY AUTHORITY 


Division OF MATEMALS le’ - 
“une Hort Eaomsitia Bri. thet meme AMeret 5-355) orl 20 8:3000- 
nn fverrannoes AND ACCEPTANCE Contract bare February &, 1959 
Requisitions: Ref No. 
INVITATION Date. 


January 13,1959] BID~ netorene manor Meg. 47372 tw 1/87/59 
grates BL EUPLIGATE Wo swqusmd on Ge Bane ites. abject 


oe will be @ this office | © compliance wih the tnvitativa for bids. and subject w all the conditions thereo!, the undersigned 
a offers, and agrees if this Did be accepted within days (30 days valese otherwise stated) 
ad vil be opened and read to . oon ‘Dy | from the date of the opening, to furnish the services and/or Gell and deliver Ue articles lined in 
tute maned will be romsrned uncpened to te Ridder. any of all of the items at the price quoted opposite Gach 


meemens vALLaY auTwoasry, wy Welter W. Cox Seem OO te comnts eye w tom 10 eaigadar days. 5 en, Bane 
percent, 30 calender net percem. Unies oferows at Dokdo 
Ctattancoge, Tennessee ca this form (|) éiecouncs wil! Be deducted from Gm gross emEtreet prise, and (FT) ime m commec 
doa with discoums offered wil) be computed from dase of delivery of the suppl ine at destingrion oF 
from dem of receipt of correct Bil properly certified whichever date te lawr 
The bidder represenss 
‘That te ermal weinesr ‘Per am mall bus - 
jghtniog Arreeters om ban coh . on Gamaans a te fad of aoe na own e cain, exeeas 
ase. sae Nenncna. Tate cael et hee aoe ti Fed tg 
. Aap maraice ee Code of Federe! ad 1 . u 
Mttechweate which form part of contract: | 15)" cus cousins @e deusiled doftaition ond relased procedures.) i» eumection Wid cxppty 
contracts, if bidder le « noamemufacturer, ie also tepresene® that Me products to be Nrnismed 
iebedule of Prices hereunder will __, will not_x . be produced by « email business cousers. be constuction and 
tpecial Conditi construction related songersonsl service contracts, the preceding suttence W Sot appl caiie. 
That hie employment practices do do aot X dia: rimiaate agains: Any engioyes or wpgiioast 
Ses an Geena (forme 9660 = for employment because of race creed. color or ssttonal origis 
(Appendix A) Sea ee ee 
_. @ Manulacturer er . * . earerial or ee @ated heree 
1 Standard Specification No. 5k.085, | tates srepuar dealerin and mainina ¢ tack tor balets in Qemerel pote of arcasen, 
dated March 31, 1 eq ipment, materials of supp ee of the general character of thet of (hase upon which be bids he-om 
(Comgtere only when (2) the aggregate amount of Bid ln reepuate 2 séverne tag t@ $23,000 or more. 
SEB ADDENDUM or (>) the aggregate amount of bid on « negotiated purchase i@ mote than 91, 000) 
‘Thar(s) be tes, hes oot, ee eee ene amne Se 
(ime bows fide employee working sole!) the bidder (or Centréctor, et te 
APPROVED: Harry 8. Hicks 2/4/59 comrect and (>) he hae area paid or arcisentere una oae 
than @ full time bone fide employee working solely for the bidder jor Comrsetor)] any fee com: 
Covser 10-B Mission, percentage or brokerage fee, contingent upoa or resulting from the eward of this con- 
oo jer tract, and agrees to Murnish information relating thereto as reqessted by the Coatracting Officer 


™. 
PAB | 
Hicks 


Westingneuse Electric Corporaticn 


Tealsey 2 {" Sireet or box sumber 


S28 Voluatees Bualding 
City and Save Telephone 


[eosin nite —- 4AM T+ sO 


‘D BE M:lean, Sales Engineer 
.t D2 


ACCEPTANCE - Acoma only sew: Items 1 through 5 
Sip prepaid rail freight New State Highway Gerage >)4ins 
Addendum No. I ie made part of this ‘ontra:t; ‘Sou Ry ), Knoavalle. Teore- <e 

| Mark: Contras £9PZ- 3080 
Fos North Knoxvilie Pri Sub 
ave =& L Bounds 
Pravings +0 be submitted by Macca 9, 10+ MAI AONE 6 Ot PUEATE ie 
iowe A ounting Office 
v *¢ eer 

; Maly 1, 1959 | rawwessee vaicey auTHuAtY ra" *enccga, Tennessee 

me mot — a 
y Walte: WooCox Tine. 


_t ’ of Te how Contras: Sameer, diac cunt of erm. f ypeymew eppinater tom 
Purchasing Agen: | mumbe ; ne of Grtici@ OF Serviee, quantity. unit price and total amount 
Va USE ONLY 


ae Corect 5 
‘cantly that the articles or a ee 


— = - — - ; 
Person receiwing matersal on Carrier 


Consign to — TENNESSEE VALLBY AUTHOAITY 


Cava Tertvrmance Onie 
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Venda TWA hau Mou bap Mtr Fe bac PiCerciar @Chev gee 
U te —_ —— 
VA S080 OAT 9-38) Approved ee reported stove i ' Tere Coot 





7092 ADMINISTERED PRICES 


Ne. 2-308 
Page Ne. 2 


’ 


7.0.8. 630 Concord Street, Knoxville, Tennessee 
Lightning arrester, single pole, station type, 
having @ @&ximum line-to-ground rating of 145-kv, 
for use on @ 154-kv wye system having a grounded 
neutral. The arrester shall be complete witb a 
grading ring assembly, if required, and a clamp t: 
take-off of a 500 mcm etranded copper conductor, the gradi 
diameter of not more than 34” The base shal] be |suitable 
steel surface and shall be complete with mounting bolts and 
suitable for @ 2/0 stranded copper conductor ground connect ijon 


each 


termina) 


‘Thies arrester shall be in accordance with the let 
specifications and with TVA Stardard Bpecificatio 
arrester shal) be either of the braced type as ¢ 
No. 54.085 or of the self-supporting type 
bracing insulators are to be supplied by the succdssful bidd 
and no separate charge is to be made for them 


TVA 8 


Rach pole of the arrester, whetner of the braced type 
consist entirely of physically interchangeable a 
jexternal diameter and the same number of mountirg 
mot have the same kv rating | 

maximum discharge voltage of the arrester shall not ee the 
10 x 20 microsecond waves with the current values jshown bela. 


or tbh 
The 
colts on 


rge V e (KV Creet ee Dischar 
450 


410 


Mame of Manufacturer___Westinghouse Type 8VS 


Point of Manufacture Bloomington, Indiana 


Lightning arrester, single pole, station type, 
having @ maximm line-to-ground rating of 7%.kv, 
for use on the 69-kv wye system having @ g-ounded 
neutral. This arrester is to be equipped with 
lamp type terminals arranged fcr a 


verticel take-pff for ab 
[The base shall be suitable for mounténg on 4 hori 
lamp type terminals suitable for 2/0 stranded c r 
e 











pace with TVA Standard Specification No 54.085 max 
rrester shall not exceed 135-kv crest for a 5000 
LO x 20 microsecond wave front | 


of Manufacturer 


—_————— | 
Point of Manufacture Bloomington, Indians | 


Schedule of 


Wee* inghouse Type SV 


suite! 


ring si 
or moun 


clamp 


of the 
5, date 


earreet 
resa 


self-s 
ite shgll have 
same 


le for vertical 

1 have over-all 
ing on 4@ hor‘ :rtel 
type termina, 

| 

applicable NEM 
3-31-58 r ‘The 
nédard Sperification 
r ia quoted, the 
part of the arrester 


pporting type, must 
same 
volt circle but need 


‘ollowing yalues for 


Current pperes 


ea copper |conducter 

e, and eqpipped with 
r shall be@ in accord 
charge voltage of th 
charge cufrent heving 


Prices TVA $081 (MATHS 





ductor 
ed with 


9081 (MATH DS 


4 'Insulating base for supporting the 145-kv 3 | each 





L___|Point of Manufacture Blooming’ .n, Indiana_ 


ADMINISTERED PRICES 





Lightning arrester, single pole, station type, 
having @ maximum line-to-ground rating of 15-kv, 


shall be complete with cap having a clamp type 
terminal suitable for the vertical take-off of a 3/0 stranded coppe 


No. 54.085, 


crest for a 5000 ampere impulse discharge current having a 
front. | 


Name of Manufacturer Westinghouse Type SV 


| 
Point of Manufacture Blooming:on,. Indians 
A 2, and 





f the following operating duty design tests | 

(1) 20 successive applications of a surge current discharge having 
constant value of not less than 450 amperes gustained fpr at 1 
applied at intervals of not more than 15 minutes. 


baving @ minimum of 20,000 crest amperes. The surge current 
microsecond front and 50-60 microsecond tail to half value. 

test specimen shall be connected ecross a power circuit, having) 
the voltage rating of the arrester or prorated part r test 
shall have approximately & sine wave shape ani a frequency of 

and impedance of the power circuit shall be guch that with the 
circuited, the current is neither lese than 5900 or more) than 1 
symmetrical. During the test the specimen shall not b sbunted 
except that of the power supply circuit. 





Batisfactory performance without damage which woul prevent proper freration of the 
a 


prrester after one of these teets is required for tthe arrester to b 
these specifications. The manufacturer shall furnieh two copies of 
pre identical arresters with sufficient deta t> ciparly substantia 


ffered meets one of the above tests and other requirements pf the or 


2 
jarresters in item 1. This unit is to be mounted 


on @ horizontal steel surface and used to insulat4 
the arrester from ground in order to measure | 
\discharges through the arrester 


\Name of Manufacturer West nghouse S ff i604 





~siooen 


Schedule of Prices 


| 
conductor. The be 
ll be c lete witb 
copper cpnductor 
ré eification 
45 kv 
wave 


| 
| 
} 
| 
| 
| 
| 


Arrester units identical to those to be furnished jshall hava been pteviously on one 
° 


an essentially 
ast 2000 Plercescent 


ve must 

making t 

@ voltage| equal to 
The power voltage 

0 cycles., The kva 

terminals! short- 

000 amperes RMS 

by any ippedance 


30 successive applications at intervals not greater t two minutes of purge curregt 
I 


eceptable under 
certified test repor 
that a 


ons 


ct Bet 


TVA 9031 (MAT+7-59 





ADMINISTERED PRICES 


Ineulating base, same as item 4, except for 73-kv 


ICES. Are prices queted tone or national prices? ye 
queted are sone prices, no adjustment vill be 


@ different sone from that first named 
price for the purposes of this clause 


inapplicable te this purchase. NOTE: If prices ted are jzone prices, giv 
number and geographical boundary of the zone in wiich each destination is loc 





— ——foptinental eS pa 


| 
SUBMITTAL OF DRAWINGS Number of calendar days after 
wi ‘which drawings will be submitted for \approval 
The time required by Contractor to submit er resutmit 
and by TVA te approve drawings is included in the 
time of perfermance promised by the bidder. 


SPECIAL CONDITIONS | 
|[Delivery. Delivery ie required July 1, 1959 Bids offering @ latef Aelivery, will be 
|coosidereé in relatico to the prebdable padded — TVA | | | 


| | 
Materials x. The Bead Materiales Engineer, Tennessee |\Valley Authority,| Knoxville, 
Tennesece, ay represent TVA in the inspection - shop te 


All communications relative therete, and copies of reperte 8, mate- 


rial er equipment orders, and stock material list# required by the ppecificatiions sheul 
ve directed te hin. | 


Techaical feioee + The Director of Power Engined¢ring and (onstruction, Tennpssee 

y rity, Chattaneoga, Tegnessee, will represent TVA in the fulfi it of 
the technical requirements of this contract C icationg relative te all technical 
matters ether than shop inspection and testing » him 


ome tospertien The work under this contract s! pspection| as pro- 
2 Specification : 





aa) eerste er Tee taain 


ora Schedule ef Prices TVA gost MATOS 











soe 


A gost MATS! 








ADMINISTERED PRICES 


Tern iehint ef Information. Bidder shall furnish 
e, specifica’ ’ Gate questionnaires if aay. 
requirement may net be considered. 


Draw te be Furnished by the C er. C 
Fats Cs nttr drawings Tor a te R. 
Tenne 


Patents. The Centractor shall at his own expense 
against TVA so far as it is based on the claim th 
nished under this contract or TVA's use of such 
which it was designed or for such other purposes, 
stitutes infringement ef any United States patent 
immediate notice in writing of the institution ef 
tractor, through his counsel, to defend the same, 
andé all needed ané evailable information and assi 
The Contractor shall pay all damages and cestes fi: 
reason ef such infringement, but the Contracter s 
made without his censent. If in any such suit 
by TVA is held te constitute infringement and such 
at his ewn expense procure fer TVA forthwith the 
apparatus or part; previded, however, that subjec 
at his sole expense replace said apparatus or 

er modify it ee that it becomes noninfringing. 


State Sales ang Use Taxes. State sales and use 
supplies, er equipment sold to TVA and such taxes 


quoted in respense te this invitation. 


included in the price er prices quoted in the bid 
eR Information. 
by railread freight, the car initials and number 


R L. Bounds 


2 Copies 


Schedule of Prices 


TVA S081 (MAT*1+85) 





ADMINISTERED PRICES 


Ke. 2- 3080 


Sr ser am om 


man pet myo ay ove 
Wy © 
— thet it weiies foo fan te repirenant ot 


ahali be 
ident itied ty Seaniateran th tas SSkfethng Sty oo theig cudibantenter rie te comnasen 
and shall be signed Wy « respqnedble representative ef the Cemractém, 


Time involved in drawing approval. will be considered as having 

in delivery tine, Werk dane or material ordered priet vo remsizt of mr 
drawinge or drawings marked “Approved with Gorrestions as. Not wiki 

the Contractor's risk, 


4 
= | 
> 


gid 8234078 ££ P5825 EF=ES Eeeg FE ZEEE 


Pour printe of each drawing shal) be eubmitted to TVA iF cage ater evel 
the time specified in F contract. TVA will, weveat i heabenel after o_ 
forward one paint to the Contractor marked. 
Ocwreations as Ncted,* or "Returned for Revieion,* 


Upon receipt of prints marked "A »* the Contractor shall furnish TVA 
Sesnel to ton Bee prone om a rertbat ten sae ot mee et mumber is 
ete Schedule eea. Upon recei: nte mar “Appreved 
with Corrections as Noted," Gontractor mene make the nece 

an4 sutmit fourteen prints for TVA's distribution, bnleas a 

ie etated in the Schedule of Prices, Additional approval by TVA of. mush 
revised drawings will not be required, 


Upon receipt of drawings marked "Returned for Revision," the Contractor vill 
make the necessary revision and -resutmit prints for approval in. thé same 
routine.ae before, TVA will examine and return such prints ae described is 
Section o, above. 


=23 
1 . We2 
. 2 ee 


~ 


Approval ty TVA shall not relieve the Contractor of the responsibility for 
¢he correctness of the drawings furnished by the Coatractor nor for their: 
compliance with the specification unless eo stated at the time of approval, 


If, at ang time before the completion of the work, changes are'made necesal- 
tating major revieion of approved drawings, the Contractor shall make muah 
revisions and ghall pressed in the seme routine as for thé original approval, 


ore seas 2 Sai Sp Sineneinen ee ee, Ne si oon aC 
vandyke negatives on. thin paper of al) drawings approved by TVA, including 
all correetions and revisions made up to the time ef compldtion of the wrt, 


. Hine copies of instructions for inetellation and operation shall pe sutmitted 
in advance of the shipment of the equipment, . 





ADMINISTERED PRICES 


tva 6052 (MAT-1-57) 


1 nsol ANE NEciacinamnsitiies 


GENERAL CONDITIONS 


WALSH-HRALEY ACT. Any contract oo or entered into by TVA for 
te manufacture or furnishing of materials, ies, articles or equipment 
jg eres of Ten Thousand lare (H16.000 68) It be subsect to terms 
ad Public Act $46, 14th Congress, approved June 80. 1956. 


OURNMENT. TVA reserves the right to adjourn the time of open!: 
sie time to time by notice before or ot the sated time of epening. 


CCRPTANCE AND BBJBCTION. TVA 8 gummves the right to rejeut any 
bids, to waive aay informality ia bids ales otherwise speci Sed 


= 
aan en im in the ia a ease of errer ie the 


ri a ) 
Fee Ere Ieee 


yet, yp tan (10) additional sepies ates of al data which were 


interest there! any monies éus 


res be assigned, or other- 
nfo renee ae a rary — 

commitments with ae aerator. and 
(6) dave after reesipt 
enews goasistentiy fails to bd, TVA 
aren arte 3 pier the i gi ia aa “eames soe, 
mat ey ip deat ling, ability to fur: air ‘4 maintonanes 
— ‘caliente of te the 014 price which wou aest the taal 


end any other 
wo nase beri oS tage to contract directly with 
manufactu: materials or equipment wi 
oa oe regul: jor when buying other materials, and will 


five consideration to that factor in making an award. TVA also as 
& tondition of award to other than such « Manufacturer, jucer, oF 
dealer, require that the manufacturer, producer, or « regular dealer be 
made © party to the contrast. 


Flags 4 INFORMATION AVAILABLE TO BIDDER. Any bidder may, ton 
chap epese Sab ten mate ond fer since dase Denier. aut 
sluar iNermaten relative to awards by mab’ lieation at the 
@f the Division of Materials, Lupton puludion, 1010 ja Avene, 
Chattanooga, Tennesese. 


. The Contractor warrants that all matorigic, peviomant, on 
* 

& materials 
lor rogeee 
ny, epee jed_ in 
the symei fied 
icin sayin i Contractor shall 
thet work proving ateuice @uring 
for an acceptance 3 A" the article 
A antil it has 

er, 

maser J = lisbls Rarauindar for any oe or 
angered oe ee as te 


2 rea taredeked Lenten 


berounder are free van nd 
and encumbrances, and that he . mil det ite thsrets. 


ny material or oq) ramen fant Se tS 
or other Une comtract a 
. that if arrenion of the defects can made throu ner 


alterations of replacement of neo pert. rm) Contraatot proceeds 
Immediately to ——a such alterations or furnish such - ta a8 are 

then relgetion map she ees oF other requi contrast, 
then re. jals of equipment shal! mabe, made for that 
teaszon, but this shall not be construed as an mansion of time for per- 
formance of the contract or as « waiver of any claim for reeult- 
ine Sen cise tn, pesrareias or trom. a = shall give 

Con 


er ee any breach wa peration oF 
A of aie or work or any fe thereot shall nat eonatitute 
ver of any of A's rights under Wis contract. 


TVA teserves the ri ae to specify complete routing on all shipments; provided, however, such routing causes no additional cost 


to the Contractor. 


« 
Kerimateo 
SHiprina 


Tll. Central 


| 





_— — aonenee Sooaees 


‘award is to be made by schedules, give information for each schedule; 


t tach Item, 


Name oF CaAnniar 


(Continued on back of page) 


ways complete columns 1 thru 5, unless heroine stated on the schedule. 


2 
NO. oF Dave 
ArTen Awano 
For Da.ivery 


Bloomington, Ind. As required 








wikie: Rt Ee 


award is to be made by items. give information 





ADMINISTERED PRICES 


flo. 2-3080 
5bs085 (B-16, EP-130) 
3-31-58 


Item 1 
Mam fecturer's nt nO ne cen MOD 


Oataleg Beuber sin. 505D 256005 excent 94" grading. biG 
Bamber unite per single~phase 6teek 3 eisiciineeseeteemeeleeennenene 
Hot weight, each individual arrester wait, pounds, 305 cee 1212 
Bet weight, each single-phase stack, pounde 1175. A cele ee 
Shipping weight, each single-phase stack, pounds 3355 sell 


Maximum permissible 60 —_ Vejteet, line-to-ground (rated and “sree 
reseal voltage) rms kv. 
60-eyele sparkever voltage, res Dihainidlletaeatinnesninnnagiinntlanie: 


Impalse breakdown ae with 1-1/2 x 40-me 
full wave, crest kv. oa 


Se (200-kv per ms fer 


Peak discharge voltages, crest om when discharging 10 2 20-ms = 
waves of: Avg. 


20000 amperes 


Impulse Giseharge current capacity of AIZE 5 x 10-ms mve, 
gees e 


Hee an identical arrester successfully passed one of the following 


fae Twenty ——— tions of a surge ourrent discharge hating 
walne of net less than 150 ee sustained for 
1éer 4,000 = migroseconds. The applications be made in five 
of four applications per greap at intervals of net more than one 
between applications, The intervals between greaps of applica- 
@hali be net more than 15 mimes. 


*Revisions eines 12-14-50 issue are marked by asterisks. 





QD 
SI 
= 
a 
a 
a 
8 
tal 
a 
_ 
Z 
5 
a 
<a 


‘wristons Sines 18-14-50 issue are marked by asterioks. 


Ver ashes 
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than one 
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od for 


7100 ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
ADDENDUM 


No. I 


Invitation No. 2- 3080 


Date January 19, 1959 


Bid opening 10 a.m. EST, January 27, 1959. LIGHTNING ARRESTERS 


NOTICE TO BIDDERS: 


@ The last sentence of Item 2 should read: 


The maximum IR discharge voltage of the arrester shall not éxceed ae 
crest for a 5000 ampere impulse discharge current having 10 x 20 micro- 
second wave front. 


THIS ADDENDUM If HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 
idder . 


Westinghouse Electric Corpo-ation 
TENNESSEE VALLEY AUTHORITY 


jignature and title of person abthori © slun bid Division of Materials 


e/ D. H. McLean, Sales Engineer 


1/21/59 By_Walter W. Com 


TVA 1561 (MA-5-67) 





ADMINISTERED PRICES 


OHIO BRASS COMPANY 


300 NORTH MAIN STREET ® MANSFIELD, OHIO.USA 


PACTORIOS, MANSFIELD, OHIO - BARBERTON, OHIO + RIAGARA PALS, CANADA 


POWER UTILITIES 
ORPARTMENT January 22, 1959 


Tennessee Valley Authority 
Division of Materiales 

1010 Georgia Ave., 
Chattanooga, Tenn, 


Reference; Invitation Nos 2-3080 
Qpaning January 27th, 1959_ _ _ 


Gentlemen: 


This letter is attached to and is to be considered part 
of our bid on the subjeot invitation, Also attached end 
submitted as part of this bid are one copy each of 0-8 
drawings 46780-46787, 46761-46765, 46750-46760, 46799, 
ana 46779 and one copy of *"Thorex Dynagap Type MP and MPR 
Arresters - Low Current, Long Duration Design Tests," 

The prices quoted are firm for shipments made; 

(a) Within 180 daye from date of order, or 


(b) Within 180 days from the effective date of any price 
increase, 


Any price increase will not exceed 10 percent of the 
quoted prices for shipments made between 140 days and one 
year from the effective date of such a price inorease, 


Any price decrease will apply to all shipments made 
subsequent to the effective date of the decrease, 


We very much appreciate this opportunity to submit our 
quotation and sincerely hope that we may receive your order, 


Yours very tru 


JMS enior Vice President 
AWB: go 


Att. 


PORCELAIN INSULATORS © TROLLEY LINE MATERIALS + CAR EQUIPMENT © RAIL BONDS + AUTOMATIC COUPLERS + GRASS VALVES 


35621 O—60—>pt. 13—-—28 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHOR! Y 


ADDENDUM 


No. I 


Invitation No ___2-3080 


Date January 19, 1959 


LIGHTNING ARRESTERS 


Bid opening 10 a.m. EST, January 27, 1959. 


NOTICE TO BIDDERS: 


The last sentence of Item 2 should read: 


The maximum IR discharge voltage of the arrester shall not exceed 200-kv 
crest for a 5000 ampere impulse discharge current having 10 x 20 micro- 
second wave front, 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


Ridder 


_ Ohio Brass Company _ 


f person auth 


TENNESSEE VALLEY AUTHORITY 
Division of Materials 


rf Vice Pres 


TVA 186) (MA-5-57) 
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certify 
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ADMINISTERED PRICES 


a 


a) 9ahlte 3S .) sean ve 85080 
roe Marth Knoxville Pri. Sibet.. Teme - AMherst 5-3552 
INVITATION, BID, AND ACCEPTANCE 
Requisutioner Ref No 


Contract Dete. 


VITATION Dete__ January 13, 1959] BID— neterence mmber 2-3080 tate J@m, 22, 1959 
ie requested on the treme listed, subject 


@e condi herein. will be a oftice | ® compliance with the invitation for Bide, and subject to all the conditions thereof, the undersigned 
a offers, and agrees if this bid be accepted within days (30 days unless otherwise stated) 
{wil be opened and read in public. Bide not Tecetved by | ‘Tom the date of the opening, to furnish the services and/or sel! and deliver the articies listed in 


time stated will be returned unopened to the bidder . Any oF all of the \Weme at the price quoted opposite inane, Hes 30 days 


2evRM8ER VALLEY AUTHORITY, oy Walter v. som | will be allowed for payments as follows: 10 calender days, Q percent; #0 calendar 
tanooga Tenne see percent; 90 calendar days, percent. Unless otherwise qualified by the bicier 
wat ’ i. wes han (1) diecownts will be deducted from the grose contract price, and (2) time in connec - 
ee —————_- —— —- tion with discounts offered will be computed from date of delivery of the supplies et destination. of 
wd ARTICLES OR SERVICES from date of receipt of correct bill properly certified, whichever date is later 
‘The bidder represents 


‘That be to, tence KE a email business concern. (Por this purpose, « email business con- 
iebtoing Arresters cera is one which (1) le sot dominant ia tte field of operation and, with ite affiliame, employs 
fewer than $00 employees, or (2) is certified as e small business concers by the Smal) Business 


ttachmente which form part of contract: | meters. Se Oe earn a  pemaae jh eames date 


contracts, if bidder is « nommanufacturer, be also represents that the products to be furnished 
Schedule of Prices hereunder will, will not___, be produced by « small business concern. tn somstrustion and 
Special Conditions SNe ee ener 
Qeneral Oonditions (forms 9660 and 505Q) Tmthie employmastpractices do__, do nor“, discrimiaare againet any employes or applicant 
40 seed Pert for employment because of race, creed, color ot national origin. 
a ppendix A) ~ Date (Compile only when the aggregate amount of bid ts $10,000 or more:) 
‘That betes @ manufacturer of the articles, equipment, material or supplies quoted apon herein. 
TVA Stehéard cification Mo. 5% ce in, ‘ 
dated fare 31s 1958 en | mer tatu capennenderreneeraaetene 
(Complete only when (a) the aggregate amount of bid in response wo advertising is $25,000 or more, 
Of (b) the aggregate amount of bid on « negotiated purchase ts more than $1, 000:) 
‘That (a) be hee, has not___, employed or remined any company ot person /Dther thane full- 
time bona fide employee working solely for the Bidder (or Contractor )/ w solicit or secure this 
contract; and (>) he has___, Rae not__, paid or agreed to pay any company or person (Sther 
than a full-time bona fide employee working solely for the bidder (or Contractur}/ amy fee, com- 


Mission, percentage of brokerage fee, contingent upon or resulting from the ewerd of this con- 
tract, and agrees to furnish information relating thereto as requested by the Contracting Officer 


Se President 
ACCEPTANCE «~ Accepted only as to: 7 eed to — TENNESSES VALLEY AUTHORITY 


Mark 1 Contract 

For 

Attn 
MAIL INVOICE in DUPLICATE to = 
TENNESSEE VALLEY AUTHORITY 


Jontract Performance Date 
TENNESSEE VALLEY AUTHORITY 


aac eee 
‘ By 


/ Invoices muat show contract number. diecount of terme of payment applicable. vem 
~Rirchasing Agent | number drecription of article or service, quantity, untt price, and total amount 


TVA USE ONLY Date Material ReceivedlG m L [Carrier's Charges Paid $ Collect 8 
l certify that the articles or N 
services listed above have been — aoe aaa - = Purchase Cost 
received in quantity and quality Peon receiving material Truck | Common Carrier Cash Discount - 
|eperified except a0 noted vender| TVA mou Fr neu Eup barr rel Aur TPar PiiCarrier's C “ore 
f 


——_. a 


TVA $080 (MAT-9-38) Approved a* reported atove L MW} } 


= Se 





ADMINISTERED PRICES 


Tew Me! QUANTITY } UNIT UNIT PRICE amount 
—1 ee eg ne ee ee Wi er eee mr . ae ; « at aih hit ova cE 
IF .0.B. 630 Concord Street, Knoxville, Tennessee | 


Lightning arrester, single pole, station type, 3 ly 
|having @ maximum line-to-ground rating of 145-kv, 

|\for use on @ 154-kv wye system having a grounded lop Type WPR-145, Cat.#46787 
|neutral. The arrester shall be camplete witha | 

jgrading ring assembly, if required, and ea clamp t; terminal suitable for the vertical 
take-off of a 500 mcm stranded copper conductor; the grading ring shall have over-all 
jdiameter of not more than 34". The base shall be suitable flor mounting on @ horizontal 
steel surface and shall be complete with mounting |bolts and fp. | type terminal 
suitable for a 2/0 stranded copper conductor gro ia connect 


\This arrester shall be in accordance with the Latdet edition of the |applicablp NEMA 
\speci fications and with TVA Standard Specification No. 54. , Gated 3-31-58.) The 
larrester shall be either of the braced type as called for in TVA Standard Spebification 
No. 54.085 or of the self-supporting type. If a traced t: erresté¢r is quoted, the 
bracing insulators are to be supplied by the succdssful bidder as a|part of the arrester 
jand no separate charge is to be made for then. 


consist entirely of physically interchangeable un ite shgll have the same 
external diameter and the same number of mounting bolts on the same|bolt circle but need 


{Each pole of the arrester, whether of the braced png or aii rting type, mus* 
ite. 
jnot have the same kv rating. 


| 
| 


The maximum discharge voltage of the arrester shall not seilia the following values for 
\LO0 x 20 microsecond waves with the current values shown bela. 


| | 
Maximum Discharge Voltage (KV Crest) Impulse Discharg¢ Current 


450 |20, 000 
410 /10,000 
! 





(Name of Manufacturer Qhjo Brags Company 
Point of Manufacture Barberton, Ottto 
| 


2 (Lightning arrester, single pole, station type, 3 | each $| 804,00 $2412.00 
waving & maximum line-to-ground rating of 73-kv, | 


for use on the 69-kv wye system having « grounded OB Type MP-73 Cat #46765 

eutral. This arrester is to be equipped with 

lamp type terminals arranged for a vertical take-pff for 2/D atranded copper conductor. 
{The base shall be suitable for mounting on a horizbntal steel surfade, and eqeipped with 
clamp type terminale suitable for 2/0 stranded c r. This) arrestdr shall bé@ in eccord 
pnce with TVA Standard Specification No. 54.085 — maximum IR digcharge voltage cf th 
Brrester shall not exceed 135-kv crest for a 5000 _— impilse digcharge current hav 

QC x 20 microsecond wave front. 


Name of Manufacturer Ohio Brass Company 


Point of Manufecture Barberton, Ohio | 


QHIO BRASS COMPANY Sacer 
a "BIDDER Schedule of Prices TVA SOS! (MAT-"-8S 








ADMINISTERED PRICES 


No. 2-3080, 
Page No. 


unit price | = amount 


| Tes caWotet Wiles] ond somnvts salanale» 


Lightning arrester, single pole, station type, 2 each 222025 pubs.so 
jhaving @ maximum line-to-ground rating of 15-kv, ! 

jfor use on @ 13-kv ungrounded system. The arrester op Ty MP-15 Cat. #46756 

jshall be complete with cap having a clamp type 
|terminal suitable for the vertical ‘ennaet ta of a 2/0 stranded coppet conductor. The ba 
|ghall be suitable for mounting on @ horizontal stdel surfacd and shall be camplete with 
mounting bolts and a clamp type terminal suitable for a 2/0 jetranded copper cbnductor 
|ground connection. This arrester shall be in accgrdance with TVA 8 ard Specification 
|No. 54. 085. The maximum IR discharge voltage of the arrester shall|not exceell 45-kv 


jcrest for a 5000 ampere impulse discharge current jnaving a x 20 microseconA wave 
\front. 


|Name of Manufacturer_ Ohio Brass COmpany | 
‘Point of Manufacture Barberton, Onio ! | 

i | 

\NOTE APPLYING TO ITEMS 1, 2, and 3: 


| 
lArrester units identical to those to be furnished shall havel been pteviously given one 
jof the following operating duty design tests: 





| 
\(1) 20 successive applications of a surge current! discharge having|an essentially 
constant value of not less than 450 amperes qustained for at least 2000 sp cits 
applied at intervals of not more than 15 minutes. | | 
| 


' 
30 successive applications at intervals not greater than two ee of purge curregt 
having a minimum of 20,000 crest amperes. The surge current weve must have a 10-20 
microsecond front and 50-60 microsecond tail ‘to half vai Ip making this test th 
test specimen shall be connected across @ power circuit) having|a voltage| equal tc 
the voltage rating of the arrester or prorated part rom os test, The power voltage 
shall have approximately a sine wave shape amd a frequency of to cycles.| The kve 
and impedance of the power circuit shall be @uch that with the|terminals| short- 
| circuited, the current is neither less than 500 or more} than 11000 amperes RMS 
| symmetrical. During the test the specimen shall not shunted by any igpedance 
| except that of the power supply circuit. | 
| } 
Bat iefactory performance without damage which woul prevent proper operation of the 
a after one of these tests is required for the arrester to be acceptable under 
hese specifications. The manufacturer shall furnish two copies of |certified test reports 
ffor identical arresters with sufficient data to clparly substantiate that the arrester 
pffered meets one of the above tests and other requirements bf the g@pecificati{ons. 
| 
Insulating base for supporting the 145-kv | 3 emt 31.98 $95.94 = 
errestere in item 1. This unit is to be mounted | | 
on @ horizontal steel surface and used to insulate OB Cat,#46799 
the arrester from ground in order tc measure | 
diecharges through the arrester. 


Name of Manufacturer Ohio Brass Company 


___ (Point of Manufacture Barberton, Opto | 





QHI B COMPANY 
= © BASS BIDDER cae os Schedule of Prices TVA S098 (MAT 1-68 





ADMINISTERED PRICES 


Insulating base, same as item 4, except for 73-kv 
erresters in item 2. 


Name of Manufacture "Ohio Brass Company | 


[Point of Manufacture Barberton, Ohio 


NOTE reference to national price in the following 
ZONE PRICES. Are prices queted tone or national 
queted are zone prices, no adjustment will be 

destination is changed from that originally speci 
a different zone from that first named. TVA cons 
price for the purposes of this clause. If shipme 
|transportation charges to actual destination will 
bidder's answer is affirmative the General Condit 
inapplicable to this purchase. NOTES: If prices 
number and geographical boundary of the zone in v! 





_ - * Sucked prigea apply to any point on \the TaVaps Svetom | 


| | 
| SUBMITTAL OF DRAWINGS. Number of calendar days rsa 
avard within which drawings will be submitted for |approval 
The time required by Contractor to submit or resutmit 
and by TVA to approve drawings is included in the 
|time of performance promised by the bidder. 
| | 
| 


| 
| SPECIAL CONDITIONS 
ry 


|Delivery. Delivery ie required July 1, 1959. Bids offering @ leter delivery! will be 


considered in relation to the probable added cost |to TVA. 


Materials Engineer. The Head Materials Engineer, |Tennessee 


Tennessee, vill represent TVA in the inspection ef shop vor 
All communicatione relative thereto, and copies “4 reports df tests|/and analypes, mate. 


rial or equipment orders, and stock material list 


required 
be directed to him. 


| 
|mecha‘cal ineer. The Director of Power Engine@ring and donstruction, Tennessee 
|Veniey Authority, Chattanooga, Tennessee # will represent TVA in the| fulfillment of 


the technical requirements of this contract. C ication 
|mattere other then shop inspection and testing shquld be di 


|Shop Inspection. The work under this contract shgll be subject to [nepection as pro- 


vided in t Specification. | 





OHIC BRASS COMPANY 


pap 


UNIT PRICE 
~ (Geete walt ori 


tion is in 
@ tone 
ading, 
from invoices. | If 

IN FREIGHT RATB&S| becomes 
sone 





Valley Authority,! Knexville, 
and wiftnessing of shop tests. 








oy the ppecificatiions should 


relative to all technical 
cted him. 
| 





| 
| 
| 
| 


siopEn : Schedule of Prices TVA S081 (MAT-7-55 





ADMINISTERED PRICES 


TENNRSORE VALLEY AUTHOR: ry 
ADDENDUM 


Invitation No. £=3080 . 
Dete January 19, 1959 


Bid opening 10 aom, BST, January 27, 1959. LIGHTNING ARRESTERS 


NOTICE TO BIDDERS: 


« The last sentence of Item 2 should read: 
The maximum IR discharge voltage of the arrester shall not exseed es 


crest for a 5000 ampere impulee discharge current having 10 x 20 micro- 
second wave front, 


TION AND ONE COPY MUST 
OF YOUR BID. 


Bidder 
QGeneral Rlectrie © a TENNESSEE VALLEY AUTHORITY 


Siznature t n eu: Va Division of Materials 
é. Bet 
» R. North, Jr., Sales Engineer 


by eabter te Gok. 


TVA 1681 (MA-6-67) 





ADMINISTERED PRICES 


(o>) 
32-44839-343.81 _ \ 
Constr. PA-1236 


North Knoxville Pri. Subst 


Hudgrt fo 


Project 


INVITATION, BID, AND ACCEPTANCE 


INVITATION Date ___ 


A quotation IN DUPLICATE ts requested on the items listed, subject 
to the conditions herein Quotations will be received at this office 


untl_1.O ole e 21, 19594 - 
and will be opened and read in public Bide not physi ly received by 
the time etated will be returned unopened to the bidder 


Walter W. Cox 


TENNESSEE VALLEY AUTHORITY, By Puichasing Agent 


Chattanooga, Tennessee 


ARTICLES OR SERVICES 


hab 


Lightning Arresters 
Attachments which form part of contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 5052| 

Design and Guaranteed Performance Data 
(Appendix A) 

TVA Standard Specification No. 54.085, 
dated March 31, 1958 


Bid Bnclosy 


(2) Outline Drawing 317D352 - 
Form 3K Arresters 
(2) Cercified Design Test Data - 
Form 3K Atresters 
(2) G&A~6794 - Form 3K Arresters 
(2) Outline 225C135 - Form H Arresters 
(2) Cartified Design Test Data - 
Form H Arresters 


\CCEPTANCE 


Accepted only @8 to 


Contract Performance Datc 


Telephone 


TENNESSEF VALLEY AUTHORITY 


DIVISION OF MATEMALS 


AMherst 5-3551 


Contract Date 


toner R 


oe. 
| BID- 


: 


| Discounts will be allowed for payments as follows 


=o . 


366-1-6541 Date 126-59 

In Compliance with the invitation for bids, and subject to all the conditions thereof, the undersigned 
afters. ani agrees if this bid be accepted within. © days (30 days unless otherwise stated) 
from the date of the opening. to furnish the services and/or sell and deliver the articles listed in 
any { the tems at the price quoted opposite each 


Reference number 


10 calendar daye, __ percent, 20 calendar 
days, _percent 30 calendar days, N@ft percent. Uni otherwise qualified by the bidder 
on this form (1) discounts will be deducted from the gross contract price. and (2) time in conne 
ton with discounts offered will be computed from date of delivery of the supplies at destination 
from date of receipt of correct bill properly certified, whichever date is later 


or 


The bidder represents 
That he ie _, ts not_X, a email tusiness concern (Por this purpose, « email business con 
cern ts one which (1) te not dominant in ite field of uperation and, with ite affiliates, employs 
fewer than 500 employees, or (2) is certified as @ email business concern by the Small Business 
Administration. See Code of Federal Regulations, Tide 13, Chapter 01, Pert 103. 21 Fed Reg 
9709, which contains the detailed definition and related procedures) in connection with supply 
contracts, if bidder le a nonmanufacturer, he aleo represents that the products to be furnished 
hereunder will _, will not__, be produced by a small business concern, In constructiin and 
construction related nonpersonal service contracts, the preceding sentence i# not applicable 


That his employmentpractices do __, do not_X, discriminate against any employee or applicant 
for employment because of race, creed, color or national origin 


(Complete only when the aggregate amount of bid is $10,000 or more:) 

That heis a manufacturer of the articles, equipment, material or supplies quoted upon herein 
That he is a regular dealer in, and maintains @ stock for sale to the general public of articles 
equipment, materiale or supplies of the general character of that or those upon which he bide herein 


(Complete only when (a) the aggregate amount of bid in response to advertising i¢ $25,000 or more 
or (b) the aggregate amount of bid on a negotiated purchase ie more than $1,00:) 

That (a) he hae hes not . employed or retained any company or pereon (Other thana full 
time bona fide employee working solely for the bidder (or Contractor)7 to solicit or secure this 
contract, and (b) he has, has not_ , paid or agreed to pay any company or person (7 
than a full-time bona fide employee working solely for the bidder (or Contractor)7 any fee, com 
mission, percentage or brokerage fee, contingent upon or resulting from the award of thie con 
tract, andagrees to furnish information relating thereto a8 requested by the Contracting Officer 


ther 


der 
General Electric Company 
‘Street or box number 

832 Georgia Avenue 
City and State 


Chattanooga, Tennessee 


Signacy Pa tide o aed 


E. R. North, Jr., Sales ineer 
| Consign to — TENNESSEE VALLEY AUTHORITY 


Telephone 


| AMheret 6-122) 
elgn : 


| Mark : Contract 
| For 
Attn 


INVOICE in DUPLICATE to— 
VALLEY AUTHORITY 


! 
; MAIL 
| TENNESSEE 


| 
| 


TENNESSEE VALLEY AUTHORITY | 


T.tal Armount 


s 


[a poumenenensens 
| Invoices must show contract number 
- number 


discount or terms of payment applicable 
deacription of article or service, quantity, unit price, and total amour 





[rva USE ONLY 

| certify that the articles or 
|eervac es listed above have been 
receiwed in quantity and quality 
specified except ae noted 


t - } 


[TVA $050 (MAT 9-58) we 


Person receiving material 


‘Approved ar reported above 


Vendar TVA’ 


Collect $ 
mcs 1 
Cash Discount-cr 
qa aw. air Pi ‘Carry 


Total Cost 


Truck Common Carrier 


FetTRaui Expl Mtr F 


\ } if 


he i lh 


r'e Charges! 





ADMINISTERED PRICES 


No. 2- ea 
Page No.2 


F.0.B. 630 Concord Street, Knoxville, Tennessee 


Lightning arrester, single pole, station type, 

having a maximum line-to-ground rating of 145-kv, 

for use on @ 154-kv wye system having a grounded 

neutral. The arrester shall be camplete with a 

grading ring assembly, if required, and a clamp t termi vertical 
take-off of a 500 mcm stranded copper conductor; the gradi over-all 
diameter of not more than 34". The base shall be |suitable 

steel surface and shall be complete with mounting bolts and type “ 
suitable for a 2/0 stranded copper conductor gro’ connect, 


This arrester shall be in accordance with the latdst editio: eppiicany — 
specifications and with TVA Standard Specification No. 5k. 3-31-58. 

arrester shall be either of the braced type as called for i rd Spe} aire 
No. 54.085 or of the self-supporting type. If a Wraced t r is quoted, the 
bracing insulators are to be supplied by the succdssful bid part of the arrester 
and no separate charge is to be made for then. 

Each pole of the arrester, whether of the braced type or th rting type, must 
consist entirely of physically interchangeable units. The 11 have the same 
external diameter and the same number of mounting prelte on bolt circle but need 
not have the same kv rating. 


‘The maximum discharge voltage of the arrester shall not exc 
10 x 20 microsecond waves with the current values jshowm bel 


Maximum Discharge Voltage (KV Crest) 


: 450 
410 


Name of Manufacturer Genera] Electric Company 





ightning arrester, single pole, station type, 
‘ving @ maximum line-to-ground rating of 73-kv, 
‘or use on the 69-kv wye system having a grounded | 


each 








Potot of Manufacture eld, Massachusetts < 
| 
| 


atral. This arrester is to be equipped with 

lamp type terminals arranged for a vertical take ef for 7 “onules copper | conductor. 
e base shall be suitable for mounting on a hori steel surfade, and eqeipped with 
lamp type terminals suitable for 2/0 stranded c ; ea arrestdr shall be in accord 
ce with TVA Standard Specification No. 54.085. na IR digcharge voltage of th 
rrester shall not exceed kv crest for a 5000 papere i se digcharge current havin 


O x 20 microsecond wave front Sev | | 


of Manufacturer Qeneral Electric Company | Price Jolicy 
mabe =“ reverse oo of 


‘oint of Manufacture Pittsfield, Massachusetts | page. 


ihe 





General Blectric Company : 
ial vee Schedule of Prices TVA $081 (MAT+7-99 








ADMINISTERED PRICES 


Price Policy 


Pe see. 


Prices stated herein are firm for shipments from stock, or for shipments within ° 
180 days from the date of the order, If a price increase is effective prier to 
shipment, prices will remain firm for 180 days beyond the effeccOwa; dape of such 
ir .rease, In the event of a price decrease prior to shipment, all orders will 
be subject to corresponding downward edjustment. 


Prices applying to orders accepted for shipment between 181 days and 12 months 
from date of order will be adjusted to Company's prices in effect at the date of 
the order, but any increase herein under not to exceed 10%. In the event of a 
price decrease prior to shipment, all orders will be subject to corresponding 
downward adjustment, 





ADMINISTERED PRICES 


No. 2-3080 
Page No. Kleen a a ao eee en 


See — any —— aT —T 
| QUANTITY | UNIT UNIT PRICE | AMOUNT 
- —+ +— 


~~ {Seam coil orleal oad compute or toneled an 


| 
3 |Lightning arrester, single pole, station type, | 2 each | $222.7 | $445.50 
|having a maximum line-to-ground rating of 15-kv, 
for use on @ 13-kv ungrounded system. The arrestdr 
|shall be complete with cap having a clamp type | 
terminal suitable for the vertical take-off of a W/o stranded coppef conductor. The bas 
shall be suitable for mounting on a horizontal stdel surfacd and shell be camplete with | 
mounting bolts and a clamp type terminal suitable |for a 2/0 |stranded copper cpnductor | 
jground connection. This arrester shal] be in accdrdance ne TVA Standard cification 


\Mo. 54.085. The maximum IR discharge voltage of he arrest shall|not exceefl 45-kv 
crest for a 5000 ampere impulse discharge current /having a x 20 picroseconfi wave 
|front. j | 

' 


|Name of Manufacturer General Electric Company 
'Point of Manufacture pittsfield, Massachusetts 
NOTE APPLYING TO ITEMS 1, 2, and 3}: 


\Arrester unite identical to those tc be furnished jshall tale been pteviously given one 
of the following operating duty design tests: | 





| i ' 
(1) 20 successive applications of a surge current! discharge havingjan essent{ally 
constant valine of not less than 450 amperes queteined for at least 2000 microsecond 
applied at intervals of not more than 15 minutes. | | 


30 successive applications at intervals not greater t two nutes of purge curre 

having a minimum of 20,000 crest amperes. The surge c ent weve must have a 10-20 

microsecond front and 50-60 microsecond tail to half value. Ig making this test th 

test specimen shall be connected across @ power circuit; having/a voltage| equal to 

the voltage rating of the arrester or prorated part of: test; The power voltage 
q 


shall have approximately e sine wave shape an a fre cy of cycles.| The kva 
and impedance of the power circuit shall be @uch that with the | terminals; short- 
circuited, the current ie neither less than 900 or more) than 1j000 amperes RMS 
| symmetrical. During the test the specimen shill not ** — by any igpedance 
| except that of the power supply etre uit. } 
Satisfactory performance without damage which wo prevent Loupe ration of the 
prreseter after one of theese testa is required for tthe arrester to acceptable under 
these specifications. The manufacturer shall furnish two copies of |certified' test reports 
‘or identical arresters with sufficient data to clearly subs! tiate that the'arrester 
Prtered meets one of the above tests and other requirements bf ie Mdasttenthuns 
| | | 
jinsulating base for supporting the 145-kv i 3 each 31,98 $95.94 
‘arresters in item 1. This unit is to be mounted 
on @ horizontal steel surface and used to insulat4 
the arrester from ground in order to mesaure 
iiecharges through the arrester. 


Name of Manufacturer yeneral Electric Company 


______ Point of Mmnufacture Pittsfiels, Mussachusetts | _ 


veneral Electric Company ; 
7 Cee Schedule of Prices TVA $081 (MAT-7-85 
















ZONE PRICES. 











































Materials 
Tennessee, w 















































Name of Manufacturer 


Point of Manufecture, Pittsfield, Massachusetts 


NOTS reference to national price in the following |revised c 
Are prices quoted zone or national prices? 
quoted « are tone prices, no adjustment will be 


@ different sone from that first named. 
price for the purposes of this clause. 
transportation charges to actual destination will |be deduc 
bidder's anewer is affirmative the General Conditjoen CHANGES 
|imapplicable to this purchase. NOTS: If prices 
number and geographical boundary of the zone in which each 


Delivery. Delivery is required July 1, 1959. 
considered in relation to the probable added — iv TVA. 


ineer. 


Insulating base, same as item 4, except for 73-kv 
erresters in item 2. 


SPECIAL CONDIT 


The Director of Power saloons and Construction, Time 


The work under this contract s 














_ General Blectric Company 


ADMINISTERED PRICES 


If shipmedt is on Gc 





ernment bill of 

4 from invoices. (If 

IN FREIGHT RATES| becomes 

juoted are jzone prices, give! sone 
destination is loc 








| 
Number of calendar days etter | 
avard within which drawinge will be submitted for |approvel 
The time required by Contractor to submit or resutmit 
and by TVA to approve drawings is included in the 
|time of performance promised by the bidder. 


x” | days. | 





Bide - late delivery| will be 


The Head Materiales Engineer, siaiiaeaiis Valley huthority, Knoxville, 
represent TVA in the inspection shop work and wi 
All communications relative thereto, and copies of reports qf tests 


rial or equipment orders, and stock material a required by the preci fications should 
be directed to him. 


Technical Engine 


nessing shop test 
and analypes, aate- 


| 
| | 


Valley Authori a PT ussianena, Tennesseey will represent TVA in the| fulfillment of 
the technical requirements of this contract. C 


matters other than shop inspection and testing shguld be diected t 


Shop Inspectien. 
|vided in “Bp 


Bpecification. 


chnical 


icationg relati to all 
hia. 


1 be = ect to inspection) as pro- 
















ted. 


Continental U.S.A. | 
cana Aiea erarer repeat rae 
SUBMITTAL OF DRAWINGS. 





Schedule of Prices TVA 3051 (MAT+7-59 


LIGHTNING ARRESTERS II 
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Twa 400 (DE3-0- 40) 

















Contract Mumber  ......_ COP 2-001» 
Date of Avard 

Contractor 

Rating 
Ratio 























Pitt of Mann facture 
Associated Engineering Company _ Charlotte, Borth Carolina 


Jones-Sylar Supply Company, Inc. _Warren, Ohio = 
Allis-Chalmers Manufacturing Co. | Pittsburgh, Pennsylvania 0 __ 









































ADMINISTERED PRICES 


Office Memorandum * UNITED STATES GOVERNMENT 


DATE: August 17, 1959 
TO : 


Walter W. Cox, Purchasing Agent, 320 Lupton 


FROM : 3. M, Milton, Chief, Electrical Engineering Branch, 55 Power 


SUBJECT: REQUISITION 2-616 - CURRENT TRANSFORMERS 
FOR CENTRE, ALABAMA, SUBSTATION 


Neturned are all bids submitted on the above requisition, 


Please award to the Associated Engineering Company, the low 
bidder, who quotes a price of $1,163.76 on acceptable equipment, 


All other bids are rejected because of ;rice,. 


Delivery in 56 days will be satisfactory. 


FLS:ELD 
Attachments 
CC: H. F. Corden, 81) Power 
C. W. Lutz, 202 Tittle 
K. E. Hapgood, 501 Power 
Ge I. Teasley, Knoxville (2) 
5L5 Powr 





ADMINISTERED PRICES 


TENNESSZE VALLEY AUTHORITY 


Teghes- AMberst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


INVITATION 


Date. 
A qomecien Bi EAELIGATE 19 requested on the tome 1959 mare 
sed wil be opened amd reed be is. ‘at physically recetved by 
(eo (ume sensed will be reqraed unopened w the bidder 


‘TROIRSSES VALLEY AUTHORITY, oy Malter We fox 
Chattancoga, Tennessee 


had ARTICLES OR SBAVICES AND 
ATTACHMENTS WHICH FORM PART OF CONTRACT 


Licey Current Transformers 


Schedule of Prices 
General Conditions (forms 9660 and 5052 
Special Conditions 


SEE ADDENDUM 


a 


KCCEPTANCE - Ascapeed caly 02 w: 


ten 1. 
motor freight, 


TENNESSES VALLEY AUTHORITY 


35621 O—60—>pt. 13 


Ship prepaid 
Addendum I is made part of this contract. 


Orvigren OF MATERIALS 


no. SOP 2-648 

Ma 
Contract Dare Auguat 19, 1959 
BID— pace August 7, 1959 Reterence eompor__ 226416 8 


in compli lance with the tavitacion for bide. and eubject to all the conditions thereof, the undersigned 
ofters, amd agrese \f thie bid be accapesd withia Gaye unices otherwise stated) 
trom the dase of the opening, to furnish the services and/or cell and deliver the articies listed w 
any or all of the iteme at the price queeed apposite each. 


for employment because of race, creed. saler or national origin. 


(Complete only when the aggregate amount of bid te $10,000 or mere:) 

‘That be ie mamsfactsrer of the articles, equipment, masrial or suppl ise qoted upan bereis. 
‘That mois 4 reguiar @ealer in, and masmenine a stock for sale to the general pubiis of articles, 
equipment, materials or suppl ise of the general character of that or these upes which he bide herein 
(Compiete only when (a) the aggregate amount of bid in response to advertising ie $25, 000 0r more. 
or (b) the aggregate amount of bid on « negotiated purchase @ more thas $1, 000:) 

‘That (a) he haa__. hee not__. employed or retsined aay company or person (other thas bona {ide 
employees or bona fide semablished commercia! or selling agencies maintained by the bidder (or 
coarractor) tor purposes of securing business ) to salicit or 

— bee not__, paid or agreed fo pay any company or perecn /other 

bone fide eetablished commerc ia! or selling agencies mainmined by the bidder (or costractor) for 
PLrposes of securing Dusinese ) any fee commission. percamtage or brokerage fee. contingsat 
pen or resulting from the award of this contrast, and agvess te furniah information relating 
hereto 8 reg setgK the Contracting OF 


Associated Engi nee Co 


= 


4112 Old Pineville Road ° 
iy, le 


— 


lotte 9, Worth Caro} =, 


Consign to — VALLEY AUTHORITY 
1140 Market Street 
Chattanooga, Tennessee 
Mark Comrect 6072.6), 
rer: Centre, Alabama Substation 
Aue. Scott C: og: 
MAIL INVOICE in DUPLICATE to— 
TENNESSEE VALLEY AUTHORITY 
Power Accounting Office 
Chattanooga, Tennessee 


laveices Mus show contract sumber discoust or wrme of payment appiicanie irom 
tumber, description of article or services, quantity, unit price, and toml amount 


30 
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ADMINISTERED PRICES 


TVA 062 (MAT-3-69) 


No.. 2o418 


GENERAL CONDITIONS 


WALAR-BRALSY act. Any contract made, or ie eran by TVA toe 
actere oe jurnishi: materials su: " or 
See re ‘en Thousand Dolicrs (810,000.00 : orn 


in excess of Ti 
af Public Act ‘Nas, Téth . approved June 30, 1986. 


ADJOURNMENT. TVA reserves the right to adjourn the time of opening 
bids from time to time by notice before or at the stated time of opening 


ACCEPTANCE AND REJECTION. TVA Sener see eis ADE to voles cen 
or al) bids. to =e any ema a bide and. unless otherwise spec! 
by the bidder, © commt ong im the bid. In case of error in the 
extension of prices Zon prives will govern. 


SUPPORTING Dara Any cosnerties letters Geviens, speeifications and 
data furnished with each 


eer op © to (20) additional copies of all date which were 
eet with his bi 


pea avery This contract or any interest therein or in any monies due 
or to become due inder shall not be assigned, hypothecated or other- 
wise disposed of without the previous consent in writing of the itracting 
Officer. The Contractor, on request. shal! file with ‘A copies of all sub- 
contracts and terms of all commitments with subcontractors. and TVA shall 
have the right to disapprove any thereof within five (6) days after receipt 
of such information. 


FAILURE TO BIL). If any prospective bidder consistently fails to bid. 
TVA may remove name from its active mailing list. 


COMPARISON OF BIDS. In comparing the bids and in making awards, 
TVA may consider euch fac as relative quality and adaptability of 
suppiles or services. the bidder's financial responsibility. skill, experience 
record of integrity in dealing ity to furnish repairs and maintenance 
service. the time of delivery or performance offered. and — element 
or fartor in addition to that of the bid price which woul final 
out to TVA, and whether the bidder has complied with the speci 8. 


ration to that factor in making an a J. 
4 condition of award to other than such « manufacturer, 
desler, require that the manufacturer, producer, or « regular dealer 
made & party to the contract. 


AWARD INFORMATION AVAILABLE TO BIDDER. Any bidder 
ten days after award has been made and for ninety days thereafter, 


| be subject to terms 


jonal information itive te awards maki 
oiice of the Division ‘ot Matarlale, Exgee wah 
ittanooga, Tennessee. 


eeniane The Contractor warrants that all materials, equipment, 
work foraished Pursuant to this contract comply in ail respecte with 
contract they are free from istent and 

and Serinoeeiies they are suitable a 

whieh they were designed and for such other 

oy A and that they will give 
conditions as may be specified. for a per 

pee - If the convract 


(a) The date upon which TVA receives shipment of \tams com: 
all deliveries required under the contract or, for work 
by the Contractor at the site, the date upon which work 8 
com pleted. 

(b) The eos date or foeggnnee date specified in the contract. 


che. Coleen nanan ootmeainkiee ma’ 
or work, or parts thereof, which prove Getective ” or 
further warrants that 
equipment, or work furn.shed hereunder are free from ang and all claims, 
demands, and encumbrances; and that he will defend the title thereto. 
materials. nee ee or work, or thereof, which fail to mest 
irements of t be % 
however, that if correction of the 
alterations 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwige stated on the schedule. 


2 
Estimateo 
SHipringe 
Waiont 


| Great Southern Trk, 


8 
No. or Dave 
Arran Awaao 
Por Daiv 


rlotte, N. C. 


(Continued on back of page) 


“If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 
for each item. 









ADMINISTERED PRICES 









He. 2-6428 
SPECIAL CONDITIONS 
Delivery. Delivery is required June 1, 1960. Bids effering a later delivery 
v censidered in relatien te the prebable added cest te TVA. The centract per- 


formance date shall be the delivery date stated by the Centracter in hie bid. This 
premised delivery date shall, upon avard ef a contract, alse beceme TVA's required 
delivery date in lieu ef the date stated in the first sentence of this prevision. 


Materials Eagince - The Head Materials Engineer, Tennessee Valley Autherity, Knexville, 

' Tennessee, v represent TVA in the inspectien ef shep verk and witnessing of shep tests, 
All communications relative therete, and copies ef reperts ef teste and analyses, mate- 
rial er equipment erders, and stock material lists required by the specifications sheuld 

be directed te hin. 


Technical Eepincer. The Director, Pewer Engineering and Censtructien, Tennessee Valley 
u y, t oge, Tennessee, will represent TVA in the fulfillment of the technical 
requirements of thie centract. Communications relative te all technical matters ether 
than shep inspectien and testing should be directed te him. 


wk inspecties. The materials er equipment being furnished hereunder shall be subject 
nspectien in the shep at all times during the ceurse of manufacture er fabrication 
and access to the place ef manufacture er fabricatien shall be afforded TVA, its 
empleyees and agents, fer that purpese. The Centracter shall keep TVA fully infermed 
ef the pregress ef the verk se that apprepriate arrangements may be made fer inspection. 
Shipment ef the finished materials or equipment shall net be made until final inspectien 
at the shep has been made by TVA, unless TVA has authorised in writing shipment witheut 
such inspectien. Inspectien by TVA shall net affect the Centractor's ebligatien te 
furnish materials or equipment which comply fully with the centract requiremente. 


Furnishing ef Infermation. Bidder shall furnish all infermation requested in the 
schedule, specifications, and date Questionnaires if any. ‘TVA reserves the right te 
reject any bid that dees net cemply with this requirement. 


Drawings te be furnished by the Centractor. Centracter will be required te submit cea- 
plete shep detail drawings for appreval te R. M. Milten, 545 Pewer Building, Chatteneegs, 
Tennessee. 






































Drawings te be Furnished by the Contracter. Within the time premised in the centract, 
the Centracter shall furnish for appreval 7 cepies ef drawings and/er data as specified 
im the centract en all items being furnished by him. The Bngineer will, within 10 days 
after receipt ef dravings and/er data fer approval, forward 1 copy te the Centracter 
marked "“Appreved,” "“Appreved with Cerrectien as Noted,” er "Returned fer Cerrectien.” 
Upen appreval the Centractor shall furnish TVA 7 edditienal cepies ef all revised 
drawings and/er data specified in the centract. 








Patents. The Centracter shall at his ewn expense defend any suit instituted by any party 
against TVA se far as it is based en the claim that any apparatus er part thereef fur- 
nished under this centract er TVA's use ef such apparatus er part fer the purpese fer 
which it was designed er fer such ether purpeses, if any, Bpecified in this centract cen- 
stitutes infringement ef any United States patent. TVA shall give te the Centracter 
immediate metice in writing ef the inetitutien ef such suit, and shall permit the Cen- 
tracter, threugh his ceunsel, te defend the same, and shall give all requisite autherity 
aad all needed and availeble infermatien and assistance te enable the Centracter te de se. 
The Ceatracter shall pay all damages and cests finally avarded therein against TVA by 
reasen ef such infringement, but the Centracter shall net be liable under any cempremise 
made witheut his censent. If in any such suit said apparatus er part er such use thereef 


ADMINISTERED PRICES 


by TVA is held te constitute infringement and such use is enjeined, the Ceatracter shall 
at his own expense precure fer TVA ferthvith the right te use er continue using the said 
apparatus er part; previded, hevever, that subject te TVA's appreval the Centracter may 
at his sele expense replace said apparatus er part with neniafriaging apparatus er part, 
or modify it se that it becomes neminfringing. 


State Sales and Use Taxes. State sales and use taxes are net applicable te materials, 
Supplies, er equipment seld te TVA and such taxes shall net be included in the price 
queted in respense te this invitatien. 


Bidder hereby certifies as a part ef his bid that ne state sales er use tax has been 
included im the price er prices queted in the bid. 


Bhi Isfermatien. The Ceatracter shall furnish cepies ef shipping bills er memoranda 
fer = shipment Giving the description; mumber ef pieces; tetal veight; aad, if shipped 
by railread freight, the car initials and aumber te: 


Scott Cummings 
1140 Market Street 
Chattaneega, Tennessee 1 Copy 


0. A. Waldrep 
Bex 509 
Bashville, Tennessee 1 Cepy 


Cc. W. Luts 
202 Tittle Building 
Chattansega, Teamessee 1 Copy 


TVA Inspecter at yeur Plaat 2 Cepies 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


ADDENDUM 
Neo 1 


Bid opening 10 a.m. EST, August 12, 1959. 


NOTICE TO BIDDERS: 


Change quantity of Item 1 to read 3 each instead of 6 each. 


THIS INVITATION AND ONE COPY MUST 
RACH COPY OF YOUR BID. 


TENNESSEE VALLEY AUTHORITY 
Division of Materials 


By__Walter W. Cox 


TVA 1551 (MA-5-67) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


ADDENDUM 


No. 1 


Invitation No. 2-6418 
Date_duly 31, 1959 _ 


Bid opening 10 a.m. EST, August 12, 1959. 15-KV CURRENT TRANSFORMERS 


NOTICE TO BIDDERS: 


Change quantity of Item 1 to read 3 each instead of 6 each. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


Bo 


Jones-Sylar Supply Co., Inc. TENNESSEE VALLEY AUTHORITY 
Signature and nie of pergan auihoriggg to oun bid Division of Materials 
-K @ Ky Le 


Chas. A. Sylar; Vice President 


[De August 12, 1959 se 


| 
1 By__Walter W. Cox 


TVA 1661 (MA-~5-67) 





ADMINISTERED PRICES 


ee ok 


Mo Comat. PA-1286 2 
Req isitionsr 
Ret Mo = 


project CantresAlaheme, Subst . 


INVITATION Dete Inly 29, 1959 
A quotation IN DUPLICATE te requested on the tems listed, subject 
wt 10 Ama ey Aguas. 12,1959," 
und - 
and wil) be opened and read ia ie net physically recetved by 
the tise etated will be rewrasd unopened w the bidder. 


‘TENNESSEE VALLBY AUTHORITY, By Majter Wh. Sox 


Chattancoga, Tennessee 


Schedule of Prices 
General Conditions (forms 9660 and 5052 
Special Conditions 


ACCEPTANCE - Accomed only as to: 


Contract Performance Date 


~ telephone - AMherst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


TENNESSEE VALLEY AUTHORITY 


OivigneN OF MATERIALS 


_ 2-618 


oo 


Contract Date 


BID~ pe August 12, 1959 


ln compliance with the invitation for bide. and subject to all the conditions thereo!, the undersigned 
offers, and agrees if this bid be accepted within 3Q days (30 days unless otherwise stated) 
from the date of the opening. to furnish the services and/or sel) and deliver the articles listed un 
‘any or all of the iteme at the price quoted opposite each 


Reference sumber 


Discounts will be allowed for payments as follows: 10 calendar deys, => percemt; 20 calendar 
days, _— percent, 30 calendar days, N@t percent. Undess otherwise qualified by the bidder 
on this form (1) discounts will be deducted from the gross contract price; and (2) time tn connec 
tion with discounts offered will be computed from date of delivery of the supplies et deetination or 
from date of receipt of correct bill, whichever date is later 


The bidder represents. 

That he to X, te not __, a email business concern. (For this purpose, « small business con- 
cern is one which (i) is not dominant is ite field of operation and, with its affiliates, employs 
fewer than 500 employees, or (2) ie certified as « emall business concern by the Small Business 
Admnimiatration. See Code of Federal Regulations, Title 18, Chapter 0, Part 103, 21 Fed Reg 
9709, which comtains the detailed definition and related procedures.) in connection with supply 
contracts, if bidder is s nonmanulacturer, he aleo represents that the products to be furnished 
hereunder will X, will not___, be produced by « small business concern. is construction and 
construction -related nonpersonal service contracts, the preceding sentence is not applicable 


Thathis employmestpractices do___, do not X_, discriminate ageinet any employee or applicant 
for employment because of race, creed, color or sational origia 


(Complete only when the aggregate amount of bid is $10,000 or more.) 

‘That heise — @ manufacturer of the articles, equipment, material or supplies quoted upon herein 

‘That he ie X « regular dealer in, aad maintains « stock for sale to the general public of articles 

eqiipmen, materials or supplies of the general character of that or those upon which he bide herein 

(Complete only when (a) the aggregate amount of bid in response (oadvertieing i# $25. 0000r more 

or (b) the aggregate amount of bid on « negotiated purchase is more than $1,000) 

‘That (a) he has__. has not X. employed or retained any company or person /other than bons (ide 
employees or bons fide established commercial or selling agencies maintained by (he bidder (or 
contractor) for purposes of securing business] to solicit or secure thie comrect: and (b) he hes 
__, has nok. paid or agreed ro pay any company or person (other than bona fide employees or 
bone fide established commercial or se!!ing agencies maintained by the bidder (or contractor) for 
Purposes of securing business /any fee, commission, percentage or brokerage fee ngent 


upon or resulting from the eward of thie contract, and agrees to furnieh information relating 


thereto a8 requested by the Contracting Officer 
Bidder 


Jones-Sylar Supply Company, Inc, 
oe er e ae 0 Box Number 
Manufacturers Road 4OK7 
City. Bone. and Sate r 
Chattanooga, Tennessee 
maiure aad tile of pereoe authosaed to eign bid 
Gn A. oO ~ 


Cnas. A. Sylar, Vice President 
Consign to — TENNESSEE VALLBY AUTHORITY 


'Felephone 
IAM 5-1601 


Mark : Contract 
for 
Attn 


“MAIL INVOICE im DUPLICATE to— 
TENNESSEE VALLEY AUTHORITY 





TENNESSEE VALLEY AUTHORITY 


TVA USE ONLY 
| certify that the artic! 
above ren cnmoemeaae 
ratty end quality ving material 
cept as noted 


Approved a0 reportéd above 


Invoices must show contract number. discount or terme of payment applicable iem 


arr ~harges 
Total Cost 





mre igned 
@ sated) 
lieted ww 


calendar 
ne bidder 
| connec 
ation. of 


coe com 
employe 
Business 
ed. Reg 
th eupply 
w rEished 
cthon and 
plicable 


applicant 


ADMINISTERED PRICES 


No. 2-648 
Page No.2 





7.0.B. 1140 Market Street, Chattanooga, Tennes: 


Current transformer, 15-kv, with 5 ampere each 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformer to be 
compound filled, outdoor, window type. The 
opening of the window to be suitable for use vith 
either two 1/4" x &" flat aluminum bars spaced 
1/4" apart or one 3-1/2 IPS aluminum tube. The 
secondary terminals to be marked Xl, X2, and X3. | 
The X3 terminal to be common to both ratios so 
that Zl - X3 is the higher and X2 - X3 is the 
lower ratio. The H2 and X} to be non-polarity 
terminals. 


The full secondary winding to have a minimum AGA 
Accuracy of 0.3B-0.1, 0.3B-1.0, and 0.3B-2.0. } 
The tapped section of the secondary winding to ha’ 
@n accuracy of 0.3B-0.1, 0.3B-1.0, and 0.6B-2.0. 
| 
Supply drawings that show the nameplate, ere 
and typical ratio and phase angle curves. 


These current transformers to be Westinghouse 
HO-15, or equal. Bach current transformer is to | 
be shipped in an individual crate. 





Brand Meme & Cat. No. Standard Transformer Ch. Type 


Point of Manufacture Warren, Ohio 





HOTZ reference to national price in the following . | 
ZOWE PRICES. Are prices quoted tone or national j (yes or no), If prices 
quoted are tone prices, no adjustment will be dq of price jor freight chargep when 
destination is changed from that originally specified unles@ the ney destination is in 
a different tone from that first named. TVA cons 

price for the purposes ef this clause. If shipme ernment dill of ing, 
transportation charges te actual destination will 4 frem inveices. If 
bidder's answer is affirmative the General Cendit IN FREIGRT RATRS| becomes 





| inapplicable to this purchase. NOTE: If prices quoted are (tone prices, give| sone 


number and geegraphical boundary ef the tene in which each destination is le ated. 


Eastern -- East Mississippi River - South of Mason Dixon Line 


pot 


ia o © 


_sanne-Sy sar Supply Co., Inc. 


~ sisDER , Schedule of Prices TVA 80591 (MAT-7-55 





ADMINISTERED PRICES 


TVA 6062 (MAT-8-69) 


GENERAL CONDITIONS 


WALSH-HEALEY ACT. Any contract made, or entered into by TVA for 
the manufacture or furnishing of materials, supplies. articles or equipment 
in excess of Ten Thousand Dollars ($10,000 00) shall be subject to the terme 
of Public Act 546, 74th Congress, approved June 30, 1996. 


ADJOURNMENT. TVA reserves the right to adjourn the time of open! 
bids from time to time by notice before ur at the stated time of opening. 


ACCEPTANCE AND REJECTION. TVA reserves the right to reject any 
or all bide, to waive any informality in bids and, unless otherwise specified 
by the bidder. to accept any item in the bid. In case of error in the 
extension of prices in the bid, unit prices will govern. 


SUPPORTING DATA. Any supporting letters, drawings, apecifications and 
other data shall be furnished with th copy of the bid. Within t 
(20) days after date of notice of award of contract, the Contractor shall 


furnish, if required, up to ten (10) additional copies uf all data which were 
submitted with his bid 


ASSIGNMENT. This contract or any interest therein or in any monies due 
or to heeome due thereunder shall not be assigned, hypothecated or other- 
wise disposed of without the previous consent in writing of the Contracting 
Officer. The Contractor, on request, shall file with [VA copies of all sub- 
contracts aod terme of all commitments with subcontractors, and TVA shall 


have the right to disapprove any thereof within five (6) days after receipt 
of such information 


FAILURE TO Bit) If any prospective bidder consistently fails to bid, 
TVA may remove his name from its active mailing list. 


COMPARISON OF BIDS. In comparing the bids and in making awards, 
TVA may consider such factore as relative quality and adaptability of 
supplies or services, the bidder's financial responsihility, skill, experience, 
record of integrity in denling. ability t furnish repairs and maintenance 
service, the time of delivery or performance offered. and any other element 
or factor in addition to that of the bid price which would affect the final 
cost to TVA. and whether the bidder has complied with the specifications. 


Ordivarily TVA considers it to its advantage to contract directly with « 
manufacturer when buying manufactured materials or mt and with 
a vroducer or regular dealer when buying other mate and TVA will 
give consideration to that factor in making an award) TVA may aleo as 
& condition of award to other than such a manufacturer, producer, or 
denier. require that the manufacturer. producer. or a regular dealer be 
made @ purty to the contract 


AWARD INFORMATION AVAILABLE TO BIDDER. Any ae ae. 
ten days after award has been made and for ninety days thereafter, je 


additional jon relative to awards by making application at the 
office of the Diviswn of Materials, Lupton Building, 1010 Georgia Avenue 
Chattanooga. Tennessee 


GUAKANTY The Contractor warrants that al! materials, equipment, and 
work furnished pursuant to thie contract comply in all respects with the 
contract, that they are free from lat and patent defects in materials 
and wor nahip, that they are suitable and adequate for the purposes for 
which they were designed and for such other burgess. if any, as are spec; 
fled in the contract: end that they will vive efficient service. under such 
conditions ss be specified, for « period of one yeur after their first 
operation or use . TVA. If the contract provides for an acceptance test 
of the materials, equipment. or work furnished, such materials, equipment 
or work are not to he deemed in operation or use by TVA for purposes 
of this provision until they have passed such acceptance test. Ho \ 
whether or not an acceptance test is required, the Contractor will 
Hable hereunder for any defect or deficiency which is not discovered within 
eighteen (18) calendar months after the later of the two following dates 
(a) The date upon which TVA receives shipment of items completin, 

all deliveries required under the contract or, for work perfo 

by the Contractor at the site, the date upon which such wor 

com) leted ' 

(b) The delivery date or performance date specified in the contract 
ineluding any amendments thereof 


or work, 

guaranty period 

equipment, or work furnished hereunder are free from any 

demands, and encumbrances; and that he will defend the title thereto 


Any materials, equipment, or work. or parts thereof. which fall to meet 
the rantees or other requirements of the contract may be rejected pro- 
however, that if correction of the defects or deficiencies can be made 
through minor alterations or replacement of minor parte, and the Con 
tractor proceeds immediately to complete such alterations, or to furnish 
and install such new parts, as are necessary to meet the guarantees or 
other requirements of contract, then the materials. equipment, or work 
shall not be rejected on account of defects or deficiencies so corrected, but 
correction of such defects or deficienci all not oper: to 
time for performance of the contract pacified thereunder o 
any claim for dai resulting from delay in performance or from any 
other cause. TVA shall Contractor prompt notice of ang breach of 
this warranty. Operation or use by TVA of the mater’ equipment. or 
work or any part thereof shall not constitute a waiver any of TVA’ 
rights under this contract 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 


to the Contractor 


1 2 
* SCHEDULE Eerimateo 
on SHiprina 
tra No Weiant 








*If award is to be made by achedules, give information for each schedule 


for each item. 


Name OF CARRIER or 


Motor Truck 


| (Continued on back of page) 


Always complete columns 1 thru 5, unless otherwise stated on the schedule 


Point No. oF Days 


Arter Awano 


Sniem ent_____} FO Ostiveny 


Warren, Ohio 50 





! 
4 


if award is to be made by items 


give informatior 





ADMINISTERED PRICES 


TENNESSEE VALLItY AUTHORITY (|<) VAL 
ADDENDUM 3 


Ridder No, 7 e aeons 


Invitation No. GAB 
Dete_July 31, 1999 _ 


Bid opening 10 a.m. EST, August 12, 1959. LI-KY CURRENT TRANSFORMERS 


NOTICE TO BIDDERS: 


Change quantity ef Item 1 to read 3 each instead of 6 each. 


INVITATION AND ONE COPY MUST 
COPY OF YOUR BID. 


aan clef 

Allis-Chalmers Mfg. Co. TENNESSEE VALLEY AUTHORITY 
0 cham Division of Materials 

Coy 

fae 


Mibnaataad FALE 4 
10 August 1959 by_Malter W. Cox 


TVA 1661 (MA-6-67) 





ADMINISTERED PRICES 


mo we o@ebholA-3h3.b) , 
Seca, “anata Bal AAG —_ - 
MO ee ne MC-Chateoh-bhoo 


projet Cantreshlahems, fiihet . 


INVITATION bete__July 29, 1959 
4 qontion Bi QUELIGATE © segsested on Ge tame ltted. eutjo 


asad 
Aad wh) be pened ood reed tn . not piupeically recetved by 


(ho ee Care wil) be rem raed emopemed tw the bidder 
TENMBSRS VALLEY AUTHORITY, py Miahtar Yo Cox 
Chattancoga, Tennessee 


ARTICLES OR SERVICES AND 
ATTACHMENTS WHICH FORM PART OF CONTRACT 


bab 
15- r 


Schedule of Prices 


General Conditions (forms 9660 anf 5052 
Special Conditions 


ACCEPTANCE - aceapeed only as to: 


Contract Performance Dase 


Toul jaa 
s By 
TVA USE OMLY 
| Certify that the articles or 
services listed shove have been —___ 

received tm quamity ead quality P*F#0s Feceiving material 
opecified except ae noted 


TVA 3030 (MAT -5-59) 


Teleptome- Aberst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


O 


jenn] TVA 


“Tpproved as reported above C_) {_} peal 


4 wivAL 
Bide No. esi - 


TENNESSEE VALLEY AUTHORITY 


Orvinen oF MATEMALS 


2-648 


Comract Date a 


BID~ raw 10 Auguat 1959  neterence memer_ 9274 | 


ln compliance with the tavitatioa for bide, and subject to al) the comditions thereot, the undersigned 
offers, and agrees Uf this bid be accepeed within 3) days (30 days unless otherwise stated) 
trom the date of the opening, to furnish the services and/or sell and Galiver the articles listed in 
any oF all of the items at the price quoted apposite each 


Discounts will be allowed for payment es follows: 10 calendar Gye, >» percent; 90 calendar 
Gaye, _—s percent; 80 calender Gays, ss pereemt. Unless otherwise qualified by the bidder 
om this form: (1) dissounce will be deducted trom the cemtrect price, amd (2) time im commec- 
toe with discounts offered wil] be computed from Gets of of the cuppligs at Geeutnation oF 
from date of receipt of correct bill, whichever date eer Terms Of Payment: 


‘The bidder reprecencs Net Cash 30 Days 

‘That he _, ie mot_, « omall businsss concern. (For Purpose, « emai! bestness con- 
core ls one whieh (1) is not dominant ta ite field of operation and, with its affiliases, employs 
fewer than $00 employees, or (2) le certified as 4 email tusiness concern by Ge Small Business 
Administration. Ges Code of Federal Regulations, Tithe 13, Chapeer 0, Part 108, 31 Fed. Rag 
9709, which comtaing the detailed definition and related procederes ) im conmection with supply 
contracts, # bidder tes rer, he aleo represents Gat the prodects to be furnished 
hereunder will ___, will not be preduced by « emai] bustases concern. Be comptruction ead 
construction -relased sompersanal service contracts, the preceding seutence te net applicatic. 


‘That his employment practices do __, do not_Ji. diecriminass agninet any employes or applicant 
tor employment because of race, creed, color or sational origin. 


(Compiews only when the aggregets amount of bid ie $10,000 or more) 
‘That be i¢ X ¢ mamecturer of the articles, equipment, material er supplies quoted upon herein 
‘That het 2 regular dealer in, and maintains « stock for sale to the general public of articles, 
eqipment materiale or suppl tee of the general character of thet or thoes upen which be bids herein 
(Complete only when (a) the aggregete amount of bid in response (0 advertising \@ $25, 0000r more 4 
or @) the aggregate emount of bid on « negotiaved purchase ts more than $1, 080:) 
That (a) he has__. has not S. employed or retained any company or person /other thas bona {ide 
employees or bona fide eowblished commercial or selling agencies maintained by the bidder (or 
Contractor) for purposes of securing business] to solicit or secure this contract: and (b) he has 
__, has notXl, paid or agreed ro pay any company or person Lotmar (than bone fide employers of 
bons fide established commercia! or selling agencies maintained by the bidder (or contractor) for 
Purposes of securing business) any fee, commission, percemtage or brokerage fee, contingent 
upon or resulting from the ewerd of thie contract. ead agrees to furnieh information relating 
thereto as 1; the Comrracting Officer 
Bidder 


pqoctes by aa ————— 


___ Allis-Chalmers Se a - 


0 Wor Mimber 


re Ghattanooge ay cian __| Ait -5101 


ad VAA Gtk D 


Consign to — TENNESSEE VALLEY AUTHORITY 


Mark ; Contract 

For 

Atte 
MAIL INVOICE te DUPLICATE to— 
‘TENNESSEE VALLEY AUTHORITY 





TENNESSEE VALLEY AUTHORITY 


lavoiees must shew contract sumber, discount or terms of payment applicable hem 
mater Gaserigtion of article or service, quantity unt price oat el emount 


ecelved)Q. B. L |Carrier's Charges Paid 
Purchase Con 
‘Track 


Rall Frt]Rail Kupfer Fr] Air [Par Plicarrier's Charges 


‘Total Cost 





ADMINISTERED PRICES 


7.0.B. 1140 Market Street, Chattancogs, Tennes 


Current transformer, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformer to be 
compound filled, outdoor, window type. The 

of the window to be suitable for we vith 
either two 1/k" x 4" flat alumiow bars spaced 
1/s" apart or one 3-1/2" IPS aluminum tube. The 
secondary terminals to be marked Tl, X2, and X}3. 


secondary winding 
an accuracy of 0.3B-0.1, 0.3B-1.0, and 0.6B-2.0. 


Supply drewings that show the nameplate, outline, 
and typical ratio and phase angle curves. 


These current transformers to be Westinghouse 
WO-15, or equal. Bach current transformer is to 
be shipped in an individual crate. 


Bread Heme & Cat. Ho. Allis-Chalmers Type B 
Point of Manufacture_Pittaburgh, Pennaylvani 


e different sene from that first named. 
price for the purposes ef this clause. 


ontinental United States 


prices 
when 
en is in 
@ sone 
}ading, 
If 
becomes 
sone 
ted. 





Schedule of Prices TVA b08) (MAT-9-58) 





ADMINISTERED PRICES 


TVA tees (MAT#-0) 


GENERAL CONDITIONS 


WALSE-MBALSY Aor. Any epieett wate or gutanel, tate by TVA tor 
ma jacture jurnish! n; mat ale, ou a i pemen' 
t eons of Ton Thousand Dollars ($10,000 00) shail be subject to the terms 
ra lie Act 846, 74th Congress, approved June 80, 1986. 


ADJOURNMENT. TVA reserves the right to adjourn the time of opening 
bide from time to time by notices before or at the stated time of opening 


ACCEPTANCE AND REJECTION. TVA reserves the right to reject any 
or all bids, to waive any informality in bide and, unless otherwise specified 
by the bicger. to canst coy Hen fe ie oe. n case of errer in the 
extension of prices in , walt prices will govern. 


SUPPORTING DATA. Any supporting letters, drawings, specifications and 
other data shall be furnished with exsh eopy of the bid. Within" emir 
20) days after date of notice of award of contract. the Contractor fi 
‘urnish, if required, eu (10) additional copies of all data which were 
submitted with his bid. 


ABSIGNMENT. This contract or any interest therein or in any monies due 
or to become due thereunder shall not be assigned, hypothecated or other. 
wise disposed of without the previous consent in of the Contrasting 
Officer. The Contractor, on request, shall file with TVA copies of all eub- 
contracts and terms of ail commitments with subcontractors, and TVA shall 
bave the right to disapprove any thereof within five (5) days after recsipt 
of such information 


FAILURE TO BID. If any we bidder consistently fails to bid, 
TVA may remove his name from active mailing list. 


COMPARISON OF BIDS. Ia exeparing the bide and in making awards, 
TVA may consider such factors ss relative quality and adaptability of 
supplies or services. the bidder's financial ibility, skill, experience, 
record of integrity in dealing, ability to f repaire and maintenance 
service, the time of delivery of performance offered. and any other saat 
or festor in addition to that of the bid prices which cond net Yad 
tions. 


cost te TVA, and whether the bidder has complied with 


Ordinarily TVA considers it to tte advantage to contract directly with 

manufacwrer when buying manufactured rials or equipment and w 

& produser or regular desler when buying ie, ond TVA will 
give consideration to that factor in making an @ » A leo as 
@ condition of award to other than such s menufacturer, . or 
dealer, require that the manufactarer. p + OF @ regular dealer be 
made « party to the contract. 


AWARD INFORMATION AVAILABLE TO BIDDER. ny bidder a 
Sane Fe er ee ES © Te he Chee de 


information relative by maki ton 
of the Division of Materials, Lupton Buuaine, foie Beorsia 
ttancoga, Tennessee. 
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SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 


s 
No. oF Dave 
AFTER AWARD 
For Dativery 


(Continued on back of page) 


*If award is to be made by schedules, give information for each schedule; if award ia to be made by items, give information 
for each item. 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
ADDENDUM 


Invitation No. 2-648 


Bid opening 10 a.m. EST, August 12, 1959. 15-KV_CURRENT TRANSFORMERS 


NOTICE TO BIDDERS: 


Change quantity of Item 1 to read 3 each instead of 6 each. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


neral Electric TENNESSEE VALLEY AUTHORITY 
Gignature and title of person authorised to olan bid Division of Materials 
BE. R. North, Jr., Sales Engineer 
te 
Ni gic ae re ree ere 


TVA 1661 (MA-~-65-67) 


By__ Walter W, Cox 





ADMINISTERED PRICES 


tom te $@chhgiBe3h3.b1 
note, Comet. Bin 186 —_ 2 


TENNESSEE VALLEY AUTHORITY 


Rat ho BC -Catenh-bhe? Telepnene- AMberst 5-3551 E.dder fe 


prejct Cantreshiaheme, Subst. INVITATION, BID, AND ACCEPTANCE 


INVITATION mee 
A qeotecion te requecwé on the eeme listed subject 


or * Se aguas 1a 1385." 
a) wl) we pened amd rad to . ast payetcally recetved by 
Mo renee ls he oem mad wend ae Dade 


TmeMmenS VALLEY aurwoarry, oy Mal her Ws, Com 
Chattancega, Teanessee 

Weed arracoesmers WEN PORM PART OF CONTRACT 
15- it 

Schedule of Prices 


General Conditions (forms 9660 end 5052 
Gpecial Conditions 


Contract Performance 0 


Contrect Date 


rz : 
BID~ oe 8/12/59 I a ed 


be Compl .ance with the invitation for bide, and subject to al) the conditions Mereot, the undersigned 
offers, and agrees this bid be accepted within“ __ days (30 days unless otherwise stared) 
from the date of the opening, w furnish the services and/or sell and deliver the articles listed 
any or all of the items at the price quoted apposite each 


Discousts will be allowed for payments 10 cohemdar @aye, s petoem 3B calender 

days, percent; Bete oe, I em Unless otherwise qualified by the bidder 

rm: (1) discounts will be trom the gross contract price; and (3) tame i connec - 

den with discounts offered wil] be computed from dase of daitvery of the supplies at Geetibation or 
from dave of recetpt of correct bul, whichever date is later 

‘The bidder é 

‘That be io, to not 2h, 2 email business concern. (For thie purpose, « email business con- 

cere ls one which (1) is net dominant is its field of operstion and, with its affiliease, employs 

, OF (2) We certified as « emal! business concern by the Smal! Basinecs 

Regulations, Title 18, Chapter 0, Part 108, 31 Ped. Reg 

aad rebeted procedures ) la counecthan wih euppiy 

, he also represents thet the produce to be ternished 

husinees concern. bn comstruction and 


(Complete only when the aggregnte amount of bid ie $10,000 or more) 

‘That be ise manufacturer of the articles, equipment. material er supylice quoted upon herein 
‘That bets _ « regular dealer in, and maintains & stock for sale to the gene-o! putiiic of articles, 
eqipment, materials ot supplies of the general character of drat or those upon wetah ke bide herein 
(Complete only when (a) the aggregate amount of bid in response to advertising 1¢ $23,000 07 more 
oF (b) the aggregate amount of bid on 4 megotiated purchase te more then $1, 000:) 

That (a) he haa__. has not__. employed or retained any company or person /other thas bone fide 
employees or bons (ide established commerciaj or selling agencies matnssined by the bidder (or 
contractor) for purposes of securing business / te solicit or T@ thie contract; end (b) he has 
—~— hee not__, paid or agreed ro pay any company or person (other than bons (ide employees or 
bone {ide eetablished commercial or selling aguecies maintained by the bidder for semtractor) for 
purposes of securing business / any fee, commiscion, percentage or brokerage fee. contingen! 
upon or resulting from the award of thie contract, and agrees to furnish information relating 
thereto 48 requeste: the Comr Officer 


General Blectric Company 


es ee 
bo Aveswe ines . 


_____ | AM-6-122), 


Ct 


Consign to — TMQRSSEE VALLEY AUTHORITY 


Mark : Contract 
Ter 


Atta 


MAIL INVOICE in DUPLICATE to— 
TENNESSEE VALLEY AUTHORITY 


. amet TENNESSEE VALLEY AUTHORITY 
Long 


Di sccienimninion Sy 


TVA USE ONL 

| corttly that the articles or 

Services listed aheve have teca “Vella tase aed 
received tm quantity and quality jean rocciving material 
specified except oe amed 


TVA 5030 (MAT-5-98) Kpproved as veported above 


lnvetees mus show contract number, discount or terms of payment applicable (tem 
mumber, description of articie of service, quantity. unit price, and toenl amount 





ADMINISTERED PRICES 


7.0.B. 1150 Market Street, Chattanooga, Tenne 


Current treasformer, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformer to be 
compound filled, outdoor, window type. The 
opening of the window to be suitable for use with 
either two 1/4" x 4" flat aluminu bars spaced 
1/%" apart or cue 3-1/2" IPS aluminum tube. The 


Accuracy of 0.3B-0.1, 0.3B-1.0, 
The tapped section of the secondary winding 
an accuracy of 0.3B-0.1, 0.3B-1.0, and 0.63-2.0. 


Supply drewings that show the mameplate, outline, 
and typical ratio and phase angle curves. 


These current transformers to be Westinghouse 
BO-15, or equal. Bach current transformer is to 
be shipped in an individual crate. 

Bread Meme & Cat. No. G-B Cat. JEE-5 
Poiat of Memufacture_ West lyan 


BOTS reference to natienal price in the fellewing |revised ¢ 
LOMB PRICES. Are prices quoted sene or national prices? 
queted are sene prices, no adjustment will ve 


inapplicable te this purchase. HOTS: 
mumber aad geegraphical beundary ef the sene in 


Continental J. 8. A. 


TVA 9961 MAT HED) 


35621 O—60—pt. 13 





7150 


TVA S086 (MAT-4-59) 


ADMINISTERED PRICES 


GENERAL CONDITIONS 


WALSILEBALEY ACT. Any contrast made, or entered into by TVA for 

the manufacture or furnishing of materials, moni, artisies or SS 

te of Ten Thousand Dollar: 10,000.00) 1 be subject to terme 
lie Act 846, 74th Congress, approved June 80, 1986. 


ADJOURNMENT. TVA reserves the right to adjourn the time of opening 
bids from time to time by notice before or at the stated time of opening. 


ACCEPTANCE AND REJECTION. TVA reserves the right to reject any 
or all bids, to waive any informality in bids and, unless otherwise specified 
by the bidder © sas on item in the bid. In ease of error in the 
extension of prices in bid. wnit prices will govern. 


SUPPORTING DATA. Any supportiag letters, drawings. specifications and 
other data shall be Turniahed with each copy of the bid. Within twenty 
20) days after date of notice of award of contract. the Contractor shall 
lurniah, if required, 7 te ten (10) additional copies of all data which were 
submitsed with bis bi 


ASSIGNMENT. This contract mterest therein or in any monies due 
due or other- 


Dreviove sorst in w of the 
Officer. The Contractor, on request, shall with TVA copies of all 
contracts and terms of all commitments with subcontractors, and TVA shall 
have the right to disapprove any thereof within five (6) days after receipt 
ef such information 


FAILURE TO BID. If any prenpertion bidder consistently fails to bid, 
TVA may remove his name from its active mailing list. 


COMPARISON OF BID6. In comparing the bids and in making geste, 
TVA may consider such factors as tive quality and adaptability 

supplies or serviess, the bidder's financial ibility, skill, experience, 
record ef integrity in dealing. ability to furnish repeirs and maintenance 
servies, the time of delivery or lormance offered. and any other slament 
or factor im addition to that of the bid price which would affect final 
com to TVA, and whether the bidder has complied with the tions. 


Oréimartiy TVA considers it to ite advantage to contract directly with a 
Manofasturer when buying manufactured materials or equipment and with 
& producer or regular dealer when baying other materials, and TVA will 
give consideration to thet factor in making en award A a a 
® condition of award to other than such @ manufacturer. pi . oF 
denier, require that the manufacturer, producer. or « regular dealer be 
made s party to the contract. 


AWARD INFORMATION AVAILABLE TO BIDDER. Any Utter sew. 
ton days after award has been made and for ninety days thereafter, 


tional information 
office of the Division of 
Chattanooga, Ti 


fenuete 
ef 
1 Hl 


uel 
f 


# 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 


2 
Eertimarao 
SrHiprina 
Waient 


4 (Continued on back of pa 
*If award is to be made by schedules, give information for each schedule; if award Is to be made by items, give information 


for each item. 





ADMINISTERED PRICES 


Bid opening 10 aa. BST, August 12, 1999. 


Change quantity ef Item 1 te read 3 eggh instead of 6 cach. 


TVA 1681 (MA*s-87) 





ADMINISTERED PRICES 


| 


an 92-bbolA- 3a3 AD +> TENNESSES VALLEY AUTHORITY 7 ra 
m. Comet, Mn18O6 = ees set NO. ——— ae 
re Rinthaieakehaee —— Tigene- Aherst $-3951 0 OY = 
Propo Contresklahems, Suhet . 


INVITATION 

A qoomcion Bi QUPLICATE to 
. @ mereta 
uae) 


ad will be opened ead rand te . oat py ekanly mace ted by 
seal Se og vemanend emp wo ep Rede 


Tpemens vaLusy aurwoarry, by Minbar Gon 
Chattancege, Teanessee 


had ARTICLES O8 SEAVICNS AD 
ATTACHMENTS WHICM PORM PART OP CONTRACT 
i3-ky_Currest Sreneformers 
Schedule of Prices 


General Conditions (forme 9660 and 5052 
Opecial Conditions 


TRNOMOSRR VALLEY AUTHORITY 
eve lots mmet sew Gear ee! seme: teseuat of xm Wf pages! , anne 
moder, description of srticte or corvies. , amit petee, cat woud emoctt 


e _s ° pai Ricctaisid 
| cegttty thet the artigion or Perahace Com | 
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Teaetved im quastity and quality 
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® Prensformere te have followi 
Pull Faas 1 at B-2.0 
Tapped winding: 1.@ at B-2.06 
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made Wy scheduins, give information for each schedule; if award is to be made by hams, give 


. Any cqutrect made, or entered into 
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ADMINISTERED PRICES 
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ADMINISTERED PRICES 
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ADMINISTERED PRICES 


or ene rem eo OF 


Office Memorandum * UNITED STATES GOVERNMENT 


pate: July 5, 1957 
TO : Walter W. Cox, Purchasing Agent, 320 LB 


rrom :H, F. Corden, General Office Engineer, 81, Power 


suBJECT: REQUISITION 223037 ~ POTMNTIAL TRANSFORMERS FOR DICKSON, TENNESSEE, 
SUBSTATION 


Returned are all bids submitted on the above requisition, 


All bidders quote a price of $12,751.20 on equipment as specified, 
Please award as you see fit, 


FLS:MAC 

Attachments 

cc: F. 0. Murphy, “02 Tittle 
W. W. Woodruff, 501 Power 


JUL 10 1997 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
a a ea Ghattancoga, Tennessee , 
hia he DeViehdlll Mesa Tels Mherst 5-355) RO consenes deve JUAY 20, 3987 _ 
puege: to. Comat, PieJ124 «ss ANVITATION, BID, AND ACCEPTANCE 

Projet Diakeon, 7, abet 
INVITATION 

i a A 

aor 
ios ecel ae ts omen angunseastame ” 


‘TmOUmeeSR VALLEY auTHonTY, Walter W. Cox 
ARTICLES O8 SERVICES 


—_—— selling, and delivering 

ormers in ascordanee 
ieee Ha Speetfiesties manos end ai 
the terme and conditions ineluded in 
thie Invitation to Bid, 


Attachments vhich form part ef Contract 


Gohedule of Prices 

Special Conditions 

General Conditions (forms 9660 ana $053 
Waleb-Healey Act 

TVA Specification EP-100 


8141331 (ih “af D B. Milaag | Ap Te 
CCEPT ANC! in to-TRwNMSOEE VALLEY AUTMOAITT 
Ancepted om: + Ship > p 
hovermeent bill of lading to be Turnithed later. "lmeiaetiias dee Seeerennete Sapenas Rape, 
Mart | Contract 23037 
fer, Dickson, waa Bw. 
aun O» A. Wald 


Mot) om vi Le ww Sew ae 2! ALL 
Power Accounting Office, Chattanooga, Tennessee 
ttdct Pertormance D 
February 1, 1958 


slats mask show comtviet Number disteam oF latins Of paymeel spplicdlne Rem camber 
TRNNROSEE VALLEY AUTHORITY | Settee! ertisiooe service, quamuy. snl price, vetal Amount 


ppreved ry Nisrry "!. Hieks 7/10 °5? 


| certify that the articles or 

fervices listed abeve have bees “HaSGa5 Fatclvian cabanas 
reebived in quantity and quailty OP eek Poteiving material 
tpbeified except Ae noted. 


— ) TVA (Rail Fee! Basi Eup ar Fr | Aw [Pex “PiiCarr.er + Charges 
cr 


Approved ab reported above at | j Total Cost 





ADMINISTERED PRICES 


22 


» Gingle phase, OI8C. These transformers 
graded insulation on the grounded end 


ssole aot winding and to be three winding 
206-115 volt, 600/350:1 ratio for 


EF 


agere 
j 


Fi 


an ASA accuracy classification of 0.mW, 0.3%, 
0.3Y, and 0.32. This transformer shall be in 
accordance with TVA Specification EP-100. 


Westinghouse Electric Corp 


The manufacturer shall make ratio and phase angle 


quoted are some prices, no adjustment will be 


° 


r 


destination is changed fram that originally speci 


+ lhmber of calendar days 


@ ‘ings will be submitted for 


Westinghouse Electric Corporation 
o 


Schedule of Prices TVA 6081 QMAT-7-58) 





ADMINISTERED PRICES 


2-23037 
SPECIAL CONDITIONS 


Delivery. Delivery is required February 1, 1958. Bids offering a later delivery will be 
considered in relation to the probable added cost to TVA. 


Materials Engineer. The Head Materials Engineer, Tennessee Valley Authority, Knoxville, 

ssee, will represent TVA in the inspection of shop work and witnessing of shop tests. 
All communications relative thereto, and copies of reports of tests and analyses, mate- 
rial or equipment orders, and stock material lists required by the specifications should 
be directed to hia. 


Technical Sogioner The Director, Power Engineering and Construction, Tennessee Valley 

thority, ttanooga, Tennessee, will represent TVA in the fulfillment of the technical 
requirements of this contract, Communications relative to all technical matters other 
than shop inspection and testing should be directed to him. Shop drawings and samples, 
vhen required, are sent to him for approval. 


Inspection. The materials or equipment being furnished hereunder shall be subject 
to inspection in the shop at all times during the course of manufacture or fabrication 
and access to the place of manufacture or fabrication shall be afforded TVA, its 
employees and agents, for that purpose. The Contractor shall keep TVA fully informed 
of the progress of the work so that appropriate arrangements may be made for inspection. 
Shipment of the finished materials or equipment shall not be made until final inspection 
at the shop has been made by TVA, unless TVA has authorized in writing shipment without 
such inspection. Inspection by TVA shall not affect the Contractor's obligation to 
furnish materials or equipment which comply fully with the contract requirements. 


Patente. The Contractor shall at hie own expense defend any suit instituted by any party 
against TVA so far as it is based on the claim that any apparatus or part thereof fur- 
nished under this contract or TVA's use of such apparatus or part for the purpose for 
which it was designed or for such other purposes, if any, specified in this contract con- 
stitutes infringement of any United States patent. TVA shall give to the Contractor 
immediate notice in writing of the institution of such suit, and shall permit the Con- 
tractor, through his counsel, to defend the seme, and shall give all requisite authority 
and #11 needed and available information and assistance to enable the Contractor to do so. 
The Contractor shall pay all damages and costs finally awarded therein against TVA by 
reason of such infringement, but the Contractor shall not be liable under any compromise 
made without his ccensent. If in any such quit said apparatus or part or such use thereof 
by TVA i@ held to constitute infringement and such use is enjoined, the Contractor shall 
a+ his own expense procure for TVA forthwith the right to use or continue using the said 
epperatus or part; provided, however, that subject to TVA's approval the Contractor may 
at his sole expense replace said apparatus or part with noninfringing apparatus or part, 
or modify it so that it becomes noninfringing. 


State Sales and Use Taxes. State sales and use taxes are not applicable to materials, 
supplies, or equipment 60ld to TVA and such taxes shall not be included in the price 
quoted in response to this invitation. 


Bidder hereby certifies as a part of his bid that no state sales or use tax has been 
included in the price or prices quoted in the bid. 


Shi Information. The Contractor shall furnish copies of shipping bills or memoranda 
or each shipment giving the description; number of pieces; total weight; and, if shipped 
by railroad freight, the car initials and number to: 


0. A. Waldrop, South Nashville Substation Warehouse, 
TVA, Lebanon Road, Nashville, Tennessee 1 Copy 


H. O. Murphy, TVA, 202 Tittle Building, Chattanooga, Tennessee 1 Copy 
TVA Inspector at your Plant 2 Copies 





ADMINISTERED PRICES 


No.  2-23037 
a co mee and Instructions. The following provisions supersede those 
same e in the specification listed on form 5050. 


@. The Contractor shall furnish complete assembly drawings, wiring and schematic 
diegrams, and such detail drawings, diagrams, cute, instructions, and test 
reports as necessary for installation, operation, and maintenance of the 
equipment, and for demonstrating that it complies with the requirements of 
this specification. Drawings, diagrams, instructions, and 1 s shall be 
identified by descriptive titles indicating their application to the contract 
and shall be signed by a responsible representative of the Contractor. 


Time involved in drawing approval will be considered as having been included 
in delivery time. Work done or material ordered prior to receipt of approved 
drawings or drawings marked "Approved with Corrections as Noted” will be at 
the Contractor's risk. 


Four prints of each drawing shall be submitted to TVA for approval within 
the time specified in the contract. TVA will, within 15 days after receipt, 
forward one print to the Contractor marked "Approved," “Approved with 
Corrections as Noted," or "Returned for Revision." 


Upon receipt of prints marked "Approved," the Contractor shall furnish TVA 
with ten additional prints for distribution unless a different number is 
atated in the Schedule of Prices. Upon receipt of prints marked "Approved 
with Corrections as Noted," Contractor shall make the necessary corrections 
and submit fourteen prints for TVA's distribution, unless a different number 
is stated in the Schedule of Prices. Additional approval by TVA of such 
revised drawings will not be required. 


Upon receipt of drawings marked "Returned for Revision," the Contractor will 
make the necessary revision and resubmit prints for approval in the same 


routine as before. TVA will examine and return such prints as described in 
Bection c. above. 


Approval by TVA shall not relieve the Contractor of the responsibility for 
the correctness of the drawings furnished by the Contractor nor for their 
compliance with the specification unless so stated at the time of approval. 


If, at any time before the completion of the work, changes are made necessi- 
tating major revision of approved drawings, the Contractor shall make such 
revisions and shall proceed in the same routine as for the original approval. 


Upon completion of the work, the Contractor shall furnish TVA with one set of 
vandyke negatives on thin paper of al) drawings approved by TVA, including 
all corrections and revisions made up to the time of completion of the work. 


Nine copies of instructions for installation and operation shall be submitted 
in advance of the shipment of the equipment. 





ADMINISTERED PRICES 


GENERAL CONDITIONS 


‘act made, or entered into by TVA for 
Materials, ies, articles or oquemens 
(810,000.00) Nt be subject to termes 

Jame 00, 1996. 
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Ordinarily TVA considers it to its advantage to contract directly with « 
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SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional coat 
to the Contractor. Always complete columns 1 thru 5, unless otherwise stated on the schedule. 
' 2 s 
*Scneouce Esrimateo 3 No. oF Dave 


on SHiPPiING Name oF CaARnnicn Artan Awaro 
Waient i For Dativery 


As required 


(Continued on hack of page) i 


"It award is to be made by schedules, mve information for each achedul.; if award is to be made by iter- give information 
for each item. 
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oniints ont Cioemne 
stat tocantatiee tn ersseame’ 
Pecekalsfanefrney in teem, 
the terms and conditions included in 
this Invitation to Bid. 


Attachments vhich form pert ef Contrast 


Schedule of Prices 
Special 


Condit tens Comet Seren gy Sete cage ane ase whan sand —_ 
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Mark | Contract 
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ADMINISTERED PRICES 


Debs 

Potential transformer, outdoor, 6%kv, 50-60 

cycle, single phase, OISC. These transformers 

to have graded insulation on the grounded end 

of the primary winding and to be three winding, 

40,250-67.08-115 volt, 600/350s1 ratio for attached 

wye-wye, broken delta connection on a 69-kv 83H70 ha 

system having a grounded neutral. The neutral (#rrenge q 

shall be brought out of the tank through a bushingp@r invi proposed 
end the tank ground and neutral connections shall |"Te seme supplied 
be provided with separate clamp-type connectors on TVA R 6078 E Reqn. 
for 2/0 stranded copper conductor. A clamp-type 

connection for vertical attachment of 2/0 stranded 

copper conductor shall be furnished for the 

primary connection. This transformer shall have 

an ASA accuracy classification of 0.3, 0.3%, ith eit 

0.3Y, and 0.3Z. This transformer shall be in bontril 

accordance with TVA Specification EP-100. emeres:S 


SRR eft!) of 


* 
e 


f Eegaviat 


Name of Manufacturer. 


Point of Manufact Price 
city maxi 


ward 
NOTE: 


The manufacturer shall make ratio and phase angle |tests at sa 
nominal secondary voltages and at voltages approximately 10 pe 
than nominal secondary voltage. The manufacturer |shall d 
These tests shall be included on the test report. 


NOTE reference to national price in the following |revised c 
ZONE PRICES. Are prices quoted zone or national prices? 
quoted are sone prices, no adjustment will be dq of price jo 
destination is changed from that originally speci 

@ different tone from that first memed. TVA cons 

price for the purposes of this clause. If shipme 
tressportation charges and tax to actual destinat 

bidder's answer is affirmative the General Condit 
imapplicable to this purchase. NOTE: 

number and geographical boundary of the sone ins 


Continental] U.S.A 


SUBMITTAL OF DRAWINGS. Number of calendar days r 
avard within which drawings will be submitted for japproval 
The time required by Contractor to submit or resutmit 

and by TVA to approve drawings is included in the 

time of performance promiced by the bidder. 


General Electric Company 
Se 


Schedule of Prices TVA 9081 MAT-7-55) 
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ADMINISTERED PRICES 
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INVITATION Date___ April 20, 1959 
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a ee epee a erage ear 
or iver s + 

Go cam ced oth to somone emgtante oo ane 7 | any ot all of te tom Ut tis ptice queted cppeniie aaah 
roms vaiisy arrcerry,» Maheet Ws Set Disemunts will be allowed for peyments 10 eens aye, _—_ parent: 9 ecent 
fy pereent: 30 calendar . percent. Uniess Meee foes OF tes une 
Custtenoogs, Tennessee ct Mis Foam: (1) dtecousne will be deducted trem the grose contract price; and (2) time in ceanse- 
AATEC On wanvices RO ATTACTY MRM 






amount ot bd @ $10,083 or more:) 

hameteen ree of tte Articles Sqr iprent, manic! of suppliod quoted mper meret 

‘Tint mo to Xd Pegeiar Gomis in, nad mamening @ fret ter sais te the gameral putts of errielen 

i ipersaert ee Ce a ee 

Cowser $a ongteectlp thn taht eget cnnest @ te mptece wetventaing to Ol, CBe? eam, 

pad hn kg rege be bid on & hegotared purchase 1@ more thas $i, 

Shares) ho tea, boo ont wn gare edhe pmgain Page mash aoe ~asene 

2 eiegheyere of Bane fide coumbliched commerciq) of Selling agencies mainte ined by the bidder (or 

Pan somractor) tay Putposse of bewdring to eaitett or (hie comtract, 008 Ga) he hae 

ficus me, Rae aot Bh, Paid or agreed 16 pay any of parson han weet de eg Upo ue e 
bons {ide eotail ished commere gi of selling agencive maiatsined by the bidder (or 

ley + 2 purposes of sveut ing day tee, commisnien, of breberage 

wqgnn or resulting trem the es Ggters te furnish iadormation 


arete 86 rot my tt rt 


Jenei-Bylaf Bupply Coapahy, ine. 
madfesverers Real 
foved by: : 7 ‘= e 
App: m3 ahs aie Teaneseee AM 5-1602 
AbL 1. (2) o/ Chad. A. Sylar, Vico President 
MOCEPTARCE - Ascapeed enly 60 to: Consign to. Thrwassts VALLEY AUTHORITY 
Items 1, 2, end §. Ship prepaid motor freight. cance “iene 
— oan 
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Power Accounting Office 
TOWKeSeRD VALLEY AUTHORITY Cuattancogs, Tembessee 


a LO .630. By L¥Rt « Ot Tircishs Beet thew éeccreat meaber, hocount or torme of payment appiienie, 
vrchas ing Kg Ger, Geectipties of article ot service, » anit price, and total Gmount . 


seal th ao mie 


Services listed above have bees “Tele 
received im quantity and quailty "SP so® veeeivieg mas oral | Truce | 


bpecilied except as anted. s 
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ADMINISTERED PRICES 


ul 


Transformer, current, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformers to b<« 
compound filled, outdoor, window type. The 
opening of the window to be suitable fcr use 
with either two 1/4" x 4” flat aluminw bars 
spaced 1/4" apart, or one 2-1/2" IPS aluminum 
tube. The secondary terminals to be marked Xl, 
x2, and X3. The X3 terminal to be cammon to 
both ratios so that X1-X3 is higher and X2-X3 is 
the lower ratio. The H2 and X3 to be non-polari 
terminals. The full secondary winding to have a 
minimum ASA accuracy of: 

0.3B-0.1 

0.3B-1.0 

0.3B-2.0 
The tapped section of the secondary winding to 
have an accuracy of: 

0.3B-0.1 

0.3B-1.0 

0.68-2.0 
The above must be Westinghouse Type HO-15, or 
equal. 


Make or Type Type OTR.15 


a; a5 


=" -S8aeacnos8e> 


eS a 





Heme of Manufacturer Standard Transformer Co. 


Point of Manufacture Warrer, Ohio 

atree ¢ ® 
Same as item 1, except 5 amp. secondary to be 
tapped to give ratios of 2000 and 1000'to § 
emperes. 


Make or Type ‘Type OTR-15_ - 


Heme of Manufacturer ‘Staciari Transformer Co. 


Point of Manufacture Wacren, Ohio 
stree e 


Seme as item 1, except 5 amp. secondary to be 
tapped to give ratios of 3000 and 1500 to 5 
peres. 
or Type Type OTR 15 
Meme of Manufacturer Standard Transformer Co. 


Point of Man’ ure Warre:, Ohio 
stree city 


J Sy) ar Sukh . jon I 
= Schedule of Prices TVA 9061 GAAT-1-55) 





ADMINISTERED PRICES 


The preceding transformers to be individually 
crated to facilitate handling and reshipping. 


NOTE reference to national price in the fol. wing/revised c 
PRICES. Are prices quoted tone or national prices? Yqs(yes c 
@re tone prices, no adjustment will be mad 


aeesais to thie purchase. NOTE: If prices 
number and geographical bcundary of the sone in 


Bastern -- East of Miseissippi River - South Maso 


Delive 
cons 


Materials cages 
seee, Vv represent TVA in the inspection of shop worl and wits 


rial or equipment orders, and stock material lie 
be directed to his. 


Technical pacer: The Director of Power Engir 0 
ey Authority, Chattanooga, Tennessee, will reqecen® TV in the fulfil ime t of 
the technical requirements of this contract. Comp echnical 
tters other than shop inspection and testing shed 


> Inspection. The materials or equipment bein 


employees and agents, for that purpose. The Cont 
of the progress of the work so that appropriate 


Jones-Sylar Suppiy “omgeny, Inc. 
Schedule of Prices TVA GO61 CAAT HI 





ADMINISTERED PRICES 


Page No. 


Furnishing of Information. Bidder shall furnish @ll info ion juested in| the 
Schedule, specifications, and date questionnaires |if any. ‘IVA resefves the right to 
reject any bid that does not comply with this requirement. 


Patents. The Contractor shall at his own erpense defend any suit igetituted by any pert 
against TVA eo far as it is based on the claim that any apparatus of part of fur- 
nished under thie contract or TVA's use of such ratus or part for the purpo for 
which it was designed or for such other purposes, specified|in this cpatract con 
stitutes infringement of any United States patent hall give to the Contractor 
and shell permit) the Con- 
ive al] requisite authority 
ible Contractor to do . 
The Contractor shall pay all damages and costes fi Ged ther¢in against TVA by 
reason of such infringement, but the Contractor 6 bea liable|under any| compromise 
made without his consent. or such| use thereo: 
njoined,|the Contractor shall 
or costinue usifg the said 


the Contractor may 
at his sole expense replace said apparatus or 


or modify it so that it becomes noninfringing. 


State Sales and Use Taxes. State sales and use 


supplies, or equipment sold to TVA and such taxes @ included in price 
quoted in response to this invitation. 


Bidder hereby certifies as « part of his bid that mo state gales or|use tax has been 
incluéed in the price or prices quoted in the bial 


hipping Information. The Contractor shall furnigh copies shipping bills or 

or each shipment giving the description; number pieces; total weight; and, if shipped 

by reilroad freight, the car initials and number $ 
Scott Cummings 
1144 Market Street 
Chattanoogs, Tennespee 





TVA Inspector at yo Pleat 





Jones-Sylar Supply Company, Inc. 
- Schedule of Prices TVA $081 (MAT+TOB) 





ADMINISTERED PRICES 


TVA 6062 (MAT-8-58) 


No.__59P2-94137 


GENERAL CONDITIONS 


WALSH-HEALEY ACT. Any contract made, or entered into by TVA for 
the manufacture or furnishing of mat rials, supplies, articles or pment 
in eneeee of Ten Thousand Doliars (10.000 00) shall be subject to the terms 
of Public Act 846, 74th Congress, approved June 80, 1936. 


ADJOURNMENT. TVA reserves the right to adjourn the time of opening 
bids from time te time by notice before or at the stated time of opening. 


ACCEPTANCE AND REJECTION. TVA reserves the right to reject a 
or all bids. to walve any informality in bids and, unless 

A. ON item in the bid. In ense of error in the 
extension of prices in bid. unit prices will govern. 


SUPPORTING DATA. Any supporting letters, crewing, conathestions and 
other data shall be furnished with each copy of the bid. Within twenty 
20) daye after date of notice of award of contract, the abe 


eh, if to ten (10) addit‘onal copies of all were 
pubnitiod with hie bid. , 


ASSIGNMENT. This contract or any interest therein or in any monies due 
oF 00 bosoms Sop. terennter shall ast be assisnal, or other- 
wise di ewan Che Srovions avenies in Sateen 6 ing 
Officer. The Contractor, on request, shal! file with TVA eopies of al! 
contracts and terme of all commitments with subcontractors, and TVA n 
have the right to disapprove any thereof within five (5) days after receipt 
of such information. 


FAILURE TO BID. If any we bidder consistently fails to bid, 
TVA may remove his name from its active mailing list. 


COMPARISON OF BL In comparing the bids and in making aw 
TVA may consider factors as relative quality end adaptability 
supplies or services, the bidder's Snancial sospaneeaing, skill, expertence, 
record of integrity in dealing. ability to furnish repsirs and maintenance 
service, the time of delivery or performance offered, and any other siement 
or factor in addition to that of tne bid price which would affect final 
cost to TVA, and whether the bidder has plied with the spec 


Ordinarily TVA considers it to its advantage to contract directly with « 
manufacturer when buying manufactured materials or equipment and with 
& producer or regular dealer when buying other materials, and TVA will 
give consideration to that factor in making an award. TVA also as 
® condition of sward to other than such a manufacturer, producer, or 
dealer, require that the manufecturer, producer, or a regular dealer be 
made « party to the contract. 


AWARD INFORMATION AVAILABLE TO BIDDER. Any Mader mer. 
ten days after award has made and for ninety days thereafter, in 


eidvional information relative to awards making application at the 
Oe of the Division of Baterials, Lapin Buuaing. te ® Gecr eta Avenue, 
Chattanooga, Tennessee. 


GUARANTY. The Contractor warrants that all materials, ~~ :ipment, and 
work furnished pursuant to this contract comply in all reapects with the 


contract; that they are free from letent and it jects in 
and workme ; wultable and elescate tee 
and for such other 
and that they will give 
conditions as may be specified, for « 
Operation or use by TVA. If the contract 
of the materials, equipment, or work furn! 
or work are nut to be 
of this provision until they . » 
will not be 
Py 


service, 

year after their fi) 

for an scceptance 
equ! 


oe moeriale, 
fe cosraticn op wee bp 2V4 2 
not 


whether or not 
Hable hereunder for any defect or whieh is wi 
eighteen (16) calendar months after the later of the two following dates! 
(a) The date upon which TVA receives shipment of items compietin, 
sil deliveries required under the contract or, eee 
y at the site, the date upon whish work 
eom | . 
(b) The delivery date or performance date specified in the contract, 
including any amendments thereof. 


‘The Contractor shall at his own expense rep! 
or work, or thereof teh 


Any materials, equi or work, or 
Se geasentons or requirements of 
|, however, that if correction of 


tractor pi 

ead install euch new 
other requirements of 
shall not be 
correction 


s 
eat seE 


SHIPPING DATA 


TVA reserves the right to specify complete routing on all shipments; provided, however, such routing causes no additional cost 
to the Contractor. Always complete columns 1 thru 6, unless otherwise stated on the schedule. 


1 2 
*Scnueoue EevTimaTeo 

on Srirrina 
ivgm No. Weiant 


Motor Truck 





8 
No. of Dave 
Arran Awaro 
For Dativary 


(Continued on back of page) 


*If award is to be made by schedules, give information for each schedule; if award is to be made by items, give information 


for each item. 
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ADMINISTERED PRICES 


TVA 1847A (MAT-3-56) 


WALSH-HEALEY ACT 


The following representations and stipulations pursuant to Public Act No. 846, 7th Congress, are made a part of this 
contract: 


(A) The Contractor is the manufacturer of or a regular dealer in the materials, supplies, articles or equipment to be 
manufactured or used in the performance of the contract. 


(B) All persons employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or 
equipment used in the performance of the contract will be paid, without subsequent deduction or rebate on any account, not 
less than the minimum wages as determined by the Secretary of Labor to be the prevailing minimum wages for persons employed 
on similar work or in the particular or similar industries, or groups of industries currently operating in the locality in 
which the materials, supplies, articles, or equipment are to be manufactured or furnished under the contract; PROVIDED, HOW- 
EVER, That this stipulation with respect to minimum wages shall apply only to purchases or contracts relating to such indus- 
tries as have been the subject matter of a determination by the Secretary of Labor. 


(C) No person employed by the Contractor in the manufacture or furnishing of the materiale, supplies, articles, or equip- 
ment used in the performance of the contract shall be permitted to work in excess of 8 hours in any one day or in excess of 40 
hours in any one week, unless such person is paid such applicable overtime rate as has been set by the Secretary of Labor: 
PROVIDED, HOWEVER, That the provisions of this stipulation shall not apply to any employer who shall have entered into an 
agreement with hie employees pursuant to the provisions of paragraphs 1 or 2 of subsection (B) of section 7 of an act entitled 
“The Fair Labor Standards Act of 19386"; provided further that in the case of such an employer, during the life of the agree- 
ment referred to, the applicable overtime rate set by the Secretary of Labor shall be paid for hours in excess of 12 in any 1 
day or in excess of 56 in any 1 week and if such overtime is not paid, the employer shall be required to compensate hie 
employees during that week at the applicable overtime rate set by the Secretary of Labor for hours in excess of 8 in any 1 day 
or in excess of 40 in any 1 week. 


(D) No male person under 16 years of age and no female person under 18 years of age and no convict labor will be employed 
by the Contractor in the manufacture or production or furnishing of any of the materials, supplies, articles or equipment 
included in the contract. 


(£) No part of the contract will be performed nor will any of the materials, supplies, articles or equipment to be manu- 
factured or furnished under said contract be manufactured or fabricated in any plants, factories, buildings, or surroundings 
or under working conditions which are unsanitary or hazardous or dangerous to the health and safety of employees engaged in the 
performance of the contract. Compliance with the safety, sanitary, and factory inspection lawe of the State in which the work 
or part thereof is to be performed shall be prima facie evidence of compliance with this subsection. 


(F) Any breach or violation of any of the foregoing representations and stipulations shall render the party responsible 
therefor liable to the United States of America for liquidated damages, in addition to damages for any other breach of the 
contract, in the sum of $10 per day for each male person under 16 years of age or each female person under 16 years of age, 
or each convict laborer knowingly employed in the performance of the contract, and a sum equal to the amount of any deductions, 
rebates, refunds, or underpayment of wages due to any employee engaged in the performance of the contract; and, in addition 
the Agency of the United States entering into the contract shall have the right to cancel same and to make open market purchases 
or enter into other contracts for the completion of the original contract, charging any additional cost to the original Con- 
tractor. Any sums of money due to the United States of America by reason of any violation of any of the representations and 
stipulations of the contract as set forth herein may be withheld from any amounts due on the contract or may be recovered in @ 
suit brought in the name of the United States by the Attorney General thereof. All sums withheld or recovered as deductions, 
rebates, refunds, or underpayments of wages shall be held in 4 special deposit account anc shall be paid, on order of the 
Secretary of Labor, directly to the employees who have been paid less than minimum rates of pay as set forth in such contracts 
and on whose account such sums were withheld or recovered: PROVIDED, That no claims by employees for such payments shall be 
entertained unless made within 1 year from the date of actual notice to the Contractor of the withholding or recovery of such 
6ums by the United States of America. 


(G) The Contractor shall post a copy of the stipulations in a prominent and readily accessible place at the site of the 
contract work and shall keep such employment records as are required in the regulations under the act available for inspection 


by authorized representatives of the Secretary of Labor. 


(H) The Contractor is not a person who is ineligible to be awarded Government contracts by virtue of sanctions imposed 
pursuant to the provisions of Section 3? of the Act. 


(I) No part of the contract shall be performed and none of the materials, articles, supplies or equipment manufactured 
or furnished under the contract shall be manufactured or furnished by any person found by the Secretary of Labor to be 
ineligible to be awarded Government contracts pursuant to Section 3 of the Act. 


(J) The foregoing stipulations shall be deemed inoperative if this contract is for a definite amount not in excess of 
$10,000, 


The stipulations above enumerated are not applicable in the following instances: 


(A) Where the contracting officer is authorized by statute or otherwise to purchase in the open market without advertising 
for proposals; 


(B) Where the contract relates to perishables, including dairy, livestock and nursery products; ("perishables” cover 
products subject to decay or spoilage and not products canned, salted, smoked, or otherwise preserved); 


‘C) Where the contract relates to agricultural or farm products processed for first sale by the original producers; 


(D) Where the contract is by the Secretary of Agriculture for the purchase of agricultural commodities or the products 
thereof; 


(EZ) Where the contract is with a common carrier for carriage of freight or personnel by vessel, airplane, bus, truck, 
express, or railway line, where published tariff rates are in effect; 


(F) Where the contract is for the furnishing of service by radio, telephone, telegraph, or cable companies, subject to 
the Federal Communications Act of 193. 





ADMINISTERED PRICES 


ORIGINAL 
~ O) Oey tee to 
Prejon Tower BLOTerccm = 9 Telephone - AMerst 5-3551 en —_ 
Chattanooga INVITATION, BID, AND ACCEPTANCE 


Reqisitioner Ref No. 
INVITATION Dete___ApFil 20, 1959 
A quotation 


Contract Dete 


BID— neterence sumbet 2-941 37 Dee 4/23/59 7 
© Go conte, ae S poe : this office | b* compliance with the invitation for bids and subject to all the conditions thereof, the undersigned 
uneul : offers, and agrees if thie bid be eceepend within 
and will be opened and read t public. Bide act prysically received by from the date of the opening, to furnish the services and/or Ball and deliver the articios listed in 
the ime stated will be remrned uncpemed wo the bidder. Any or all of the items at the price quoted opposite each 
THMMMESER VALLEY AUTHORITY, yp _Walter W. Cox ong ey for payments as 

+ OER AGT | days, percent, 90 calendar days, 
Chattancogs, Tennessee on this form: pty abe php the 


tea with Gscounts offered will be eoamputed from date of delivery of the 
ARTICLES OR SERVICES AND ATTACHMENTS from date of receipt of correct bill, witichewer date is later 
af WHICH FORM PART OF CO 


15-kv t Transformers 


Schedule of Prices 
Special Conditions 


General Conditions (forms 9660 and 5052) 
Welsh-Healey Act 


(Complete only when the aggregate amoun of bid to $10,000 or more) 
That be is _ a manufacturer of the articles, equipment, material or suppline quoted upan here 
__ @ regular dealer in. and maintainég « stock for tale to the guneral public af efticics. 
equipment, materials oF suppl ies of the general character of thet or those upon which be Bide bere\> 
(Complete only when (a) the aggregate amount of bid in response to advertising 1¢ $23,000 or more 
Or (>) the aggregsie amount of bid on @ negotiated purchase ie more thas §) , 000:) 
‘That (a) he hes__, has not__, employe@or retained any company or person /other thas bone (ih 
employees or bona fide established commerciai or selling agencies mainesined by the bidier (0° 
to solicit oF secure thie contract; and (h) he hes 


bone fide established commerc ig! or selling agencies maintained by the bidier (or cost rector) for 
purposes of securing business / any fee, commission, percentage or brokerage fee, conringent 
wpon or resulting from the award of this contrect, end agrees to furnish information relating 
ae the Contracting Officer 


Assooiated Engineering Company 
P. 0. Box 11351 
__ charlotte 9/5. 0. 


A cx’ Ceca 


Contract Pertormanse 0 


v 
Fowal pieenangianiek TENNESSEE VALLEY AUTHORITY 
5 


aes By Invoices must Show contract mmber, discount or terms of payment applianfite, Vem 
Wrchasing Ag umber, description of article or service, qantizy. unit price, and cowl 

TVA USE ONLY ? : ~ [Date Material Reeeiv 

le thes the articles or 

services liabed above have been 

received ia quastity and quality Bercon receiving material | Treck | 

Opectied except ae meted 


as 
TVA S080 (MAT-2-99) l “Tpproved as reported above Poe = 





ADMINISTERED PRICES 


F.0.B. lls Market Street, Chattanooga, Tennesse’ 


Transformer, current, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformers to be 
campound filled, outdoor, window type. The 
opening of the window to be suitable for use 
with either two 1/4" x 4" flat aluminum bars 
spaced 1/4" apart, or one 2-1/2" IPS aluminum 
tube. The secondary terminals to be marked Xl, 
x2, and X3. ‘The X3 terminal to be common to 
both ratios so that X1-X3 is higher and X2-X3 is \ 
the lower ratio. The H2 and X3 to be non-polari 
terminals. The full secondary winding to have a 
minimum ASA accuracy of: 

0.3B-0.2 

©.3B-1.0 

0. 3B-2.0 
The tapped section of the secondary winding to 
have an accuracy of: 

0.3B-0.1 

0.3B-1.0 

0.6B-2.0 


The above must be Westinghouse Type HO-15, or 
equal. 





Make or Type LG-15 
Neme of Manufacturer Associated Engineering |Co. 
Point of Manufacture Chrlotte, N. C. 

stree’ ¢ 8 
Seme as item 1, except 5 amp. secondary to be 
tapped to give ratios of 2000 and 1000: to § 
amperes. 


Make or Type LG-15 


Name of Manufacturer Associated Engineering Go. 
neville . 


Point of Manufacture B, C. 
etree city 


Seme as item 1, except 5 amp. secondary to be 
tapped to give ratios of 3000 and 1500 to § 
amperes. 





e or Type 
Name of Manufacturer 12 Old Pineville Rd. 
oint of Manufact 





Page No. 


UMIT PRicS 


485.00 


| 
| 











i 


Schedule of Prices 


No.___ 2-41.37 


| 4» 365400 


each 1530.00 | 3,180.00 


| 
| 
| 
| 


Un ¥3:3. oD 


TVA 9081 (6AT+7-55) 










ADMINISTERED PRICES 





; 7\G\NAL- 


— (,4\ I "iieen or naneas Bee e-my 

Pover Storercas ~~ Aretepnone -AMneret 53552 pidder No. - . 

¢ t - “INVITATION, BID, AND ACCEPTANCE 
Requisitions Ret te. .? 


INVITATION date APFAl 20, 1959 _| BID~ nsterence umber 47413 pate 5-4-59 

A RL DUPLICATE ts requecwed tems wubdjec 

to tn cme er ay Loss as ln compliance with the invitation for bids. and subject to all the conditions thereof, rhe usdersigned 
“Tok. 4 offers, and agrees if this bid be eccepted within. ___ days (30 days unless otherwise stated) 

oa will be opened and read tn public. Side nct physically received by | [Tm the date of the opening. to furnish the services and/or sell and daliver the articles listed in 

the time etated will be rewraed unopened to the bidder any or all of the iteme at the price quoted opposite each 





Contract Date 














TRNNAOBBE VALLEY AUTHORITY, By - Walter W. Cox — | citeccunts wil! be allowed for payments as follows: 10 calendar days, _ percent; 20 calendar 
"RUPERT Agent days, _ percent: 30 calendar days, percent Unless otherwise qualified by the bidder 
Chattanooga, Tennessee on this form: (1) discounts will be the gross contract price, aud (2) time tm connec 
en tion with discounts offered will be computed from date of delivery of the supplies ¢! deetimation, or 
ARTICLES OR SBAVICES AND ATTACHMENTS from date of recetpe of correct bill, whichever date is later 
WHICH FORM PART OF CONTRACT 
The bidder represents 
Thathe te , ie » @emall business concern. (For dite purpose, « emall business con 
15-kv Current Transformers cern if one which (If le aot dominant in ite field of operation and, with ite affiliate, employs 


fewer than $00 employees, or (2) is certified as « small business concern by the Small Business 


Schedule of Pri Adminiatration, See Code of Federal Regulations, Title 13, Chapcer [1 Part 108, 81 Ped Rog 
e ° ces 9709, which comaine the detailed definition and related procedures ) in conmection with supply 
Special Conditions contracts, if bidder ie « turer, he also represents thet the products to be tersishe: 
Gen ‘ondai orm 9660 end 5052 hereunder will, will , be produced by « small business concern. ia construction and 
mais fader i (f . ) construction-relased nenpersonal service atin Uwe preceding seutence ls ant applicabic 


‘That his employment practices do _, do not X_, diseriminete ageinet any employee or applicant 
for employment because of race, creed, color or aational origin 


(Complies py when the aggregate amount of bid te $10,000 of more.) 
‘That bets  « manufacturer of the articles, equipment, material er supplies quoted upon herein 
‘That bets _« regular dealer in, and maintaing « stock for eae te the general public of articles 
equipment, macerials or supplies of the genera) character of thet or those epon which be bids herein 
(Complete only when (a) the aggregate amount of bid in response toadvertising is $25. 000 0r mor 
OF () the aggregate amount of bid un & negotiated purchase \¢ more than §! 000:) 
That (a) he has__, haw not__, employed or retained any company or pereon /other thas bona (ive 
employees or bone fide evuablished commercial or selling agencies maintained by the bidder ( 
contractor) (or purposes of securing musinese] to solicit or secure this contrect. end (a) he haw 
__.. hae not__, paid or agreed to pay any company or person /other than bona fide employees 
bona fide established commercial or selling agencies maintained by the bidder (or contractor) ( 
purposes of securing business] any fee, commission, percentage ot brokerage fee. comtingen' 
upon or resulting from the ewerd of thie contract, aod agrees to furnish information celaiing 
EN _  —E—E 
Bidder 
















Tennessee __ a an? 7 “4362 
DX Me cH AOE 


Consign ro — TENNESSEE VALLEY AUTHORITY 


Westinghouse Blectric Corporation 
cl Building 


ACCEPTANCE - Accepted only a8 to: 












Mark : Contract 
For 
Atte 


MAIL INVOICE in DUPLICATE to— 
TENNESSEE VALLEY AUTHORITY 


Contract Performance Date 


a TEWWESSEE VALLEY AUTHORITY 
Total Amoum a ¥ 


a . a poe 








fa 2 Invoices must show contract number discount of terme of payment | applicable tem 
_Farchasing Age ing Agent number, description of article or service, quantity. walt price, and total effin’ 











= ss 
TVA USB ONL Bate Material Recelved|G B L |Carrier's Charges. Paid $ Collect § | 
| Certify that the articles or Penge Ne — 

Services listed ebove have bees ——— i es ae 
received im quantity and quality Perees receiving material 

specified except as noted 











— i ae ay 





















Common Corvier 
lender] TVA ale Exp. ns a Air [Per PI Carrier’ . Cuaagea 


Taso ouar-a-s | __“owored se verona ref Mt} C1 | CC iC) 








weil 


Total Cost 








ADMINISTERED PRICES 


F.O.B. libs Market Street, Chattanooga, Tennesse 


Transformer, current, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformers to be 
compound filled, outdoor, window type. The 


| 
opening of the window to be suitable for use Per TVA specificatio 


with either two 1/4" x 4" flat aluminum bars to hav@ accuracy of 
spaced 1/4" apart, or one 2-1/2" IPS aluminum winding and 4,6B-1.0, 
tube. The secondary terminals to be marked Xl, 2.0 on|tap winding. 
X2, and X3. ‘he X3 terminal to be cammon to | 
both ratios so that X1-X3 is bigher and X2-X3 is | | 
the lower ratio. The H2 and X3 to be non-polarity 
|terminals. The full secondary winding to have a | | 
minimum ASA accuracy of: | | 
0.3B-0.1 | 
0. 3B-1.0 | 
0. 3B-2.0 | | 
The tapped section of the secondary winding to 
have an accuracy of; 
0.3B-0.1 | 
0. 3B-1.0 | 
0.6B-2.0 
The above must be Westinghouse Type HO-15, or | 
equal. | 


Make or Type Westinghouse Type HO-15 | 


Name of Manufacturer 8 e orp, | 
Point of Manufacture 


' 
etree city state) | 
Same as item 1, except 5 amp. secondary to be | 9 each $| 528,00 
tapped to give ratios of 2000 and 1000 to § | 
amperes. | 





Make or Type Westinghouse Type HO-15 a 
\Nume of Manufacturer _ Westinghouse pees 


Point of Manufacture 
street) | 


tapped to give ratios of 3000 and 1500 to 5 
amperes. 





Make or Type__ Westinghouse Type MO-15  _ 


INeme of Manufacturer _ 
a point of Manufacture aaron. fepoexiyanis Oh aciecall | 
- (stree (elty state 


Westinghouse Electric Corporation 
0 Schedule of Prices 





a as item 1, except 5 amp. quemuaey to = 6 | each $| 614.00 $ = 


uaa 


Lp zz$¢.a0 


TVA $51 (MAT-7-55 





ADMINISTERED PRICES 


Acct. he. i icthictentiiae ° TENNESSEE VALLEY AUTHORITY der No. | 2-96137 
ores , Sevisven TEMALS jiddet o a % 
atgr Mo '* tatephone - AMBerst 5-3551 : ens 
“INVITATION, BID, AND ACCEPTANCE 
Reqiekioner Ref. No 


INVITATION pere___ ABFA] 20, 1959 | BID~ neterence mater 9088, owe _k May 1959 


aoe ah - weed ee in compliance with the invitation for bids, and ll the conditions thereo!. che undersignec 
unet . ti ay 15% offers, and agrees if this bid be eccepted withia days (30 Gaye uniess otherwise stated) 


and wil) be opened ” Bide act physically from the date of the opening. to furnish the services and/or sel) and Galiver the articles listed in 
a0 aah tame ute ts temenunganete atiiae re ‘any or all of the iteme at the price quoted opposice each 

Tween vaLLay AvTHoRUTY, oy Walter Ve Cox _ 

Chattanooge, Tennessee 


ARTICLES OR SERVICES AND ATTACHMENTS 
afs WHICH FORM PART OF CONTRACT 


Project 


Comract Date _ 


o t fi 


, Schedule of Prices 
Special Conditions 
General Conditions (forms 9660 and 5052) 
Waleh-Healey Act |: do not_, discriminate againt any employes or applicant 


amount of bid ie $10,000 of more:) 
. @upplies quoted upoe herein 


contractor) for purposes of securing business / to solicit or 
— hae not__, paid or agreed to pay any company or person /other than Bons fide employers or 
bona fide established commercig! or selling agencies maintéined By the bidder (or coatrector) (ur 
purposes of securing business / any fee. commission, percentage or brokerage (ee, contingen 
upon or resulting from the awerd of thie contract, and agrees te furnish information relating 
hereto os une Ci Officer. 

ir 


11ie-Chalmers Mfg. Compan: 


62h Hamilten National Bank Buildin, 


TENNESSEE VALLEY AUTHORITY 


By Invoices must show comtract mumber discount or wrme of payment applicable item 
hasing Ay ea mabe aera aren near quantity, unit prise, and total amount 
Anas carina Mate wier's Ne Paid my Collect i 
| certify that the articles or 
services listed above have been 


received in quantity and quality "Teen receiving material 
specified except ae neted a 
TVA $080 (MAT-2-99) Approved ae reported above Sia 





ADMINISTERED PRICES 


No.__2-94137 
Page No. 
ee a 


F.O.B. libs Market Street, Chattanooga, Tennesse 


Transformer, current, 15-kv, with 5 ampere 
secondary tapped to give ratios of 1200 and 600 
to 5 amperes. The current transformers to be 
compound filled, outdoor, window type. The 
opening of the window to be suitable for use | | 
with either two 1/4" x 4" flat aluminum bars #It willl be neseseary for us to 
spaced 1/4" apart, or one 2-1/2" IPS aluminum | take exception to aceliracy ape 
tube. The secondary terminals to be marked Xl, cified |for Item #1 only. Our 
x2, and X3. ‘The X3 terminal to be cammon to Type BRAW-3 gan acpuracy cf}. 
both ratios so that X1-X3 is higher and X2-xX3 is | 0.3B-041, 0,38=1.0 ent 0.6B-2. 
the lower ratio. ‘The 82 and X3 to be non-polarityfon ful] secondary winfiing and 
terminals. ‘The full secondary winding to have a | 0.3BeO41, 0,681.0 a 1,2Be2. 
minimum ASA accuracy of: on tapped section of peesondary 

0.3B-0.1 winding. | 

0. 3B-1.0 

0. 3B-2.0 
The tapped section of the secondary winding to 
a have an accuracy of: 
y more 0.3B-0.1 
0. 3B-1.0 
ee 0.6B-2.0 
jhe hae The above must be Westinghouse Type HO-15, or 


ers or 


tor) tur equal. 





Make or salsa Renethae BKAW=4 


Columbus & Er note) 


Point of Manufacture 
ree city 


Same as item 1, except 5 amp. secondary io be 
tapped to give ratios of 2000 and 1000 to § 
amperes. 


3 





Beme of Manufacturer AlliseChalmers Mfg. Co, “felanbun h Pabie ent 


Make or Type_Al]is-Chalmers Tyne BRAW=} 


Name of Manufacturer - | 
Columbus re :° 


Point of Manufacture 
etree city 


Seme as item 1, except 5 amp. secondary to be 
tapped to give ratios of 3000 and 1500 to 5 
amperes. 





ake or Type -Chalm Type BKAW- 
jame of Manufacturer Allis-Chalmers M 


Point of Manuf piLbated, "eonasgteeciad 


etree 





Allig- 
— Schedule of Prices TVA 9051 MAT+?-98) 





ADMINISTERED PRICES 


Acct. Ne ae 11-40 scnciphaiaionaaiaani 
neti te, Stores 
Bower Btoreroam - 
P PI aa 
es Chattanooga 


TENNESSEE VALLEY AUTHORITY 


Telephone - AMherst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


? . 


SSE VALLEY AUTH ae 


saa 2-94137 on 


Contract Date 


Requlsitioner Ref. No 


INVITATION Dete___ April 20, 1959 


A quotation B_DUPLIGATE 1 requested on the tome listed, subject 
STN. EY LTS 
and will be opened and read te public Bids net physically recetved by 
the ‘ime stated will be remrned unopened to the bidder . 
TRNNESSEE VALLRY AUTHORITY, py_Walter W. Cox 


Chattanooga, Tennessee 


ARTICLES OR SERVICES AND ATTACHMENTS 
WHICH PORM PART OF CONTRACT 


15- t Transf rs 


Schedule of Prices 

Special Conditions 
| Gemeral Comd4itions (forms 9660 end 5052) 
| Welsh-Healey Act 


ACCEPTANCE - Accepted only as to 


Contract Performance Date 


To) Ano 
$ anniek By 


TVA USE ONLY 
I certify that the articles er 

services listed above have boom ——— 
received in quantity and quality Pereom receiving material 
specified except as meted 


TVA $050 (MAT-2-99) Approved as reported above, 


ing Agent | sutaber, dec: 


BID- a 1-6807 ____.. Date 


ln compliance with the invitation for bide, and subject to al! the conditions thereof, the undersigned 
offers, and agrees if thie bid be accepted within ©" _ days (30 days unless otherwise stated) 
from the date of the opening, to furnish the services and/or sell and deltver the articles listed in 
any or all of the items at the price quoted opposite each 


Discounts will be allowed for peyments 10 calendar days, __—_—s percent; 20 calendar 
days, percent; $0 calender deys, @™S percent. Uniess otherwise qealified by the bidder 
on this form: (1) digcounts will be deducted from the gross cantrect price; ead (2) time in connec- 
tion with discounts offered will be computed ‘rom date of delivery of the supplies at destiaation, or 
trom date of receipt of correct bill, whichever dare is later 

‘The bidder represents: 

That be to _, to noe , 0 email business concern. (Por this purpose, « email business con- 
care is one which (1) is not dominant in its field of operation and, with its affiliates, employs 
fewer than $00 employees, or (2) is certified as « small business concern by the Small Business 
Administration. See Code of Poderal Regulations, Title 13, Chapeer U1, Part 103, 21 Fed. Reg 
9709, which contains the detailed definition and related procedures ) la connection with supply 
contracts, if bidder is s nonmamitacturer, he aleo represents that the products to be furnished 
hereunder will _, will sct__, be produced by « emall business concer. ie construction and 
eonstruction-related nompersonal service contracts, the preceding semsence is not applicable 


That his employmest practices do _., do aot %, discriminate againgt any employee or applicant 
for employment because of race, creed, color or national origis. 


(Complete only when the aggregete amount of bid is $10,000 or more:) 

‘That mek a manufacturer of the articles, equipment, material or supplies quoted upon herein 

That heise 6 reguler dealer in, and maintains « stock for sale to the general public of articles 

eqiipment, materials or suppl ies of the general character of that or these upon which he bide herein 

(Complete only when (a) the aggregate amount af bid in response toadvertieing (¢ $25, 0000r more 

OF (D) the aggregate amount of bid on « negotiated purchase is more than §!, 000:) 

That (e) he has__, hae not__, employed or retained any company er person [other thas buna fide 
employees or bona fide established commercial or selling agencies maintained by the bidder (or 
contractor) for purposes of securing business) to solicit or secure this contrect, end (b) he has 
—. has not. paid or agreed to pay any company of pefean /other than bona fide employees or 
bons fide established commercial or selling agencies maintaiaed by the bidder (or contractor) for 
Purposes of securing business) any fee, commission, percentage or brokerage fee, contingent 
wpon or resulting from the ewerd of thie contract, and agrees to furnish information relating 
thereto a8 Fr the Contracting Officer 


| Au-6-1221 


Consign to — TENNESSE VALLEY AUTHORITY 


Mark | Contract 
For: 
Attn 


MAIL INVOICE in DUPLICATE to 
‘TRMNESSEE VALLEY AUTHORITY 


o~ 


TENNESSEE VALLEY AUTHORITY 


Invoices must show contrect sumber, discount or werms of peyment applicable, vem 
quantity, unit price, aad wtal amount 


° Collect $ ° 





T= 1 


ADMINISTERED PRICES 


No. 2-941 37 rs ss 

Page Ga... od 

[ro me] a - a cause | ar Lieceeanl aneiene | 

— ; Ser ee ee Se * a 7 a 
| F.O.B. lib) Market Street, Chattanooga, Tennessep 








| Transformer, current, 15-kv, with 5 ampere 
| secondary tapped to give ratios of 1700 and 600 
to 5 amperes. The current transformers to be 
compound filled, outdoor, window type. The 
opening of the window to be suitable for use 
“ith either two 1/4" « 4" flat aluminum bars 
' epaced 1/k" apart, or one 2-1/2" IPS aluminum 
| tube The secondary terminals to be marked Xl, 
|X?, and X3. The X3 termina) to be common to 
both ratios so that X)-X3 is higher and X2-X3 is | 

the lower ratio The A2 and X3 to be non-polarit 
terminals. ‘The full secondary winding to have a4 
|}minimum ASA accuracy of: 

0, 3B-0.1 

0.3B-1.0 

0. 3B-2.0 
The tapped section of the secondary winding to 
have an accuracy of: 

0. 3B-0.1 

0. 3B-1.0 

O.AB-2.0 
er (or The above must be Westinghouse Pype HO-15, or 


ae equal. 
rT) for 
Make or Type @-E (Please see reverse side page) 
| 
Name of Menufecturer_ @-B Compaay ar 
8 j 


Point of Manufacture ¥W. ess 
atree eity s } 


|Same as item 1, except 5 amp. secondary to be 
|tapped to give ratios of 2000 and 1000 to § | 
amperes A 














| 
Make or Type Q-E (Please see reverse side page) 


Name of Manufacturer @-B Company 


|Point of Manufacture W. Lyan, Mass. a 
(street) (city) (state) 


Same as item 1, except 5 emp. secondary to be | 6 





tapped to give retioa of 3000 and 1500 to § 
amperes. 


' 
Make or Tye _Q-E (Plagne ego caverse side page) | 
Name of Manufseturer @-8 Commeny 


_[Point of Manufacture W, 
(etree 


tem 








Geseral Flectric Conpeay 


mao : Schedule of Pricas TVA 9081 (MAT+7-59) 


35621 O--60- -pt. 13 





ADMINISTERED PRICES 


Item 1 - JKH-5, 15 KV, outdoor, compound filled current transformer 
window type (opeming 3-1/4" diameter) rated 600/1200:5 amperes, 
with tap im seconéary. 


Accuracy classification " 
Connection B-0.5 B-1.0 B-2.0 
60035 0.3 1.2 -- 
1200:5. 0.3 0.3 0.6 


Item 2 - Same as Item 1 except rated 1000/2000:5 amperes and accuracy: 


Comnection B-0.1 B-1.0 B-2.0 
1000: 5 0.3 0.6 1.2 
2000: 5 0.3 0.3 0.6 


Item 3 - Same as Item 1 except rated 1500/3000:5 amperes, the window diameter 
to be 5-1/k". ‘The accuracy classification at 1500 amps will be the 
game as shown above for 1000 amperes; the accuracy for 3000 amperes 
will be the same as shown for 2000 amperes above. 
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ADMINISTERED PRICES 


Item 1 - JKH-5, 15 KV, outdoor, compound filled current transformer 
window type (opeming 3-1/4" diameter) rated 600/1200:5 amperes, 
with tap in seconéary. 


Accuracy classification 4 
Connection B-0.5 B-1.0 B-2.0 
60035 0.3 1.2 -- 
1200:5. 0.3 0.3 0.6 


Item 2 - Same as Item 1 except rated 1000/2000:5 amperes and accuracy: 


Comnection B-0.1 B-1.0 B-2.0 
1000: 5 0.3 0.6 ia 
2000: 5 0.3 0.3 0.6 


Item 3 - Same as Item 1 except rated 1500/3000:5 amperes, the window diameter 
to be 5-1/h". ‘The accuracy classifieatiom at 1500 amps will be the 
same es shown above for 1000 amperes; the accuracy for 3000 amperes 
will be the same as shown for 2000 amperes above. 
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1 anne romes Os 


Office Memorandum * UNITED STATES GOVERNMENT 


DATE July 29, 1957 
TO : W. J. Rogers, 3i7 Lupton Puilding 


- 


FROM : Henry FP. Corden, 314 Power Building 


SUBJECT: REQUISITION 45-2309 - ODL CIRCUIT BREAKERS 
*OR DICKBON, TE!NESSEE SUBSTATIO.. 


We are returning the ;roposals subaitted on the alove requisition. 
Listed he) 


elow ie a summary of the bide in ascending >order relative 
to the amount of the bid: 


Price De livery 


Federal Pacific Electri> Co. $33,255 > meee 
General Electric Compan. 3,00” As require 1d 
Westinghouse E\ectric Cor; X,OW * As required 
Allis ChaLiers M%&. Co 35,999 As requireé pnak 
I. Lowest vid coutorming to specificatio-s and Lest meeting 
cone tions a6 outlined in the tn itation: 


>» Federal Pevific Electric Company, the low tidder. 


PLS: we 
I Mt rectun:-.te 
cc: #8. ©. Murpuy, 202 “ittle 
, W. w. Woodruff, 50] Powe: 
ane 314 Power 


is 545 Power VG S17 wtped i 
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ot tt hteo, {pton pat 
Y 4e an 2 - 
4 ms ain rare + Yn fant. 


iyo + YVie+e- 4 & 
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7206 


Seaga ne. Homate, Pil124  _ 
Prejen 2S 


INVITATION 


quate A Teena, OF Che emus le, ule 
le Pe “toro Ako 
Sy a spew ant a Ride ea pleyeoadty Penerred By 


(Co Fakes os Be PORTS veces me Oe badter 


fimetmens vaLLaY auucerty, wy WW. J, Rogers 
ARTICLES O8 SERVICES 


furnishing, selling, end oe 
69-kv, 60 Cycle, 1200 FMS Ampere, 
Girouit Breakers in accordance with 
TVA Standard Specification No. 54.077, 
revised December &, 1955, and all the 
terms and conditions included in this 
Invitation to Bid. 


Attachments which form part of Contracts 


Schedule of Prices 
Special Conditions 
General Conditions (forms 9660 and 5052 


TVA Standard @pecifieation Ho. 54.077) 
revised December 6, 1955 (en file 
with supplier) 


Cowser 10-3 
PAO 

Hicks 

™ 


PAB 


Teaéley & 
Misé Shea 


3B141733(0% 

KCCEPTANC 
Accomed o0 te home mamberea 2 G4 @ + Your letter 
dated August 9, 1957 and Liquidated o 
Clause, attached, are made parté of this cont: 
Ghip vie rail freight on Goverment Bill of 
Leading to de furnished later. 


TENRMOORE VALLEY AUTHORITY 
By rs 


Conlraciing Oi 


1 certify that thé Articios or 
bervices listed dbeve have bees oe 
Peecived in Quamtity and quailty er 60 réceiving material 
opecified except as nated. 

Approved as reported above 


a et 
See ert 


ADMINISTERED PRICES 


PRIERAL PACIPIC ELECTRIC COMPANY 
_ Pasiird street 


Ban Francisco 24, California 


ee 
ADvater 2-0810 


nD L. Brooke rr. Appl tion Bx 
Consign to-TSNNESSEX VALLEY AUTMORITY 


rin 


rin 


Dickson, Tennessee 
‘teach | Comract 58Pk-23096 


Yor: Dickson, Tennessee, Substation 
Atta, 


ai Tavolae > DUPLICATE te TERMESSER VALLEY A 

Power Accounting Office, Chattanooga, Tennessee 
APPROVED: Paul Fahey 6-12-57 : 
evases muse show courrest mambet, Gisewam ot terme of payee qn 
mumiur. descr ipcion of artiale of Gervine quantity. amit price amd wen tanow" 


rrier’é Charges: Paid Collect § 





TRE ett! | 


FFG BarEte 


pres § 2tt 


ADMINISTERED PRICES 


carrying capacity, 1,500,000 kva, 12,600 BMS 
amperes capacity at rated voltage 


with TVA Standard Specification No. 54.077, 
revised 12-86-55, except that breaker may be 
equipped with a hydraulic operated mechanias, and 
the following bid schedule: 


Straight bolt clamp type terminals shall be supp 
ome 300 mom bare stranded copper conductor. 


Six standard accuracy, malti-ratio, 1200-5 re, buahSp 
shall be supplied and installed me per bushing. 


The control and tripping cirouits shall be fot operator 
The motor shall be for 230 volt, single phase, e-c ope 
Que manually operated mechanical closing devige shall bq supplibd 
f. Que tank lifter shall be supplied. 
Name of Manufacturer__Federal Afie Blectric Co 


Point of Menufactw 615 Third St., San Prancisdo 2h, Calif. 
street city, wate 


Oil circuit breaker, same as item 1 axcept to be 
equipped with nine standard accuracy, mlti-ratio 
1200-5 ampere, el ne 
Two shall be installed in each #2, oe 
bushing, and one in each #1, #3, and 

No tank lifter or manual closing fae ane, 
supplied. 


Name of Manufacturer Fede Pacifie Blectrie Co. 


Point of Manufacture__5°15 8 St., San Francix 
street city. state 


Schedule of Prices TVA 9081 (MAT+7-55) 





ADMINISTERED PRICES 


BOTS reference to national price in the following 


ZONE PRICES. Are prices quoted sone or national g 


quoted are sone prices, no adjustment will be 
Gestination is changed from that originally speci 
@ different sone from that first named. TVA cons 


price for the purposes of this clause. If shipmen 


transportation charges and tax to actual destinat 
bidder's answer is affirmative the General Condit 


inapplicable to this purchase. NOTS: If prices quo 


number and geographical boundary of the sone in 
Continental U. 8. A. 


SUBMITTAL OF DRAWINGS. umber of calendar days 
evard within vhich drawings will be sutmitted for 


The time required by Contractor to submit or resut 


and by TVA to approve drawings is included in the 
time of performance promised by the bidder. 


SPECIAL CONDI’ 


Delivery. Delivery is required February 1, 1958. 


considered in relation to the probable added cq 


Materials Rogipeer. The Head Materials Engineer, 
seee, Ww represent TVA in the inspection of 


All communications relative thereto, and copies of 


rial or equipment orders, and stock material list 
be directed to him. 


Technical Engineer. The Director, Power Engineer{n 


|Authority, Chattanooga, Tennessee, will represent 

requirements of this contract. 

than shop inspection and testing should be direc 
hen required, are sent to him for approval. 


‘Shop Inspection. The work under this contract sh 
vided in the specification. 


aishing of Information. Bidder shall furnish 
» Specifications, and dsta questionnaires if 
requirement may not be considered. 


Information to be Submitted with Bid. Bidder eb 

specifications, drawings, and/or photographs sho 
ine dimensions of the proposed material or equip 
his requirement may not be considered. 





mstructien, Tennes 


fulfi 


techy 
Shop ¢ 


ct to sapclleii pro- 


ion 


hat do got comply/with this 


mt of 
ical mat 


wings an@ semples, 


juested in 


h copy of/his bid, 


truction 
not comp. 


Schedule of Prices 


| 
the sched- | 





and out- 
y with 


TVA S051 (MAT-7-55 





ADMINISTERED PRICES 


Patents. The Contractor shall at his 
against TVA eo far as it is based on 
aished under thie contract or TYA's 
whieh it was designed or for such 
stitutes infringement of any United 5 
immediate notice in writing of the 


The Comtracter shall pay all damages 

reasce of such infringement, but the 

made without his consent. If in any s 

by TVA is held to constitute iafr 

at his own expense procure for TVA forthwith the 
apparatus or part; provided, however, that sub 

et his sole expense replace said apparatus or p 
or modify it so that it becomes noninfringing. 


State Sales and Use Taxes. State sales and use mee are not appliteable to materials, 
Supplies, or equipment sold to TVA and such taxzes|shall not ibe inclpded in price 
quoted in response to this invitation. 


Bidder hereby certifies as a part of his bid thatino state es Or} use tax bas been 
included in the price or prices quoted in the bid | 


Shipping Information. ‘The Contractor shall furnigh copies df shipping bills prend 
‘or each shipment giving the description; number of pieces; total weight; wad tf shippe 
by railroad freight, the car initials and number {o: 


0. A. Waldrop 
Tennessee Valley Aut 
Box 509 

Bashville, Tennessee 


E. 0. Murphy 
Tennessee Valley Auth¢rity 
202 Tittle Building 
Chattanooga, Tennes 


TVA Inspector at your 














Schedule of Prices TVA S081 (MAT+7-55 





ADMINISTERED PRICES 


No. Lr 20% 


Contractor's ines and Instructions. The following provisions supersede those 
° same title the specification listed on form 5050. 


The Contractor shall furnish complete assembly drawings, wiring and schematic 
diagrams, and such detail drawings, diagrams, cuts, instructions, and test 
reports as necessary for installation, operation, and maintenance of the 
equipment, and for demonstrating that it complies with the requirements of 
thie specification. Drawings, diagrams, instructions, and reports shall be 
identified by descriptive titles indicating their application to the contract 
and shall be signed by a responsible representative of the Contractor. 


Time involved in drawing approval will be considered as having been included 
in delivery time. Work done or material ordered prior to receipt of approved 


drawings or drawings marked “Approved with Corrections as Noted" will be at 
the Contractor's risk. 


Four prints of each drawing shall be submitted to TVA for approval within 
the time specified in the contract. TVA will, within 15 days after receipt, 
forward one print to the Contractor marked "Approved," "Approved with 
Corrections as Noted," or "Returned for Revision." 


Upon receipt of prints marked "Approved," the Contractor shall furnish TVA 
with ten additional prints for distribution unless a different number is 
stated in the Schedule of Prices. Upon receipt of prints marked "Approved 
with Corrections as Noted," Contractor shall make the necessary corrections 
and submit fourteen prints for TVA's distribution, unless a different number 
is stated in the Schedule of Prices. Additional approval by TVA of such 
revised drawings will not be required. 


Upon receipt of drawings marked "Returned for Revision,” the Contractor will 
make the necessary revision and resubmit prints for approval in the same 


routine as before. TVA will examine and return such prints as described ir 
Section c. above. 


Approval by TVA shall not relieve the Contractor of the responsibility for 
the correctness of the drawings furnished by the Contractor nor for their 
compliance with the specification unless so stated at the time of approval. 


If, at any time before the completion of the work, changes are made necessi - 
tating major revision of approved drawings, the Contractor shall make such 
revisions and shall proceed in the same routine as for the original approval. 


Upon completion of the work, the Contractor shall furnish TVA with one set of 
vandyke negatives on thin paper of all drawings approved by TVA, including 
all corrections and revisions made up to the time of completion of the work. 


Nine copies of instructions for installation and operation shall be submitted 
in advance of the shipment of the equipment. 
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=— CONDITIONS 


ADMINISTERED PRICES 
Southern Pacific Co. 


SHiprine 
Weiacnt 


ways complete columns 1 thru 5, unless otherwise sta 
a 
Eerimateo 


ht to specify complete routing on all shipments; p 


at 


1} 
ant 
atts fH 


{ award is to be made by schedules, give information for each schedule; 


TVA reserves the ri 
to the Contractor 


ote 


TVA 6062 (MAT-1-67) 





ADMINISTERED PRICES 


' 


APPENDIT A 
DESIGN DATA 


The following design éata for each breaker type and rating shall be 
submitted with each copy of the bid: 


i. 
2. 
3. 


Marmufacturer's type designation - 36-69 - 
Broeptions to TVA's specifications 


Certified reproduction of an oscillograph 
record of a full«duty interrupting capacity test 
én @n etact duplicate of each breaker offered. 
For breakers of such rating that fuli-—duty 
tests are not at present practicable, 

properly extrapolated date will be ee 
able. The record shall show properly 

for each step of — A complete 
description shall be given of the type 


end rating of the breaker tested and the 

connected generating capacity and recovery 

rate used in making the tests. A complete 

Sf ont oe ae be given. re P Furnished on request 


Breaker tank inside diameter, inches 
Material and thickness of tank wall, inches 
Length of contact travel, inches 


Muaber of breaks and break length in inches 
per break 2, 11-1/2 


Type of main and arcing contacts, How cliding thon, Vening eprizg, 
adjusted. Method of extinguishing arc 


Type of closing mechanism ani current 
required at normai d-o voltage, amperes 


Tripping ctrrent required at normal, dc 
Voltage, amperes 


Type of mamal closing device 
Net weight with o11, pounds 
041, gallons per breaker 





ADMINISTERED PRICES 


APPENDIX A, contimed 
14. Shipping weight without oil, pounds 


“15, Breaker impact expressed ia terms of 
static force, pounds 
(This figure will be used in designing 
foundations. The weight of the breaker 
will be added to the above force in 
computing the total load and will be 
subtracted in computing the uplift.) 


Over-all width, length, and height, and 
phase spacing, inches 


Height above floor required to remove 
bushing, inches 


Additional length or width required for 
use of manual clesing mechaniem, inches 


Compresser or spring-charging motor 
a. Rated horsepower 
b. Amperes of rated horsepower 


Wormal operation pressure ef pneumatic 
system, pei 


35621 O—60—pt. 13 





ADMINISTERED PRICES 


APPENDIX B 
GUARANTEED PERFORMANCE DATA 


The undersigned bidder hereby guarantees that the operating performance of 
each breaker type and rating offered by him under this proposal will be at 
least as good as the followings 


1. 
2. 
3. 
le 


5. 


Continuous current capacity, amperes 


Momentary rms current capacity, amperes 


Four-second ras current capacity, amperes 


Interrupting current capacity based on 
standard ASA duty cycle CO-15 sec-CO, at 
rated voltage, amperes 


interrupting current capacity based on 
standard ASA duty cycle CO-15 sec-CO, 
maximum amperes 


Interrupting current capacity based on 
duty cycle O-sero seo-CO, at rated 
voltage, amperes 


Interrupting current capacity based on 
duty cycle O-sero sec-CO-zero seo-0, 
at rated voltage, amperes 


Interrupting current capacity based on 
duty cycle O-sero sec-CO-sero sec-CO0=-sero 
seo-CO, at rated voltage, amperes 
Interrupting time at 25 to 100 percent 
interrupting rating with normal control 
voltage applied, cycles 

Ditto at less than 25 percent 


Reclosing time with rated control voltage 
and with normal energy storage at 
beginning of the first reclosure, cycles 
a. First reclosure 

b. Second reclosure 


ce. Third reclosure 


—-~-p ek er ons aoe oO air 





ADMINISTERED PRICES 


Contract 58PH-23096 


Liquidated Panegee If the Contractor fails to perform 

@ contract w n the time or tigees specified in the 
contract or any extension thereof by thé Contracting 
Officer as provided in the DELAYS AND REMEDIES provision 
and TVA does not terminate the right of the Contractor 
to proceed, it is agreed that TVA will be damaged by the 
delay in an amount which will be impossible to determine, 
and in lieu of actual damages for the delay, the Contractor 
shall pay TVA as fixed, agreed and liquidated damages the 
amount or amounts shown below for each cAlendar day of delay 
in completing performance of the contract beyond the time 
or times specified in the contract and such extension 
thereof, and the Contractor and its sureties shail be 
liable for the amount thereof. 


$50.00 


fhe paragraph entitled LIMITATION OF SPECIAL OR CONSEQUENTIAL 
DAMAGES elsewhere in this contract shall not apply to any 
liquidated damages assessed under the provisions of the fore- 
going paragraph. 





ADMINISTERED PRICES 


FEDERAL PACIFIC ELECTRIC COMPANY 
Newark, Hew Jersey 


August 9, 1957 


Mr. W. J. Rogers 

Division of Materials 
Tennessee Valley Authority 
Chattanooga, Tenn. 


Subject: Your Invitation 4-23096 
Dear Mr. Rogers: 


With regard to our strike situation as it effects this Contract, 
please be. advised that we are agreeable to accepting liquidated 
damages in the amount of $50.00 per day for delay in delivery of 
the equipment under this Contract beyond the contractual delivery 


. 


This would be subject to the terms and conditions of your standard 
“Delays and Damages Clause' except that relief from these liquidated 
damages could not be claimed by us because cof the strike now in 
progress at our San Francisco Plant. 


Please be advised also that we are glad to extend acceptance time 
on this Invitation by 5 days. If further extension is necessary, 
Please advise. 


Yours very truly, 


FELERAL PACIFIC ELECTRIC CO. 


a/ D. P. Lacock 
Regional Maghger 


DPL: w 
Mr. H. L. Brooke 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


Chattancoge, Tenuessee : \ 
Tels MMberst 5-3551 se 


INVITATION, BID, AND ACCEPTANCE - 


oe at this office 
ead will be opened and reed ic publie Bids nor physically recetved by 
(ie time sttsed will be remrasd uncpened to the bidder 
tmeumens vaLLay auTuoRity, W, J, Rogers 


ARTICLES OR SRAVICES 


TVA Standard Speckfication Mo. 54.077; 
revised December 8, 1°55, and all the 
terms and conditions inciuded in “his 
Invitation to Bid. 


Attachments which form part of Cumtracts 


Schedule of Prices 
Special Conditions 
General Conditions (forms 9660 ani 5042 


Specification No, 54.U77, 
revised December 8, 1955 (om file 
with supplier) 


Attachment to Bid, 


General Electric Specifications 
SHO-5176 


ACCEPTANCE 
Accepted as to tame mmbered 





| certify that the articles of 

Services listed above have Beem —— 
received in Quantity and quality P*r#0" receiving material 
specified except a8 noted 


TVA $030 (MAT-6-57) “Approved as reported above. 


ay * 
vy 
No ___ 4° 2309% 


DIVISION OF MATERIALS 


Comsract Dare 


BID 366-1-5176 
Reference sumber___ Cate July 2, 1957 sed 


@ compliance with the invitacion for bids, and subject to ail tue conditions teerect. the endersigne: 
offers, and agrees tf this bid be accepred withir> = * © © days (30 days unless otherwise stared, 
from the date of the opening, to furnish any or all of the items upon which prices are quoend, at th 
Price set opposite each item 
Discounts will be allowed for payments as follows: 10 calendar deys, Ss pereent; 80 caleadw 
___ percent; 30 calendar days, percent. Unless otherwise qualified by che Duden 
on this form: (1) diecousts will be Geduceed from the groes contract price. amd (%) time ia conmec 
SO ee eee ee ee a 
trom dem of receipt of correct bill properly certified, whichever 
‘The bidder represents. 
‘That be to, i soxX_, 2 emall tusiness concern. (Por this purpose, 4 small bubiesss ton 
cern ls one which (1) & not dominant in its field of operation and, with tte affiliaess, employ 
fewer than S00 employees, of (2) s cerified as « mal] Business concers by the Small Busines: 
Aéminiatration. See Code of Federal Regulations, Title 15, Chapter 0, Part 108, 21 Fed. Reg 
9709, which containg the @etatled definition and related procedures ) ls commection with supply 
contracts, Wf Bidder @ 4 nonmamfacmrer, he also represents thar the products to le furnishes: 
hereunder will, will sat___, Be produced by & emall business concern. Is construction ax 
construction-related sonpersonal service contracts, the preceding sentence i act appiicalia 
‘Thathis employment practices do. do st, diecriminete against any cuplayes or epylioans 
for employment because of race, creed, color or sational origin. 


(Complete only whes (ie aggregate amoust of bid is $10,000 or more.) 

That be aX « manufacturer of the articles, equipment, material ot supplics queted upan bertid. 
That bes a regular dealer in, and maintains « stock for sale to the general pubic of articiss, 
e@ ipment, |, Materials or supplies of the general che recter of thet or (hose upon whict be bids bere 


(Complete only when («) the aggregate emount of bid in response to advertising is $25,000 or more, 
of bad cm « negotiated purchase ie more thas $1, 000:) 
, employed or retained any company or persen (Beher thie s full- 
for the bidder (or Camtractor)/ w solieit or segure this 
5 » Paid or agreed w pay any company or person (Scher 
(han a full - time bons fide employes working solely for the bidder (or Contractor) any the, com- 
Mission, percentage of brokerage tse, ee ne 
tract, and to furnish information cl te as 


Gen ere Electric Compan 
Georgia Avenue 


0 LY 
nO het ory 


Ee 2 orth, Jr., Sales Engineer 
Consign to- TENNESSEE VALLEY AUTHORITY 


Mark | Contract 
Tor 
Atta 
Bail Inveice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


invoices mum Show somract mum@et disceunt of arms of pryment applicable tern 
umber, description of articte or service, quemtify, us price. and total amoust 











ADMINISTERED PRICES 


7.0.5. Dickson, Tennessee 


O41 circuit breaker, pneumatically of hydreuli- 

cally operated, 69%kv, outdoor, frame mounted, 

60 cycle, 1200 EMS amperes continuous current 

carrying capacity, 1,500,000 kva, 12,600 BMS 
terrupting capaci 


a) ii enaer cl eS .. 


Straight belt clamp 
ome 300 mom bare 


General Electric Company 


TVA 0061 QsAT-* 8!) 





ADMINISTERED PRICES 


‘ 7 HD 
lo requetend ca thé tunend Ltoted, aiject Aetereace mumber 
see te es | mm 
sod ei na Sand © Publis. Side act papeically sesdived by . he 


Westinghouse Electric Corporation 


928 Volunteer Building 


ACCEPTANC! Consign to. tenna: VALLEY AUTMOAITY 
Atcopted a0 to tome mumbered 

} Math | Contract 

| for: 

Atte 


| Meal ice ie LICATE to TENNESSES 


“Fitien vecsiving matarar” 





7220 ADMINISTERED PRICES 





F.0.5. Dickson, Tennessee 


|O11 circuit breaker, pneumatically or hydrauli- 
cally operated, 6%kv, outdoor, frame mounted, 
60 cycle, 1200 BMS amperes continuous current 
|oarrying capacity, 1,500,000 kva, 12,600 BMS 
jamperes interrupting capacity at rated voltage 
on standard ASA CO-15 second-CO duty cycle. 
This breaker shall operate from trip coil 
energised 10 0 point where the are is extingeished 
}in not more than 8 cycles and shall operate om 
| instantaneous reclosure in not more than 20 
cycles. This breaker shall be in accordance 
with TVA Standard Specification No. 54.077, 
revised 12-855, except that breaker may be 
equipped with a hydraulic operated mechanim, - 
|the following bid schedule: 


Se ecae> al Ps 


Straight bolt clamp type terminals shall be 
one 300 mem bare stranded copper conductor. 





Six standard accuracy, multi-ratio, 1200-5 bush fr ourrent transformers 
shall be supplied and installed one per . 





The control and tripping circuits shall be for opera on 125| volts 
The motor shall be for 230 volt, single phase, e-c tion. 
Qne marually operated mechanical closing devide shall supplipa. 
|f. Qne tank lifter shall be supplied. 


\Mame of Manufacturer Westinghouse Electric Corporation 


East Pittsburgh, Pennsylivania 
city 





O11 circuit breaker, same as item 1 except to be 

jequipped with nine standard accuracy, multi-ratio 
|1200-5 ampere, bushing type current transformers. 
Two shall be installed in each #2, #4, 

bushing, and ome in each #1, #3, and ° 

No tank lifter or manual closing device shall be 

| supplied. 


|Name of Mamufact 











|Point of Manufact' 


ox Somers 








Westinghouse Electric Corporation 
eg 


TVA 9061 (MAT+7-85 











ADMINISTERED PRICES 


v. 


AUTHORITY 


ALLEY 
DIVISION OF MATEMALS 


Chat 


Lancoga, Tennessee 
fel, Mtherst 53551 


INVITATION; BID, AND ACCEPTANCE 


BD 
A @otation IN DUPLICATE is requested on the ttemé listed, subject | Reteé 
® te & this office 


enti a 
ené will be opened amd reed in public Bids nox physically recetvred by 
ie rime stased Will be reurreed uncpaned © the Didier 
TMeURERE VALLEY AvTHORITY, y We 3, Rogerd 
ARTICLES OR SERVICES 


Furnishing, selling, and deli 
tak, 60 Gysle, 1260 Rib tapers, 8 
Cireult Breakers 4a ascordanse 

TVA Standard Bpecificati “ie fun, 
soviaed Seaaaee te eh at 


terms and emméitions included in this 
Invitation to Bid. 


Attachments which form part ef Contracts 


Bohedule of Prices 
Oesaral Conditions (forms 9660 and 5052 
Design Date 

ee ae 

Vk Standans Ope 


revised 
with supplier) 


tian Bo. 5aa0?7 5 
@, 1955 (om fie 


AilizsChalmers Mfg. Ge 
Baaiiten Matianal Bank 


ACCEPTANG! 
Accepted a6 to Memes mmber ed 


TENNESSEE VALLEY AUTMORITT 


1 certify that the articles of 

terviees listed above have bees 
Pacoived in quantity and quality Pe? receiving Material 
specified except as meted 


TVA 8080 (MAT-6-87) 


bo 


compli lance with the invitacion Mr beds afd 
offers, and agrees tf this bid be secepesd within 
ee a ee aG@e 


whee tte aggregate amount of bid is $10,000 or more:) 
4 mamutacturer of the articles, equipment, material er oupplies quoted apes hervtt. 
F 9 nage ules te oa aliodene enema ediseageeeel eaake anenien: 
,, ateriels OF applies of the general character of tha! or Chose upos which Be bide herein 


pe 


Distriet 


[im to- TENNESSEE VALLEY AUTHORITY 


Mark | Contract 
Fer: 
ana. 
Mail leveice in DUPLICATE to TENN! 


Uerveices "mat show comerict mmber dhegmant or mS ~~ px wee AP ochie Cee 
wumnbet, éescriptics of artinis or ervice, q@antiy, unit pries, and wel amount 


: ea 


%32 





ADMINISTERED PRICES 


Ne. 290086 
Page No._2 ii cailceianiailie 


Co | euaserrry | unre | var emice | asounr _| 
7.0.3. Dickson, Tennessee 


Oil circuit breaker, pneumatically or eel! 1 caly 2,6 00 

© cycle, 1200'S axenes continuous ourrent. a pace eos stated herein are 

amperes Semtiog aaa os ais ectaey v7 months. I a8 te at on ty. 

on standard ASA 00-15 ae cycle. due to pets of the purchaser 

This breaker te from beyond 12 menbhs, the| priee in 

2 raiah effect at timp of sh ne wil 

apply; however, any increase 
peice will no * exceed 208 for 
ehipmedt within 12-21| months 
fram 4 of Sentract, or 
fer 6 nt Within 25-36 monte 
fram date of pontract,” 

the fellowing bid schedule: 


}@s ered Nate eee. aan ene ee pplied bushing for with 
ome 300 mom bare stranded copper conductor. 


b. Six standard accuracy, multi-ratio, 1200-5 Te, type) current psformers 
shell be supplied and installed me per bushing. 


The control and tripping circuits shall be foe opera’ om 125| volte 4 

The motor shall be for 230 volt, single phase, e-c 

Que mazmually operated mechanical closing ¢ eball supplied. 

Qhe tank lifter shall be supplied. 
Name of Manufacturer. 


Point of Manufact: 
street city state 


O11 circuit breaker, seme as item 1 except to be 
equipped with mine standard accuracy, multi-ratio 
1200-5 ampere, bushing type current transformers. 
Two shall be installed in each #2, #4, and #6 
|bushing, amd one in each #1, #3, and #5 bushing. 
No tank lifter or manual closing device shall be 
supplied. 


Name of Mamfact 








Peint of Manufacti 


Aine 


____Allis-Chalmers Kfg. C/mpgmy 


Schedule of Prices TVA 9061 QaAs-1-95 
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ADMINISTERED PRICES 


- 


Office Memorandum * UNITED STATES GOVERNMENT 


fp 


DATE: September 26, 1957 
TO : Walter W. Cor, 320 Lupton Building 


FROM : Eenry F. Corden, 814 Power Building 


SUBJECT: REQUISITION 2-23434 - OIL CIRCUIT BREAKERS 
FOR CLEVELAND-LANG STREET SUBSTATION 


manna ee tals eeace wt 


We are returning the proposals submitted on the above requisition. 
Listed below is @ summary if the bids in ascending order relative 
to the amount of the bid: 


a 


Price Delivery 


Federal Pecific Elec. Co. $19,350 As specified 
Allis-Chalmers Mfg. Co. 20,875 As required 


General Electric Company 20,875 As required 
Westinghouse Electric Corp. 20,875 As required 


I. Lowest bid conforming to specifications and best meeting 
conditions as outlined in the invitation: 


Award to the Federal Pacific Electric Company, the low 
bidder. Sa asia 


Bids Rejected: 
All other bids are rejected because of price. 
Remarks: 


Delivery is required June 1, 1958. 


pr" ws 
LA eo A e~ 
eury F. Corden “™ 
FLS:ma — 
Attachments 
ce: K. B. Hapgood, 501 Power 
H. O. Murphy, 202 Tittle 
814 Power 
545 Power 





ADMINISTERED PRICES 


ot 
Sate Pe 
Propet 


INVITATION 


pee to requeseed as ts teeens Lites satgect | Reterence mmr N- ‘eee - 20, i 
see, WE heater ACT | 2 siceeniaun aan aaeeaeamaiiaa 
cnt ” = a Se 
Tmeanens VALLEY AUTMORITY. ty Walter W. Cex ue oon amee pee eo need Sainte 
ja ares ca mvs | ee emcee elm ce am ere ees 0) eco 

don th diesemats ctered vill bs command “Teen dole of MeL-rEry of be mappLiNd Y Seer 
Parnishing, selling, and delivering 


tree tem meee of correct KD property cerWhied, whsetrrer ast os eer 

one Circuit Breakers in accordance =o 28 ‘te me Geld of egueecion sat use on 
h TVA Standard Specification No. 54.077," onuen sana a. 

dated December @, 1955, and all the ter ‘tees Guo 5 engliyese, o2 62 © ctetiiad oo o cunt fastens cxmmere 

and conditions ineluded in this 

Iavitation te Rid. 


Attachments which form part of Contract: 
Ce ee oe 


Schedule of Prices (Qampl us onty wes Me agyragnes sama of iad le 510,000 or mere. 
Speeial Conditions 2 - SS a ae 
Sesaae’ Pog oe 9660 and 5052 egibiaans Uinenioveedyine dabgueed desea etdatertancipaneiinae tats teens. 
Guaranteed Performanse Data (Appendix 8 
Walsh-Healey Act 
TVA Standard Specification Ne. 54.077, 

dated December 8, 1955 (om file with 

supplier) 


Irwin 10-3 


PAO Federal Pacific Electric Company 
Hicks = 


Teasley 2 1261 Chattahoochee Ave., N.W. 
TB vs 


PAB Lamar 5481 
a a 


B1413321( 0%) 


L. Brooke r.-Application Bag 
ACCEPTANCE Consign to- TENNESSEE VALLEY AUTHORITY 
Accepted as to tems mumbered freight 
on Government Bill of Tading to be furnished Cleveland, Tennessee 
later. Mark : Contract 
Ter 
Atte. 
Mail inveice in DUPLICATE toT 
Power Accounting Office, Gaatebiades ‘Tennessee 


June 1, 1958 

a TRENESOSE VALLEY AUTHORITY eee OE ABW SBT wR Mer Gemma oC ler eas ney Rumi “ear cealie, a 

umeber deecription of arvobe or servis wamtity caf artes ani wil ¢ seem 
619,350.00 ay ° 5 
BRockwell, 30/1 

YAU ONLY Ceorrier’s Charges: Paid § 
I cortizy that the articles or 
services listed abeve have been 
received in quantity and qpality Pereoe receiving material 
epecilied except ac usted 


meee It 





ADMINISTERED PRICES 


Oil circuit breaker, pmeumatically or hydrauli- 
cally operated, 69-kv, outdoor, frame mounted, 
60 cycle, 1200 BMS amperes contimous current 
carrying capacity, 1,500,000 kva, 12,600 BMS 

pe interrupting capacity at rated voltage on 
standard ASA CO-15 second-CO duty cycle. This b: 
energised to a point where the arc is extinguis 


Straight bolt clamp type terminals shall be supp 
one 300 mom bare stranded copper conductor. 


Six standard accuracy, malti-ratio, 1200-5 a 
shall be supplied and installed one per bus 


The control and tripping circuite shall be fe 


One marmally operated mechanical elosing devic 
One tank lifter shall be supplied. 


ederal Pacific Electric Co 


HOTS: If prices 
end geographical boundary of the sone in 


Continental U.S.A. 


Schedule of Prices TVA 9051 GAD ™ 58) 





ADMINISTERED PRICES 


and by TVA to approve drawings is included in the 
time of performance promised by the bidder. 


|| The time required by Contractor to submit or res | 
| 
| 
| 
| 
| 
| 


! 
q G@elivery wil) be 
considered in relation to the probable added cost ito TVA. } 


Materials Engizeer. The Head Materials Engineer, |Tennessee Valley hority,| Knoxville, 
eeee, will represent TVA in the inspection of shop and witnessing shop tests. 
All commmications relative thereto, and copies of reports teste| and anal » mate- 


rial or equipment orders, and stock material liste required Py the etficattons should 
be directed to hin. 


Techrical neer. The Director, Power Engineering and tructi iaiile Valley 

thority, ttanooga, Tennessee, will represent |TVA in th@ fulfil t of the tecbaic 
requirements of this contract. Communications rejative to 1 tec! eaeas pa. Ts other 
thea shop inspection and testing should be direc to him. | Shop samples, 
when required, are sent to him for approval. 


See Inspection. The work under this contract s ve subject to inepecti as pro- 
in the specification. 


Furnishing of Information. Bidder shall furnish ll info tion eoeal in| the sched- 
ule, specifications, and date questionnaires if _ Bids t do got comply} with this 
requirement may not be considered. } | 


Patents. The Contractor shall at his own expense jdefend any suit iastituted by any 
against TVA so fer eas it is based on the claims t tus pert the f fur- 
jaished under this contract or TVA's use of such for 
ich it wae designed or for such other purposes, in this cpntract con 
stitutes infringement of any United States patent the Contractor 
immediate notice in writing of the institution of \such suit permit| the Con- 
tractor, through hie counsel, to defend the same, da shall requisi suthbority 
land all needed and evailable information and assi ce to Contrac to do 
The Centrector shall pay all damages and costs fidelly 4 thergin against TVA by 
reason of such infringement, but the Contractor sHall not be liable|umder any| compromise 
without hie comsent. If in any such suit said appere’ or or such| use thereo 
y TVA is held te comatitute infringement and sucti use is enjoined,|the Cantrector shall 
his owe expegpe procure for TVA forthwith the right to ume or tinue using the said 
tus or pert; provided, however, that subject to TYA's the Contfactor may 
t his sole expense replace said apparatus or part with noninfringitg epperatys or part, ; 
r modify it so that it becomes noninfringing. 


tee Reet eel Bcigtaiiel 


Schedule of Prices TVA 9081 (MAT-?-55) 





ADMINISTERED PRICES 


quoted in response to this invitation. 


Bidder hereby certifies as @ part of his bid thet no state 


State Sales and Use Taxes. State sales and use t epp ials, | 
eupplies, or equipment sold to TVA and such taze onl a not} be Lio in price | 
included in the price or prices quated in the bi 


tax bas been 


Payment for 0il. If the equipment is shipped andi invoiced — shipment |of the oii, 

A will retain 2 percent of the total contract price to cover the jcost of oil. | 
This emount will be paid to the Contractor es after reteipt off the oil gnd receipt 
| of invoices as voucher can be prepared and appro by TVA. 


Shipping Information. The Contractor shell furniph copies $f shipping bills|or memorands 
‘or each shipment giving the description; number pieces ;/| total ight; and, if shippet 
by reilroad freight, the car initials and number : | 
| | 
J. B. Kingsolver 
Tennessee Valley Authpbrity 
Cleveland, Tennessee 1 Copy 
J. B. Kingsolver 
Tennessee Valley Authprity 
Box 1111 
Knoxville, Tennessee | 


H. 0. Murphy 
Tennessee Valley Authbrity 
202 Tittle Building 
Chattanooga, Tennessep 

| 


TVA Inspector at your| Plant 
| 

















Schedule of Prices TVA 905! MAT E3s 





ADMINISTERED PRICES 7229 


Ho. 2-25454 


Contractor's Drawi and Instructions. The following provisions supersede those 
of the same titie in the specification listed on form 5050. 


The Contractor shall furnish complete assembly drawings, wiring and schematic 
diagrams, and such detail drawings, diagrams, cuts, instructions, and test 
reports as necessary for installation, operation, and maintenance of the 
equipment, and for demonstrating that it complies with the requirements of 
this specification. Drawings, diagrams, instructions, and reports shall be 
identified by descriptive titles indicating their application to the contract 
and shall be signed by a responsible representative of the Contractor. 


Time involved in drawing approval will be considered as having been included 
in delivery time. Work done or material ordered prior to receipt of approved 


drawings or drawings marked "Approved with Corrections as Noted" will be at 
the Contractor's risk. 


Four prints of each drawing shall be submitted to TVA for approval within 
the time specified in the contract. TVA will, within 15 days after receipt, 
forward one print to the Contractor marked "Approved," "Approved with 
Corrections as Noted," or "Returned for Revision." 


Upon receipt of prints marked "Approved," the Contractor shall furnish TVA 
with ten additional prints for distribution unless a different number is 
stated in the Schedule of Prices. Upon receipt of prints marked "Approved 
with Corrections as Noted," Contractor shall make the necessary corrections 
and submit fourteen prints for TVA's distribution, unless a different number 
is stated in the Schedule of Prices. Additional approval by TVA of such 
revised drawings will not be required. 


Upon receipt of drawings marked "Returned for Revision,” the Contractor will 
make the necessary revision and resubmit prints for approval in the same 


routine as before. TVA will examine and return such prints as described in 
Section c. above. i 


Approval by TVA shell not relieve the Contractor of the responsibility for 
the correctness of the drawings furnished by the Contractor nor for their 
compliance with the specification unless so stated at the time of approval. 


If, at any time before the completion of the work, changes are made necessi- 
tating major revision of approved drawings, the Contractor shall make such 
revisions and shal] proceed in the same routine as for the original approval. 


Upon completion of the work, the Contractor shall furnish TVA with one set of 
vandyke negatives on thin paper of all drawings approved by TVA, including 
all corrections and revisions made up to the time of completion of the work. 


Nine copies of instructions for installation and operation shall be submitted 
in advance of the shipment of the equipment. 


35621 O—60—pt. 13——-36 





as specified 


tele al 
Hh Ue i i 


a 


ee a 
Hi nee 


s 
No. of Dares 
APrTar AWARD 


For Detivaery 





re 


* 
Point 
or 
SHipmant 





, however, such routing causes no additional cost 


unless otherwise stated on the schedule. 
if award is to be made by items, give information 


bi tf e 
th Vali Wet rie i 


awards 
o 
3 
NAME OF CARRIER 


= 


SHIPPING DATA 
(Continued on back of page) 
nformation for each schedule; 


GENERAL congnnns 


WALSH-HBALEY ACT. Any contract made, or entered into by TVA for 


be 


ADMINISTERED PRICES 
Southern Pacific 


and 


ee 


19s. 


give 


ieee es ake aaron 
I! be subject to terms 


als, 
(910,000.00 
|, 14th Congress, approved June 80, 


» 


the bids and in making 


mater: 


of 
lars 
2 
EeTimateo 
SHiprine 
Weiont 
15, 


v 
© 
z 
> 
€ 
é 
a 
e 
2 
E 
a 
< 
. 
. 
© 
S 
to 
& 
3 
é 
s 
2 
a 
E 
S 
& 
~ 
> 
k 
e 
° 
s 
» 
= 


ite active mailing list. 
. In compari: 
factors os rele 
bidder's @nancial 
‘ways complete columns 1 thru 5, 


hi 
| 


dealing, ability to 


BIps 
much 
Une 





'AILURE TO BID. If ang prospective bidder consistently fails to bid, TVA 


may remove bis name 
TVA reserves the ri 
* ScnEouLe 
*If award is to be made by schedules, 
for each item. 


to the Contractor. 
1 


Ordisariiy TVA considers it to its advantage to contract direct! 
& producer or regular dealer when buying other materials, and TVA will 


manufacturer when buying man’ 


TVA 6052 (MAT-1-57) 


Hits; 





ADMINISTERED PRICES 


APPENDIX A 
TRSIGH DATA 
the following design Gata for each breaker type and rating shall be submitted vith 
each copy of the bid: 
1. Memufecturer's type designation 
&. Bxceptions te TVA's specifications 
3. 


times, currents, and voltages for each 
step ef operation. A complete description 


Type cf main and arcing contacts. How S"24ing ahve adjusted by bendin, 
adjusted. Method of extinguishing are 25 Ueg-Selt pregmuce generating 


Type ef closing mechaniom and curreat 
required at normal d-e veltage, amperes Bh aie 8 


Tripping current required at aermal d-c 
voltage, amperes 


Type of mamual closing devices 
Bet weight with cil, pounds 
Qil, gallems per breaker 





ADMINISTERED PRICES 


AsAitional length or width required for 
use ef manual closing mechanian, inches 


ermal operation pressure ef pneumatic 
ayeten, psi 





ADMINISTERED PRICES 


fhe undersigned bidder hereby guarantees that the operating performance of each 


Interrupting current capacity based oa 
stendard ASA duty cycle CO-15 sec-0O, at 
rated voltage, amperes 


Interrupting current capacity based en | 
etandard ASA duty cycle 00-15 sec-0O, 
maximum amperes 


Interrupting current capacity based on 
duty cycle Oesero sec-CO, at rated 
voltage, amperes 


Interrupting current capacity based on 
auty cycle O-sero see-CO-szero sec-60, 

at rated voltage, amperes 

Interrupting current capacity baced on 
G@uty cycle O-sero sec-CO-szero sec-(O-szero 
eec-00, at rated voltage, amperes 
Interrupting time at 25 to 100 percent 
iaterrupting rating with normal coatrol 
veltage applied, cycles 

Bitte at less than 25 percent 

Reclesing time with rated control voltage 
end with normal energy storage at 
beginuing of the first reclosure, cycles 
a. First reclosure 

b. Second reclosure 


ec. Third reclosure 





ADMINISTERED PRICES 


jTENNESSEE. VALLEY A\ 
Orvierex OF MATEMALS 
Chattanooga, Tennesece 
Tels AMherst 5-9551 
INVITATION, _ AND ACCEPT: 


INVITATION 
A qctation to requested on the tame listed, eubject | Reference amber 8131 
; be 


— ( eoew icons 91 the Invitation for bats and 
eo il) be opened end read ia . Bide aot phyesmally recetved by 
the ‘ime stated will be reesrmed unopened to the bidder 


TENNESSEE VALLEY AUTHORITY, 8y Walter W. Cox 
jad ARTICLES OR SERVICES 
from date of receipt of correct bth 


property certified, 
Furnishing, and delivering reprenm; Payments Het Cash 30 Da 
69-kv O11 Caroudt : in aecerdance errs error a 
ith TVA Standard Specification Nos 5hoO77, 0? @ s* wtieb (1) ae: dominnee cqoreticn 
dated Decesber 8 1955, and all the term) nyt Somes: & 00 sential os cust bests oonseme 
and écnditions included in this 
Invitation te Bid. 


Attachments which form part of Contract: 

‘or empleymest Deesnse ef reese, creed, seier ot sattanal or git 
Schedule of Prices (Compl ce omy When the aggreguse amrunt of bid is $10,000 or more) 
Special Conditions aoue See S ptte of ects 
Sesion oto. ~—- 9660 and $052 count, Ganeetsesenpeuncitoguans cessumundtues Gessgurctaghte tals cape 
Quaranteed Performance Date (Appendix B eaterenann mane = ap yreecinar her rarefied 
Walsh-Healey Act ‘That (a) he hes__, has aet_3 employed or remined any company or 
TVA Standard Specification Nes 34.077, | ‘sme tees SMecuperes working oxtely for Gn bidder fot Contras 


dated December 6, 1955 (on Mle with std ashen Ue seamneam te sin Sides be Cuntsssieell ony Sons oom 
supplier) Mission, poreenmage oT brebaregs (fo, comtingent wpos er resulting from the ward of chs oo 
treet, end te feraish teformetice thereto 0s the Conernatin 


— 


alata adie, al 


ACCEPTANC Consign to- TENNESSE wALLaY AUTMORITY 
Accepted as te heme aumbered 


Mark | Contract 
Fer: 
Ama. 
a BURL 
Contract Performance D 
TENNBOORE VALLEY AUTHORITY | vgssgy mast shew comtrect member, Giscment ot rid of payment applictie, item 


By mumnbet, descr tpticn of artiels ot Servies qeamtity watt prise, ead wen amour 
ertract! Officer 


TVA USE ONLY P “Laas ee riers Charges: Paid § Collect 8 
I cortily that the articles or 
services listed above have been Sys Son 


received in quantity and quality Pareot receiving mate receiving material 


epecified except ac nated [4 ta 
Appr aaa raat win = 


a 





ADMINISTERED PRICES 


F.0.B.e Cleveland, Tennessee 


Oil circuit breaker, pneumatically or hydrauli- 
cally operated, 69-kv, outdoor, frame mounted, 

60 cycle, 1200 RMS amperes contimous current 
carrying capacity, 1,500,000 kwa, 12,600 RMS 
amperes interrupting capacity at rated voltage on 
standard ASA CO-15 second-CO duty cycle. This b: 


oS aA 


operate on instantaneous reclosure in not more t! 2 coycl 
in accordance with TVA Standard Specifications Nod 54.077, d 
except that breaker may be equipped with a 

ibid schedules 


+ Straight bolt clamp type terminals shall be 
one 300 mom bare stranded copper conductor. 


Ss -8eawn ea: 


Six standard accuracy, miti-ratio, 1200-5 
shall be supplied and installed one per bus 


The control and tripping circouits shall be fo 
The motor shall be for 230 volt, single phase, 


je- One mamually operated mechanical closing devic 


} 


t 


The prices stated herein are firm if 

cahanent is made within 12 months. If 

shipment is. delayed due to acts of the 

purchaser beyond 12 months, the price 

in effect at the time of bang aed ay 

appl however, any increase in pr 

aii aan exceed 20% for shipment within 

12 to 2) months from date of contract, or 

30% for shipment within 25 to 36 months 

from date of contracts 

| 
price for the purposes of this clause. If ship 
fturansportation charges and tax to actual destinatib 
bidder's anewer is affirmative the General Conditibr 

pplicable to this purchase. NOTE: If prices qho 


Allis-Chalmers Mfg. Company 
si00ER Schedule of Prices TVA 9951 (AAT+1-55) 








ADMINISTERED PRICES 


TTAL OF DRAWINGS. Sumber of calendar days 


The time required by Contractor to submit or res 
and by TVA to approve drewings is included in the 
time of performance promised by the bidder. 


Delivery. Delivery is required June 1, 1958. Bi¢ 2 
considered in relation to the probable added cost/to TVA. 


Materials Ssguseer: The Heed Materials Engineer, | Tennessee \Valley 
eeee, will represent TVA in the inspection of shop wo 


rial or equipment orders, and stock material li 
be directed to him. 


Techaical aipeer The Director, Power & 
ority, ttanooga, Tennessee, will represent |TVA in 
requirements of this contract. Communications 


than shop inspection and testing should be direc 
when required, are sent to him for approval. 


cee Inspection. The work under thie contract 
vi in the specification. 


Furnish of Information. Bidder shall furnish 
ule, specifications, and data questionnaires if 
requirement may not be considered. 


Patents. The Contractor shall at his own expense jd 
against TVA so far as it is based on the cleim 
nished under this contract or TVA's use of such agp 
which it was designed or for such other purposes, 
jetitutes infringement of any United States patent 
immediate notice in writing of the institution of 
tractor, through his counsel, to defend the same, 
and all needed and available information and assi 
The Contractor shall pay all damages and costes fin 
reason of such infringement, but the Contractor sh 
without hie comsent. If in any such suit . 
by TVA is held to comstitute infringement and such 
t his own expesse procure for TVA forthwith the x 
pparatus or part; provided, however, that subject 
t his sole expense replace said apparatus or p 
or modify it so that it becomes noninfringing. 


Allis-Chalmers ey Company 
si 


Schedule of Prices TVA 9051 QUAT+7-55) 





ADMINISTERED PRICES 


No. 2- 254354 
Page No. 
fmm | taerrre | ure | var rice | atone 


i aed 


State Sales and Use Taxes. State sales and use taxes are npt 
ies, or equipment sold to TVA and such taxeg shall not) be 
quoted in response to this invitation. 


applicable to gaterials, 
in ded in the price 


Bidéer hereby certifies as a part of his bid that; no state 8 Or use tax been 
included in the price or prices quoted in the bid | | 


emt for Oil. If the equipment is shipped andj invoiced prior stripment jof the oil, 
will retain 2 percent of the total contract price to cover the of oil. 


This emount will be paid to the Contractor as soon after refeipt off the oil receipt 
of invoices as voucher can be prepared and approved by TVA. 


Shipping Information. The Contractor shall furniph copies pf shi billsior p é 
each shipment giving the description; number pf pieces;| total weight; , if shipped 
by reilroad freight, the car initials and number to: | 


J. B. Kingsolver 
Tennessee Valley Aut | 


Cleveland, Tennessee 


J. B. Kingsolver 
Tennessee Valley Aut! 
Box 1111 

Knoxville, Tennessee 


H. 0. Murphy 

Tennessee Valley Authprity 
202 Tittle Building 
Cnattanooga, Tennesse 


TVA Inspector at your) Pleat 





TVA 8061 (4AT-?-55) 





ADMINISTERED PRICES 


¥ -4- 
TENNESSEE VALLEY AUTHORITY =§=‘' ‘: nt 
wie September 10, 1957 __ AEP Mes RN “ee... 
Chattanooga, Tennessee Did let LG gpagerneneennnnent . 
acct. No. 92-92 ~tyh6O~ 343621 Tel. AMherst 5-9551 ee ee ee 
Budget no, Constr. PA-1130 INVITATION, BID, AND ACCEPTANCE 

Project Lang Street Substation, Cleveland, Tenn. 


“INVITATION BID 


A quotation IM DUPLICATE 2 requested on the treme Listed, subject | Retereace mmbor_ 366-3429 me _ Oe2%57 0 
o> 9s tre, WOE hasta Coe 


anti) as tan en Gas meat ee 
opened public Physically reeeived otters, agrees eccepeed wits unless otherwise stated) 

Go anas ona Ol tn Ween usspened sae de tear 7 ae tw furnish any or al of the items upon which prices are quowed, a: cs 

TENNESSEE VALLEY AUTHORITY, By Walter Ws Cex ‘will be allowed for payments as follows: 10 calender deys, 


a peteom; 80 calender days, ge percent. Unless otherwise qualified by 
jad ARTICLES Ga SAVIOR sebban: (1) names wil be tend from tn gree cencrct price, 


hea wich Gecounts offered will be computed from dats of delivery of 


ftom Gam of receipt of correct Bill property certified, See nate 
Furnishing, selling, and delivering ‘The histor 
69-kv O11 Cireuit Breakers in accordanse| Tex be s__. eon. 6 omall business comcers 


with TVA Standard Specification No. 5hs077,0 one ich (1) twat ominnet in ts fal of eperacion en. 
dated December 6, 1955, and all the te: 

ard ocnditions included in this 

Invitation to Bid. 


Attachments which form part of Ceritracts 

tor employment beeense of race, creed, color or netional origin 
Schetule of Prices (Compl oe iy sts Gin Capen comes of 88 w 900, Der sree) 
Special Conditions 


Seeker aae t oma tt 9660 and 5052] sespmon, —! per erm aman re perl aie 
Quaranteed Performance Data (Appendix B fiestas 
Walsh-Healey Act 

TVA Standard Specification No» 54.077, 


dated December 8, 1955 (on file with thao 4 All-time bene [de employes warting saleiy fot tke bidder (or 
supplier) 


rest. and we ree 
Bidder 


ACCEPTANCE 


Accepted as te Heme sambered 


Consign to- TENNESSEE VALLEY AUTNORITY 


Mark | Contract 
Fer: 
Atte 

Meil invoiee im DU 


Cor tract Performance Date 


Yea Se TENNESSEE VALLEY AUTHORITY | W155 muse chow Combest muntbet, disemal ot tarts of payment Gpflisthie, iter 

By number, ever iption of article or servies, Quantity. ust pies. and total emowm 
ont ract' or 

TVA USE ONLY reniagi F TT ~ [Date Material Reeeiv rrier's Charges: Paid § Colleét 

1 bce that the articles or 


above have been — ae ee pereteas com, | -4 
neity and quality Person receiving material _Track Commes Carrier 
ae noted 


[Fa soso OMAT-6-57)_| Appr.ved 06 reported diove ia aime ay reat = aes et 
47 











ADMINISTERED PRICES 


F.0.B. Cleveland, Tennessee 


O41 circuit breaker, pneumatically or hydrauli- 
cally operated, 69-kv, outdoor, frame mounted, 

60 cycle, 1200 RMS amperes contimous current 
carrying capacity, 1,500,000 kwa, 12,600 RMS 
amperes interrupting capacity at rated wattage on 
standard ASA CO-15 second-CO duty cycle. 


d shall 
h be 
955, 
he fo. 


and 


Straight bolt clamp type terminals shall be supp ch bu @ with 
one 300 mom bare stranded copper conductor. 


Six standard acouracy, milti-ratio, 1200-5 
shall be supplied and installed one per bus 


The control and tripping circuits shall be foi 


One tank lifter shall be supplied. 
of Mamfacture General Electric © 


of no). If|prices 
¢cetination is changed from that originally specifi Gestination is in 
Gifferent sone from that first named. pe oes peice to be|a sone 


price for the purposes of thie clause. ; . bill of ° 
0 b 4 from inyoices. If 


GET RATES | becomes 
ees, give | tone 
coted. 


General Electric one 
; TVA 9051 GSAT) 55) 





ADMINISTERED PRICES 


ViighiwAb J 


am 


‘ 
~ 


TENNESSEE VALLEY AUTHORITY 
pete September 10, 1957 ee eee widder No . 
Chat’ 


tancoga, Tennessee 
Ant. Ne, a Tel. AMherst 5-$551 Contract Date 
Budge Ne. INVITATION, BID, AND ACCEPTANCE 
Project Cleveland, 
INVITATION 
A @eoteciee: ‘® requested ca the tems listed, subject 
e & ~ 


ed 
ed wl) be opened amd reed tm puitiic roar lame 
Ge (ume stamd will bs reairand usepemed to the bidder 


‘TROUNORE VALLEY AUTHORITY, y Walter W. Cex 

ARTICLES OF SEAVIEES 

hing and delivering 

69-kv O11 Cireust Br in accordance 
with TVA Standard Specification No. 54.0 
dated December 6, So. ; 
and conditions included in this 
levitation te. Bid. 


Attachments which form part of Contract: 
Schedule of Prices 


a 


Special Condits: muha Er cacacnel deena cnpens caemeneasenannten tne. 
pec: tions - > 
Qensral Conditions (forme 9660 and $082 cotpunnh: Eametoereqptencianguand cenasuncibmertaenepundiaate ta tase. 
Design Data (Appendix A 
Performance Data (Appendix B 

Walsh-Healey Act 
TVA Standard Specification Nos 54.077, 

dated December 6, 1955 (on file with 

supplier) 


ere ELECTRIC CORPORATION 
928 Volunteer Building 


“Chattance » Tennessee 


or Loa, 


ACCEPTANCE Onsign to- TENNESSEE VALLEY AUTHORITY 
Accepted as te tome eumbered 


Mark : Comrect 
Fer: 
Atta, 
jail laveice in DUPLICATE to TENNESSEE VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY | sisises met chow consrest sitther, discount or terme of payment at eppcatie, nee 


mumbo éeecrpeien of artiaie 07 servies, quantity. aa pener en end total amount 
re 


canon 
emma == Premescen |] 


Services listed above have been ~Ferson receiving manorial | Troan] 4 
Peeeived in quantity and quality eceon receiving material 


Specified except as noted. ender] 
igen & epee a laalte TST Hees itm ie Sst 





ADMINISTERED PRICES 


Cleveland, Tennessee 


Oil cirouit breaker, pneumatically or hydrauli- 
cally operated, 69-kv, outdoor, frame mounted, 
60 cycle, 1200 RMS amperes contimious current 
carrying capacity, 1,500,000 kwa, 12,600 BMS 
amperes interrupting capacity at rated voltage on 
standard ASA CO-15 second-—CO duty cycle. This b; 
energised to a point where the are is extinguished 
operate on instantaneous reclosure in not more 


in accordance with TVA Standard Specifications lo 


except that breaker may be equipped with a hyd 
ibid schedule: 


ae Straight bolt clamp type terminals shall be 
one 300 mom bare stranded copper conductor. 


Six standard accuracy, milti-ratio, 1200-5 
shall be supplied and installed one per bus 


The control and tripping circuits shall be fo: 
The motor shall be for 230 volt, single phase, 
One manually operated mechanical closing devic 
One tank lifter shall be supplied. 


me of Mamfacture Westinghouse Electric Co 


street) (city state 


NOTE reference to national price in the following 
ONE PRICES. Are prices quoted zone or national 5 
quoted are sone prices, no adjustment will be 


¢cscination is changed from that originally specifi 
« €ifferent sone from that first aamed. TVA consi 


price for the purposes of this clause. If ship 


wrensportation charges and tax to actual destinatip 
bidder's eansver is affirmative the General Conditip 
inapplicable to this purchase. NOTE: If naan qc 


Continental United States 


Westinghouse Electric Corporation 


——K— T° _— ~~ 7 = 


operate from trip coil 
than|8 cycles and shall 


« Thig breaker ph be 
dated D per 6, 1955, 
i mec! » and the followiag 


hing for ase with 


typejcurrent tfansformers 


on 48 yolts d-<. 
ion. 


supplied. 


: (yee of no). If|prices 
pr fre 


IN FREIGHT RATES | become 
prices, give 


dpstination is loc 


TVA 261 (MATT-55) 
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ADMINISTERED PRICES 


VALLEY AUTHORITY 
bese agaas A, 1958 re 
Chattanooga, Tefinesses 


em, Me. 
mage He, 


NVITATION 
‘~ 


od WH) be epened ont tens Ra Pde set sare remerwnd by 
Ae ane caw OT eran xeNeed We as Rte 


Sodium Chleride 


for TVA Projects or Warehouses listed 
ia the Schedule 


Attachments whieh form part of comtract: 


Gebedule of Prices ccd NT eee a agg Tega wma oe Ey ere 
Special Conditions Sestath osunde Gttany oh aun tae apadem ooeeentemmenaae 
General Conditions (forms 9660 and 50 Span REALE or mepLLON ot thet ganar) she recuTT of thet ae chads apoE Ehisd Ss cm ETE 


Walsn-Healey Act 


Littlejoha 3 
Appreved B. M. West 8-27-56 
eo Past yii . 
asa (a8 /a/ 2. 3. Gudth, Memager-Pield Bales Operations 


aes 
_ am Item 1 of Bch. I, Item 2 of Sch II, 
Teen? of Sch EIS, Item & of Sch IV, Item 5 of 
Beh ¥, Item 6 of Sch VI, and Item 7 of Seb VIT | woes 
Ship vy! Prepaid Railroad freight with shipping) 
ins ions to be furnished later by cur Tra! 


Consign to-Tamnmeses VaLLs? AUTNOaITT 
AS GPRCIFIN OB INDIVIDUAL 


21, 1956|to august 26, 1959 ° 
: ‘TERN RE 


VALLST aUTmOaITT 


(eveemes meat ae enc mabe Re ERE GA) cote Te ae Re ee 
mumiber éesoriyties of rtiele or service qaamtty uit price und mw, cme 


Sa 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 96% sodium chloride (NaCL), low in calcium 


Bidder mst show poiat of shipment to establish 
F.0.B. point. 


Chloride, rock salt containing not less 
98% sodium chloride (NACL), low in caleium 


ZATION. Is freight equalisation 
If answer is "yes," state: 
Heme of equalisation poist 
Type of transportation om which equalisation 
Have you allowed for freight equalisation in pri 


If anewer is "no," TVA will make the necessary 
invoices. 


TVA 0261 CHAT 88) 





ADMINISTERED PRICES 


m Chleride, reck salt 
96% sodium chloride (NaCl), low in calcium 


must shew poiat of shipment to establish 
poiat. 


m Chlerids, rock salt containing not less 
90% sediam chleride (MaCL), low in calcium 
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ADMINISTERED PRICES 


Il - Jo Wille Steam Pla 


F.0.B. Johnsonville, Tennessee, if by railroad freight 


Approx. 


Sodium Chloride, rock salt containing not less 12¢ 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars 


Name of Mamufacturer DIAMOND CRYSTAL SALT CO. 


Point of Manufacture Jefferson Island, La. 
stree city state 


F,0.B. Cars Point of Shipment at 
Jefferson Island, La. 


*Bidder must show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sed@iam chloride (NaCl), low in calcium 
d magnesium, bulk shipment in 80,000-pound cars. 


Name of Mam facturer 


Point of Mam facture 
street city state 


FREIGHT EQUALIZATION. Is freight equalization applicable td thie iar %©* [yes or no) 


If ansver is "yes," state: 


Mame of equalisation point 


ave you allowed for freight equalisation in pri 


If answer is "no,” TVA will make the necessary adjustment ing evaluating bids 
invoices. 


Schedule of Prices TVA 9051 (MAT-55 





ADMINISTERED PRICES 


F.0.B. Kingstom Jumction, Temmessee (TC Railway § 


Sodium Chleride, rock salt containing not less 
than 96% sodium chloride (NaCL), low im calcium 
and magnesium, bulk shipment in 60,000-pound cars 


Bidder mst show point of shipment to establish 
F.0.B. point. 


dium Chloride, rock salt containing not less 
han 98% sedium chloride (NaCl), low im calcium 
d magnesium, bulk shipment in 80,000-pound cars 


FREIGET BQUALIZATION. Is freight equalisatica 
If answer is "yes," state: 


Beme of equalisation poiat 





wee 


eeeeqeras 


ADMINISTERED PRICES 


Chiles, Kemtucky, if by CL railroad freig 
6,000 pounds or more 


dium Chloride, rock salt comtaining not less 


han 96% sodium chloride (NaCL), low im calcium 


d magnesium, bulk shipment in 60,000-pound cars. 
pint of Mamfacture 


20.B. Cars Point of Shipment at 
Jefferson Island, La. 


Bidder must show point of shipment to establish 
-0.B. point. 


odium Chloride, rock salt containing not less 
n 96% sodium chloride (NaCL), low im calcium 
d magnesium, bulk shipment in 80,000-pound cars. 


of Mam facturer. 


oint of Masufacture 


f answer is "yes," state: 


Beme of equalisation point { 


Type of transportation om which equalization js based ( nc 
we you allowed for freight equalisation in prices quoted? 
Uf enewer is “no,” TVA will make the necessary afjustmeat 
nvoices. 


Schedule of Prices TVA 0261 GUAT HED 





ADMINISTERED PRICES 


SCHEDULE VI - Widows Creek Steam Plant 


F.0.B. Bridgeport, Alabama, if by railroad freig' 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment im 80,000-pound cars 


DIAMOND CRYSTAL SALT CO. 


F.0.B. Cars Point of Shipment at. 
Jefferson Island, La. 


Bidder must show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 


at Yea \yes or no) 


If ansver is "yes," state: 


Meme of equalisation point 


we you allowed for freight equalisation in pric 


tf answer is “no,” TVA will make the necessary a4 J} 
invoices. 


Schedule of Prices TVA 9061 GAAT?-55) 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 60, 


Point of Manufacture Jefferson Island, La. 


Jefferson Island, La. 


Bidder mist show point of shipment to establish 
20.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodiam chloride (NaCL), low in calcium 
nd magnesium, bulk shipmeat in 80,000-pound cars. 


This material will be ordered in carload 
lots as required. 


Bidder must state mumber of days required 
to make shipment after requested_eight < 


FREIGHT EQUALIZATION. Is freight equalisation 


If answer is “yes," state: 


Heme of equalisation point 


TVA 0851 (HAT 85) 





ADMINISTERED PRICES 7257 


Bo. 57-64279 


SPECIAL CONDITIONS 


a Contractor shall furnish, sell, and deliver to TVA commodity as called for in 
schedule in accordance with all the terms of this invitation, in such quantities aad 
at such time es TVA may require. Deliveries will be made as requested by the consignee. 


eee The term of this contract shall be for @ period of one year beginning 
on effective date stated in the contract or the date of award vhichever is later. 


The contract may be terminated by either party by giving written notice to the other at 
least five days prior to termination date. Orders mailed by TVA prior to receipt by it 
of any termination notice shall be shipped by the contractor at contract prices. 


State Sales and Use Taxes. State sales and use taxes are not applicable to materials, 
Fupplies, or equipment sold to TVA and such taxes shall not be included in the price 
quoted in response to this invitation. 


Bidder hereby certifies as a part of his bid that no state sales or use tax has been 
included in the price or prices quoted in the bid. 
uaptities. If quantities are stated in the Schedule, they are the estimated require- 
Beats 0 A for the term of this contract; however, TVA does not guarantee to purchase 
any maxigum or minimus quantity of supplies on this contract. 


Release of Shipments. Shipments shall be made only as directed by individual shipp: 
releases iccoee on form TVA 9625 (Request for Delivery), TVA (Quotation-Contract 
TVA 201A-9680A (Combination Requisition and Purchase Contract), and other similar forms 
of which the Contractor may be informed. Clarifications necessary for correct shipmesat 
shall be secured by the Contractor from the requester. 





ADMINISTERED PRICES 


TVA 6068 (MAT-1-87) 
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SHIPPING DATA 


1 causes no additional cost 


ver, such routin; 
schedule. 


shipments; provided, howe 
stated on the 


ig on all 
jumns 1 thru 5, unless otherwise 


plete routin, 


‘ays complete col 


Aw 


TVA reserves the right to specify com 


to the Contractor. 


Louisiana 


g 


Missouri Pacific Lines 
(Continued on back of page) 








880 Tons 


thru 7 


, be made by schedules, give information for each echedule; if award is to be made by items, give information 
‘or seach item, 


*If award is to 





ADMINISTERED PRICES 


UEIGINAL 


No 


TENNESSEE VALLEY AUTHORITY 
DIVISION OF MATEMALS 


Chattanooga, Tennessee 
iat lilpeceenthnieenpemenenenenes Tel. AMherst 5-355. Contract Date _ 
idteIN I, cteninnncintainiastpniaiinatipbteninnaes INVITATION, BID, AND ACCEPTANCE 
Project Sea Schedules __ 


INVITATION BID 


A quotation ta requested on the teeme listed, subject | Reference sumber Dees et 11, 1958 
wu office 


os "TS Som, SOT. dhusust 20, 108s, in compliance with the (nvitation for bide, and subject to all the conditions thereof, the undersigned 


physically recetved offers, and agrees if this bid be accepted within Gays (30 days uniess otherwise stared) 
pep ate pent we athe pap liy ona ” from the date of the opening. to furnish the services and/or sell end deliver the articles listed in 
any or al! of che .ceme at the price quoted opposite each 

will be allowed for payments qs follows: 10 calendar deye, N@t perce: 20 calendar 

days MOC percent: 30 calendar days, N@C percent Uniese otherwise quillfied by the bidder 

ARTICLES OR SERVICES on this form (1) discounts will be deducted from the gross contract price; amd (2) time in connec - 

Oe tdon with discounts offered will be computed from dase of delivery of the supplies st destination, of 
from date of receipt of correct bill properly certified, whichever dase is later 


ITY CON’ CT ‘The bidder represents 


That be ie ___, i not_X, a email business concern (Por this purpose, « email business con- 

cern is one which (i) is sot dominant im its field of operation and, with its affiliates, employs 

Sodium Chloride fewer than $00 employees, or (2) is certified as « small business concers by the Small Business 

Administration. See Code of Federal Regulations, Title 13, Chapeer 0, Part 103, 21 Fed. Reg 

for TVA Projects or Warehouses listed Coston  Caatmigniouee, midis oceectniaenrae setae 
in the Schedule hereunder will__. will not_X, be produced by « small business concern. ls cosstruction and 
construction -related nonpersoual service comtrects. the preceding sentence is sot applicable 


Attachments which form part of contracts] Thethis employmentpracrices do__, do not _, discriminate aguinet any employes of applicant 
for employment because of race, creed. color or mational origin 


Schedule of Prices (Complete only when tne aggregate amount of bid is $10,000 or more ) 

a ‘That be ts X @ mamutacturer of the articles, equipment, material or supplies quoted upon herein 
Special Conditions . ‘That he is regular dealer in, and maintains a stock for sale to the general public of articles. 
General Conditions (forms 9660 and 5052) equipment, materials or supplies of the general character of that or those upon which he bids herein 


Walsh-Healey Act (Complete only when (a) the aggregate amount of bid in response to advertising is $25,000 or more, 
or (b) the aggregate amount of bid on « negotiated purchase is more thus $1,000) 
‘That (e) be has __, has not , employed or retained any company or person /jther thane full - 
time bone fide employee working solely for the bidder (or Contractor)/ to solicit or secure this 
contract, and (>) he has___, has not X, paid or agreed to pay any company or person (Scher 
thane full-time bona fide employee working solely tor the bidder (or Comeractor)7 amy fee, com 
mission, percentage or brokerage fee, contingent upon or resulting fiom the award of thie con - 


Se esesceees Sarees 


enoev rer eouvwe 





ACCEPTANCE 
Acompesd only a. t-. 





| MAIL INVOICE DUPLICATE wo 
TENNESSEE VALLEY AUTHORITY 


Contract Performance Date 


TENNESSEE VALLEY AUTHORITY | 





By Invoices must show contract sumber, discount or terme of payment applicable tem 
Firchasing Agent | sumber, description of article or service, quantity, unit price, and total amount 


| certify that the articles or 

‘services listed above have Beem ____________ 
received in quantity and qualizy P¢reon receiving material 
specified except ae noted 


[TvA S080 (MAT-4-58) | Approved as reported above || 





ADMINISTERED PRICES 


SCHEDULE I - Colbert Steam Plant 


F.0.B. Pride, Alabama, if by railroad freight 
Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars. 


Name of Mamfacturer_Morton Salt 


F.0.B. Cars Point of Shipment at 


*Bidder mist show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 


than 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-poumd cars. 


FREIGHT BQUALIZATION. Is freight equalization applicable yes or no)| 
If answer is "yes," state: 
Name of equalization point Winnfield 
Type of transportation on which equalization/is based ck, water) Rail 


Have you allowed for freight equalisation in prices quoted? yes or n 


If answer is "no," TVA will make the necessary adjustment ir ing bids nd paying 
invoices. | 








MORTON SALT COMPANY CHATTANCOLA, Tel. o! 
Schedule of Prices TVA 9051 (MAT 55) 








ADMINISTERED PRICES 


SCHEDULE II - John Sevier Steam Plant 


IF.0.B. McCloud, Tennessee, if by railroad freigh 


odium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-pound cas. 


of Mamfacturer_ Mogton Salt Company 
Point of Mamfacture_ Weeks, aphaiane 
street city state 


F.O.B. Cars Point of Shipment at 


Weeks, Louisiana * 


Bidder mist s!.cw point of shipment to establish 
20.B. point. 


Sodium Chloride, rock salt containing not less 





han 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-pound cars. 


ne of Mam: facturer 


Point of Manufacture asks. janpaiene 
street city state 





FREIGHT EQUALIZATION. Is freight equalisation apy 


If ansver is “yes,” state: 


Hame of equalisation point 


invoices. 


35621 O—60—pt. 13——-38 


a I 
Page No._3 


Approx. 
short 
120 ton 








——— 





Pee 


icable tq this bid? Yes [yes or no) 


Schedule of Prices 





TVA 9961 (4AT*T-55) 





ADMINISTERED PRICES 


HEDULE III - Johnsonville Steam 


F.0.B. Johnsonville, Tennessee, if by railroad 


Approx. 


Sodium Chloride, rock salt containing not less 19.00 2280 .00 
than 98% sodium chloride (NaCl), low in calcium 
and magnesium, bulk shirnent in 80,000-pound cars 


Name of Manufacturer Morton Salt Compan) 


Point of Manufacture Weeks, Louisiana 
stree city state 


F.0.B. Cars Point of Shipment at 


Weeks, Louisiana 


Bidder mst show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
land magnesium, bulk shipment in 80,000-pound cars 


Name of Maaufacturer 


Point of Mamfacture Weeks, Louisiana 


2 


street city state Ae. a 


FREIGHT EQUALIZATION. Is freight equalization applicable tq tvis bia? Yes yes or no) 


If answer is "yes," state: 


Name of equalization point Winnfield 


If answer is “no,” TVA will make the necessary adjustment iq evaluating bids 
invoices. 





Schedule of Prices TVA 9081 (MATS 





ADMINISTERED PRICES 


SCHEDULE IV - Kingston Steam Plant 


F.0.B. Kingston Junction, Tennessee (TC Railway Station), if by rajlroad frokgnt 


Approx. Approx. 
short 
Sodium Chloride, rock salt containing not less 200 ton 20 . 00 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars4 
| 


Name of Manufacturer__ Morton Salt 


Point of Mamfacture 
F.0.B. Cars Point of Shipment at 


*Bidder must show point of shipment to establish 
F.0.B. point. 





Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-pound cars. 





Name of Mamfacturer__ Morton Salt Company 


Point of Mamufacture_ Weeks, Louisiana 
(street city state 


FREIGHT EQUALIZATION. Is freight equalization applicable tq tnis bid? Yes } 


If answer is "yes," state: 
Name of equalization point Winnfield oul siana 
Type of transportation on which equalization jis based (frail, tfuck, water) Rail 


Have you allowed for freight equalisation in pric Yes (yes or no 


If ansver is “no,” TVA will make the necessary a4 justment in evaluating bids hoa paying 
invoices. 








Schedule of Prices TVA 9951 (MAT-7-55) 


tf 





ADMINISTERED PRICES 


6,000 pounds or more 


odium Chloride, rock salt containing not less 
than 96% sodium chloride (NaCL), low in calcium 


Cars Point of Shipment at. 
Weeks, Louisiana 


Bidder must show point of shipment to establish 
-0.B. point. 


dium Chloride, rock salt containing not less 


han 98% sodium chloride (NaCL), low in calcium 
pd magnesium, bulk shipment in 80,000-pound cars. 


e of Mamufacturer___Morton Salt Company 


Point of Manufacture 


If answer is "no," TVA will make the necessary aj 
invoices. 


Schedule of Prices 





TVA 8051 (MAT-7-55 





ADMINISTERED PRICES 


F.0.B. Bridgeport, Alabama, if by railroad fre: 


6 |Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calciua 
and magnesium, bulk shipment in 80,000-pound cars 


Name of Mamfacturer Morton Salt Company 


Point of Mamfacture Weeks, Louisiana 
street city state 


F.0.B. Cars Point of Shipment at 
Weeks, Louisiana 


*Bidder mist show point of shipment to establish 
F.0.B. point. 


6a |Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars. 
Name of Mam facturer exton Sa. ompen) 


Point of Mamfacture ; . 
| street) (city) (state 


IGHT EQUALIZATION. 1s freight equalisation 
If ansver is "yes," state: 


Name of equalisation point Wimnfield, Louigia 


Schedule of Prices TVA 981 MATE) 





ADMINISTERED PRICES 


SCHEDULE VII - Gallatin Steam Plant 


F.0.B. Gallatin, Tennessee, if by railroad freig 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk =hijment in 80,000-pound cars. 
Name of Mamfacturer Morton Salt 


Point of Manufacture Weeks, Louisiana 
street) (city state 


F.0.B. Cars Point of Shipment at 


Weeks, Louisiana 





Bidder mst show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
nd magnesium, tulk shipment in 80,000-pound cars. 





Name of Mamufacturer__Morton Salt Compan 


Point of Manufacture _ Weeks, Louisiana 
(street) (city state) 


This material will be ordered in carload 
lots as required. 





Bidder met state number of days required 
to make shipment after requested_2 - 4 dayp 





FREIGHT EQUALIZATION. Is freight equalization apglicable 


yes or no)| 


If ansver is "yes," state: 


Name of equalization point 





Have you allowed for freight equalization in pric 


___jIf answer is "no," TVA he ne C) 
invoices. 


a w ff 
___ NORTON SALT COMPANY _ ah, 7 
=aeen Schedule of Prices TVA 9081 (MAT-?-55 








ADMINISTERED PRICES 


/ te 
Dete Auguat 6, 1958 —— 


a 


TENNESSEE VALLEY AUTHORITY 


OfVviSION OF MATEMALS 


SI =bb279 


Chattanooga, Tennessee 


Acct. Me 


ligt UR cespatchigcipirinictai bianca 
Project Se Schedules 


ad will be opened and read im public. Bids net physically received by 
be time stated will be rearrmed unopened wo the bidder 
jac ARTICLES OR SERVICES . 


INDEF INI ITY TERM CON 


Sodium Chloride 


for TVA Projects or Warehouses listed 
in the Schedule 


CT 


Attachments which form part of contract: 


Schedule of Prices 

Special Conditions 

General Conditions (forms 9660 and 505 
Walsh-Healey Act 


ACCEPTANCE 
Accepted caty a. wx 


Tel. AMherst 5-3551 
INVITATION, BID, AND ACCEPTANCE 


Contract Dete____-___ 


BID 
Reference sumber 


_____ »_Angmet 12, 1998 
in compliance with the invitation for bids. and subject to all the conditions thereof, the undersigned 
offers, and agrees if this bid be accepted within Gays (30 Gays usiess otherwise stated) 
from the dare of the opening. to furnish the services and/or sell and deliver the articles listed in 
any or all of the items at the pr.ce quoted opposite each 

Discounts will be allowed for payments as follows: 10 calender days, percent; 30 calendar 
days, == percent; 30 calendar days, BG percent. Unies otherwise qualified by the bidder 
os thie form (|) discounts will be deducted from the gross comtract price; amd (2) time im conmec- 
os with discounts offered will be computed from dase of daltvery of the eupplies a destination oF 
from date of receipt of correct bill property certified, whichever date is later 


‘The bidder represents: 

That be is, i not_JX, 0 email business concern (Por this purpose, « email business con- 
cern ls one which (1) is sot dominant in its field of operetion and, with us affiliates, employs 
fewer than SOD employees, or (2) ie certified as « smal] business concern by the Small Bosiness 
Administration. Ses Code of Federal Regulations, Tithe 13, Chapter 0, Part 103, 21 Fed Reg 
9709, which contains the detailed definition and related procedures ) kp commection with supply 
contracts, if bidder ie « nammemifacturer. be cleo represents Gat the prodacts w be fernished 
hereunder will _. will nct__, be produced by « emall business concern. ip construction and 
construction -related nompersonal service contracts, the preceding sentence is not applicahie 


‘That his employment practices do__, do nat_JX, diecriminate against any employes or applicant 
tor employment because of race. creed. color or sational origta 


(Complete only when tne aggregate smount of bid is $10,000 or more) 

‘That be ie Xe mamutacturer of the articles, equipment. material or supplies quoted upes herein 
That he ie _s regular dealer in, and maintains « stock for sale to the general public of articles. 
equipment, materiale or supplies of the general character of that or those upon which he bids herein 


(Compiecs only when (a) the aggregate amounm of bid in response to advertising @ $25,000 or more. 
or (>) the aggregate amount of bid on « negotiated purchase is more than $1,000) 

‘That (a) be has, has not_3, employed or retained any company or person [Jther thane full- 
time bows fide employee working solely for the bidder (or Contractor)/ w solictt or secure this 
contract. and (>) he has__. has sot_%. paid or agreed to pay amy company or person (Scher 
than 4 full-time bona fide employee working solely for the bidder (or Contractor)] amy tee, com- 
mission, percentage or brokerage fee, contingest upon or resulting fiom the eward of this con - 


(ract, and agrees to furnish information reiating thereto as requested by the Comtracting Officer 
Bidder 


International Salt Ge., Ine 





=mber 
Pr. 0. | brewer su 





TENNESSEE VALLEY AUTHORITY 


I certify that the articles or 
services listed shove heave been 
received im quantity and quality 
epecified except as moted. 


TVA 3050 (MAT-4-38) 


Person receiving material 





~ Cofmon Carrier 


vendor TVA fous aes Peace hee rd Au freer Pi} 


Approved as reported abeve |, til | j } | | 11 =) 





ADMINISTERED PRICES 


OD icc 
Page No.2 


SCHEDULE I - Colbert Steam Plant 
F.0.B. Pride, Alabama, if by railroad freight 
Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars 
F.0.B. Cars Point of Shipment at_ oy . 
*Bidder mst show point of shipment to establish 
F.0.B. point. 
odium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
d magnesium, bulk shipment in 80,000-poumd cars. 
Name of Mamifacturer aternational t Co., D 
Point of Mam facture ver) red : 
street city state 
FREIGHT EQUALIZATION. Is freight equalization applicable 
If answer is "yes," state: 
Name of equalisation point 5 : 


Have you allowed for freight equalisation in prices quoted? 


If anever is "no," TVA will make the necessary adjustment in eval 
invoices. 


Internetional Galt Co., Inc. Sit GF WATERULS 
Schedule of Priaen: — EVR ME Oba 15) 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
han 98% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-pound cars. 





Cars Point of Shipment at. 


Bidder mst shew point of shipment to establish 
-0.B. point. 


Podium Chloride, rock salt containing not less 
han 96% sodium chloride (NaCL), low in calcium 
nd magnesium, bulk shipment in 80,000-pound cars. 


of Mam facturer 





FREIGHT EQUALIZATION. Is freight equalisation applicable tq this bia? Yes 


If answer is "yes," state: 


Name of equalisation point 


invoices. 


Schedule of Prices TVA 9051 (MAT?-55) 





ADMINISTERED PRICES 








SCHEDULE III — Johnson e Steam Plant 


F.0.B. Johnsonville, Tennessee, if by railroad 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk stipment in 80,900-pound cars 


Name of Manufacturer 


Point of Manufacture 


*Bidder must show point of shipment to establish 
F.0.B. point. 





Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars 
Name of Mamufacturer_]x national Salt Co., Inc. 


Point of Manufacture Avery Island, Ia. 
street city state 


FREIGHT EQUALIZATION. Is freight equalization applicable tq tuis dja? Yes yes or no) 


If answer is "yes," state: 





Name of equalization point Winnfield, Louis 
Type of transportation on which equalization |is based (frail, tfuck, watef) rail 


Bave you allowed for freight equalization in price Yes {yes or no 


If ansver is "no," TVA will make the necessary ad justaent in ovatuating bids @nd paying | 
invoices. 


Schedule of Prices TVA 9081 MAT? 














ha 


ADMINISTERED PRICES 


SCHEDULE IV - Kingston Steam Plant 


F.0.B. Kingston Junction, Tennessee (TC Railway tion), if by rajlroad trehgnt 


Approx. 
short 


Sodium Chloride, rock salt containing not less 200 ton 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars 
Name of Manufacturer 


Point of Mamfacture 
F.0.B. Cars Point of Shipment at 


*Bidder mst show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
d magnesium, bulk shipment in 80,000-pound cars. 





Name of Mamifacturer_JIpter on Salt Co. 


Point of Mamfacture 





(street city state | ee 
FREIGHT EQUALIZATION. Is freight equalization applicable tq tnie bid? Yes = or no) 


<a 
| 


Type of transportation on which equalization jis based (rail, truck, water) rail 


If ansver is "yes," state: 





Name of equalization point Winnfield, Lopisiana 


Have you allowed for freight equalisation in pricqs quoted?/| Yes yes or no 


If answer is "no," TVA will make the necessary adjustment in a bids and paying 
invoices. 


| 


| | 
| | 
os | 


‘ternational Salt Co., Inc. ss 
P ” oe Schedule of Prices TVA 9051 (MAT-7-95) 





ADMINISTERED PRICES 


Chiles, Kentucky, if by CL railroad freig 
6,000 pounds or more 


odium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
Magnesium, bulk shipment in $0,000-pound cars. 


Bidder must show point of shipment to establish 
20.B. point. 


Bodium Chloride, rock salt containing not less 


han 96% sodium chloride (NaCL), low im calcium 
d magnesius, bulk shipment in 80,000-pound cars. 


ne of Mamufacturer_ Jptermationa) Salt Co., Ine. 


Point of Manufacture_ Ayers 
street city state 


If ansver is “yes,” state: 





Name of equalization point 
Type of transportation on which equalization js based (geil, truck, water) rail 


ve you allowed for freight equalization in priceg quoted? Yes (yes or no)} 
! 
If ansver is "no," TVA will make the necessary afjistment in| evaluating bids qa paying 
invoices. 


Schedule of Prices TVA 9051 (MAT+7-55) 


t/ 





ADMINISTERED PRICES 


EV 


F.0.B. Bridgeport, Alabama, if by railroad freig! 


Sodium Chloride, rock salt containing mot less 
than 96% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars 


Bidder mist show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment in 80,000-pound cars. 


If answer is "yes," state: 


Name of equalisation point 


Type of transportation on which equalisation 


we you allowed for freight equalisation in pric 


“no,” TVA will make the necessary adj 


Sched ue of Prices TVA 9251 Q4AT+?-55) 





ADMINISTERED PRICES 


SCHEDULE VII - Gallatin Steam Plant 


F.0.B. Gallatin, Tennessee, if by railroad freig! 


Sodium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
and magnesium, bulk shipment In 80,000-pound cars. 


Name of Marmfacturer roational Salt Co., Inc 


\Point of Manufacture fren stiaets Ia. 
street city state 


| 
F.O.B. Cars Point of Shipment at 


*Bidder mist show point of shipment to establish 
F.0.B. point 


Sodium Chloride, rock salt containing not less 


than 98% sodium chloride (NaCL), low in calcium 
jand magnesium, bulk shipment in 80,000-pound cars. 


Name of Mamufacturer_Jpternational Salt Co., Inc. 
Point of Mamfacture_ApeKt Ia\amhe lasiejeae 
street city state 


This material will be ordered in carload 
lots as required. 











Bidder mst state number of days required 
to make shipment after requested within Ms 


FREIGHT EQUALIZATION. Is freight equalisation applicable 


If answer is "yes," state: 





Neme of equalization point 


Have you allowed for freight equalization in pric 
Ir ansver is "no," TVA wi 


invoices. 


Schedule of Prices TVA BS) (MAT+7-55 


- 





ADMINISTERED PRICES 


filial CE rege cep = 
: Chattanooga, Tennessee 
a eee Tel. AMherst 5-3551 
SUIT ccninatnietiditaditalindrninsincasin INVITATION, BID, AND ACCEPTANCE 
Proje, Sea Schedules 


INVITATION BID 


deters mnt oe 8/12/58 


le compl tance with the invitagion for bids and fy Se crates Reset, Oo entrenteet 
Offers, and agrees if this bid be eccepesd within days (30 days unless otherwise scased) 
mae reusrned unspaned from te dase of the opening. to furnish the services and/or sell and éaliver the articles liswed 
om ann — any or all of the tems a: the prise quoted opposite each. 
‘TOUENRE VALLEY AUTHORITY B Seer | ngewe ke Rilewed for 
¥ .” Pir chas tag’ peresnt 80 ealemiar 
ARTICLES vic oo. 
1 Sesetaidubieath emits eminecsainn demaead anaar aieedeis & aaa on 
trom Gem cf reesigt of servest ball properiy certified, whichever Gare is later. 


INDEFINITE QUANTITY TERM CONTRACT 
Sodium Chloride 
for TVA Projects or Warehouses listed 
in the Schedule 


nen, A oma business concern. (Por this purposs, « small mainees con- 


Attachments which form part of contracts 
: fer employment becente of race, creed, color o national origia . 


Schedule of Prices (Compieve only whes me aggregate amount of bid i¢ $10,000 or more) 
Special Conditions aa 
General Conditions (forms 9660 and 5052) sqipmen, £, Materials oF oupplice of the general character of that or those wpoa which he bids hereia, 
Walsh-Healey Act Se eee 
NS ee 00) 
cemuee , tae not_“ . employed or retained any company er person (Jeher wens full- 
for the Bidder (or Cemtractor)/ w seileit or secure this 
. . paid of agreed w pay any company or person beher 
tees 4 fall -ttme bons fide employes working solely for the bidder jor Contractor] any tee, com - 
mission, percentages ct broterags fee. et ee eee 
® Aureied information Officer _ 


HARCY SALT COMPANY 


a ORMWER 449 a 
ee tcathel.. OLive 2-1908 


Sha 


Lewis 7. Gd a coca 


Consign to- TENNESSEE VALLEY AUTHORITY 


Mark | Contract 
For: 


TENNESSER VALLEY AUTHORITY 


Invoices mus show contrest mimber G@iscount or rms of peyteut applicabis (tem 
tmumber, éecr iption of articis or services, quantity unit price, and toca amount 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 968 sodinm chloride (NaCL), low im calcium 


Bidder mist show point of shipment te establish 
FOB. point. 


dium Chloride, rock salt containing not less 


96% sodiua  wenaweee Lary LE low in ealciua 
nd magnesium, bulk 


FREIGET BQUALIZATION. Te freight equalisation 
If anever is “yes,” state: 


Meme of equalisation point 


If answer is "no," 
invoices. 


HARDY SALT COMPANY 


Schddile! 08) Petged _..*;_ ta 081 caarrsn 





ADMINISTERED PRICES 


dium Chloride, rock salt containing not less 
han 98% sodium chloride (NaCL), low in calcium 
d magnesium, bulk shipment in 80,000-pound cars. 


Bidder mst shcw point of shipment te establish 
eOeBe point. 


Sodium Chloride, rock salt containing not less 
han 98% sodium chloride (NaCL), low in calcium 


d magnesium, bulk shipment in 80,000-pound cars. 


FREIGHT BQUALIZATION. Is freight equalization 
If answer is “yes,” state: 


Name of equalisation poiat 


HARCY SALT COMPANY 
Schedule of Prices TVA 951 APMED 


35621 O—60—pt. 13——39 





ADMINISTERED PRICES 


Johnsonville, Temnesses, if by railroad freight 


Sodium Chloride, rock salt containing not less 

than 98% sodium chloride (NeCL), low in calcium 

and magnesium, bulk shipment im 80,000-pound cars 
MORTON 

Name of Mam facturer OOHOK 


Bidder mst show point of shipment to establish 
F.0.B. point. 


Sodium Chloride, rock salt containing not less 
than 96% sodiam chloride (NaCL), low im calcium 


d magnesium, bulk shipment in 80,000-pound cars 


FREIGHT BQUALIZATION. Is freight equalization 


If answer is "yes," state: 


HARCY SALT COMPANY 


TVA 6861 GSAT) 8!) 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 96% sodiam chloride (NaCL), low in caleiua 
and magnesium, bulk shipment in 60, 


Cars Point of Shipment at sig 


Bidder must show point ef shipment to establish 


um Chloride, rock salt containing not less 
98% sodium chloride (MaCL), low im calcium 
nd magnesium, bulk shipment in 60,000-pound cars 


FREIGET BQUALIZATION. Is freight equalisatica 
If answer is “yes,” state: 

Heme of equalisation point 

Type of transportation om which equalizatica 
Have you allowed for freight equalisation in pri 


Schedule of Prices TVA os) ATEN 





ADMINISTERED PRICES 


Chiles, Kentucky, if by CL railroad fre: 
6,000 pounds or more 


od Chleride, rock salt containing not less 
nan 96% sodium chloride (NaCL), low in caleium 
d magnesium, bulk shipaent in 80,000-pound ears. 


Bidder must show point of shipment to establish 
00.B. point. 


podium Chloride, rock salt containing not less 
han 96% sodium chloride (NaCL), low im calcium 


d magnesium, bulk shipment in 80,000-pound cars. 


ve you allowed for freight equalisation in pri 


f anever is “no,” TVA will make the necessary 
invoices. 


HARDY SALT COMPANY 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 96% sodium chloride (NaCL), low in calcium 
and magnesiua, bulk we 80, 000-pound cars 


Point of Mamfacture 


WEEKS LOU! SII ANA 
F.O.Be Cars Point of Shipment at KSA ri ESO AOD 


Bidder mist show point of shipment to establish 
P.O.B. point. 


podium Chloride, rock salt containing not less 
than 98% sodium chloride (NaCL), low in calcium 
d magnesium, bulk shipment in 80,000-pound cars 
of Mam facturer 


Point of Manufacture 
street eity state 


FREIGHT EQUALIZATION. Is freight equalisation 
f anever is "yes," state: 

Bame of equalisation point OUIS IANA PRODUCING & 

Type of transportation on which equalisatica 

we you allowed for freight equalisation in pri 


If answer is "no," TVA will make the necessary aAj 
oices. 


HARCY SALT COMPANY 





ADMINISTERED PRICES 


Sodium Chloride, rock salt containing not less 
than 96% sodium chloride (NaCL), low in caleiua 
od magnesium, bulk “MORTON in 60,000-pound cars 
¢ 


Bidder mist show point ef shipment to establish 
oOeB. point. 


dium Chloride, rock salt containing not less 


than 98% sodium chloride (NaCL), lew 4n caleiua 
Magnesium, bulk shipment in 80,000-pound cars 


Thie material will be ordered im carload 
lots as required. 


Bidder mst estate mumber of days pomtred 
to make shipment after reques 


FREIGHT EQUALIZATION. Is freight equalisatioa 


If answer is "yes," state! 


HARCY SALT COMPANY 


TVA 0261 GATE) 
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ADMINISTERED PRICES 


(Nashville (Tenn.) Tennessean, August 26, 1959) 


TVA Pact Won 
By Texas Firm 


Seven Identical Bids Received 
On Condenser Tubing Purchase 


By JAMES TALLEY 


A Texas firm manufacturing 
condenser tubing in England was 
awarded a contract by the Ten- 
nessee Valley Authority yesterday 
after seven domestic companies 
offered identical bids on the tub- 
ing. 

At the same time TVA offi- 
cials in Knoxville announced 
three other American companies 
submitted equal bids on cement 
and two of them split a $347,460 
contract for the cement. 


The like-bids popped up again| 
despite a congressional probe and 
a. federal grand jury _ investiga- 
tion focusing attention on identi- 
cal bids from 47 U.S. manufac- 
turers during the past three years. 
No Policing Power 

But Brig. Gen. Herbert D. Vogel, 
said in a telephone interview from 
Knoxville last night the authority 
has no policing power to stop 
identical bidding. 

“Our position has been only 
that of making facts available,” 
said Vogel. “We have made no 
charges. We lay the facts on the 
table. What is done about them 
is not up to us.” 

Vogel said any legal action 
would be up to the justice depart- 
ment in Washington. 

“This thing has been going on 
the last 20 years in some com- 
modities, especially in cement. 
You wonder how they get the 
same bids—one firm right at your 
doorsteps, another a _ thousand 
miles away. 

_“The information (on the iden- 
tical bids) has been made pub- 
lic, but you’ve got to prove col- 
fusion and that’s the hardest 
thing in the world to prove. 
Common sense might tell you 
one thing, but the law doesn't 


look at it that way,” he said. ... 

The condenser tubing contract 
went to ETS of Texas Inc., Hous- 
|ton. The equipment is to be made 
in England for $282,498.07, includ- 
ing increased inspection costs and 
a 6 per cent foreign penalty. 
‘Equal Prices Quoted 

The low domestic bid was $325,- 
235.73. TVA said equal unit prices 
were quoted by seven domestic 
manufacturers on the first of two 
items for which bids were re- 
quested by TVA and from six 
companies on both items. 

It was reported TVA asked for 
bids on two different quantities 
of the same type of tubing. 

Lone Star Cement Corp. and 


—-—-- 


the Lehigh Portland Cement com- 
pany subsidiary, both in Birming- 
ham, each bid $173,680 contracts 
for the cement over six other 
companies offering bids. 

Bidders Not Disclosed 

TVA did not reveal the names 
‘of the identical bidders for the 
tubing or the cement. Nor did 
it disclose the equal prices sub- 
mitted. 

Sen. Estes Kefauver (D- 
Tenn.), chairman of the senate 
anti-trust subcommittee, has al- 
ready.ordered an inquiry into 
the like-bids and announced the 
subcommittee will conduct hear- 
ings on the bids sometime this 
month in Knoxville or Chatta- 
nooga. 

The justice department in 
Washington announced last month 
it ordered a federal grand. jury 
in Philadelphia to investigate 
possible anti-trust violations in 
the identical bidding. Representa- 
tives of about 50 electrical equip- 
ment suppliers to TVA throughout 
the country were subpoenaed. No 
indictments have been returned. 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
CHATTANOOGA, TENNESSEE 


October 2, 1959 


Mr. Paul Rand Dixon 

Counsel and Staff Director 

Senate Antitrust and Monopoly Subcommittee 
Senate Office Building 

Washington 25, D. C. 


Dear Mr. Dixon: 


Complying with the request made at the Knoxville hearings 
on identical bids for certain information on the turbo- 
generator bids for Colbert unit No. 5, this is the contract 
which was awarded to C. A. Parsons and Company, Limited. 


The enclosed information consists of a cover sheet summa- 
rizing the purchase, a copy of the requisitioner's evaluation 
of the base bids, a copy of Parsons’ bid, and pertinent 
portions of the bids of Westinghouse Electric Corporation 
and General Electric Company. 


We believe the enclosed constitutes the information you 
desire on this contract. 


Sincerely yours, 


Paul Fahey, Director 
Division of Material 


Enclosures 
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ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
ADDENDUM 


Invitation No. ecient 
Date_Hovember 25, 1958 


Bid opening 10 a.m. EST, December 9, 1958. STEAM TURBOGENERATOR 
AND 
ACCESSORIES 


NOTICE TO BIDDERS: 


Under Specification No. 7393, Section 18, add paragraph "U" as follows: 


u. A zero-speed switch with 250-volt d-c contacts shall be 
provided on each shaft. These switches shall close their contacts 
exactly at zero speed and will be connected by TVA to trip the 
generator field breakers. 


Under Section 20, paragraph "m", add subparagraph (6) as follows: 


(6) Automatic control for the hydrogen and stator 
cooling systems shall be furnished all mounted in free- 
standing metal-enclosed cubicles. Controls shall include 
all items required or recommended by contractor for the 
best operation of these systems. Separate cubicles shall 
be provided for each generator. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


Bidder 
C.A. PARSONS & COMPANY LIMITED 


TENNESSEE VALLEY AUTHORITY 
Signature and title of person authorised to sian bid Division of Materials 


(SGD) Harold P. Martin pi rector 


Date 2nd December, 1958. By_J- G. Quinley 


TVA 1661 (MA~-6-57) 
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VALLEY A 
DIVISION OF MATERIALS 


Chatt. coge, Tennessee 


Ne.__31-57950 


Contract Dete___ 


INVITATION, BID, AND ACCEPTANCE 
Telephone AMberst 5-3551 


INVITATION BID 
A qeoutios i OUPLICATS 's requested on the tems listed, subject | Reference sumber 


= an ey TORR | in compliance with the invitation for bide, and Jp ol the conditions terest, the antersignet 
offers, and agrees if this bid be accepted withia' days (30 days unions atherwtee stated) 
ce ee te eee eed an received OY | trom the dats of the opening. to furnish the services and/or eoll ead deliver the amtsies liswd ta 
‘any or all of the items at the price quoted opposite each 
2G. wi : 10 calendar days, perencs A see 
Good ‘seowst shemsoer ant percent Uniess otherwise qualified by the bidder 
on this form: (1) discounts will be deducted from the gross contract price; end (3) time im comnec- 
Gon with discounts offered will be computed from dete of delivery of the supplies at destination, or 
500-1 @TEAM TURBOGENERATOR from date of receipt of correct bill properly certified, whichever date is lamer 
AED ACCESSORIES ‘The bidder represents: 

————AD_ACCHBSORTES ___ That be@___, is not__, a small business concern. (Por this purpose, « emall business oce- 
cern ‘s one which (1) is not dominant tn its field of operation and, with ts afffietes, employe 
fewer than 500 employees, or (2) is certified as « small business concers by the Small Susiness 
Administration. See Code of Federal Regulations, Title 13, Chapter 0, Part 108, 21 Fed. Reg. 


Attachments which form part of the 
rosea: 9709, which containe the detailed definition and related procedures.) I comnection with supply 
contracts, if bidder i@ « sonmanufacturer. he also represents that the prodacts to be furnished 


Schedule of Prices hereunder will__, will nct___, be produced by « small business congern. In coastruction and 


‘That his employment practices) _ do sot __, Giscriminete againgt any employee or applicant 
for employmen: because of rece, creed, color or national origin. 


(Complete only when tne aggregate emount of bid is $10,000 or mere) 

That he is _ a manufacturer of the articles, equipmem, material or supplies qroted upon berets 
That he le _ @ regular dealer in, and maintains « stock for sale to the general public of articies, 
eq ipment, materials or suppl tes of the general character of that or these apes which he béds herein 


5052) 
Delivery and Shipping Date 
Forging Questionnaire 
Special Conditions 
Basis for Heat Balance and Heat Rate 
Calculations 
Date to be Submitted with Bid 
Guarantee of Performance seoptonadiimaiiauny andiaipente toammemmanaetinn coleman 
. — o 
+ mmanasd Src sas tn apt eae Be ee Soe piace 
Control and Progress Schedules 
(forms 9680 and 9681) 
Walsh-Healey Act (form 1847A) 
TVA Specification Bo. 7393 
TVA Drevings HB-73158, C-BP-72858, 
SK-72858, 45Ds10012, 
37-SH-4-44N200R., 37-M-4-47W209R7 , 
end 37-M-4-47W215R3 


*A minimum of 30 days' acceptance time 


(Compiete only when (s) the aggregate amount of bid in response to advertising ie $25,000 or more, 
or (@) the aggregate amoust of bid on « negotiated purchase is more thas $1, 000:) 


General Conditions (forms 9660 and | construction-related nompersonal service contracts, the preceding semmmmce is sot applicahie. 
4 


ACCEPTANCE 
Acceprad only &. ©: 


lavoices must show contract sumber, discount or terme of payment applicable, som 
Rurchasing Agent | umber, description of article or service, Quantity. unit price, and tom amount. 
1 certify that the articles or 
services listed above have Beem —— ———_________. 
Person receiving material 


errier’e Charges! 


2 PI Cj J rete 





ADMINISTERED PRICES 


P.O.B. Cars, Pride, Alabama, by rail freight. 


Design, fabricate, furnish, sell, and deliver 
one 500-MW steam turbogenerator and accessories 
for Colbert Steam Plant, near Tuscumbia, 
Alabama, in eccoriance with the attached TVA 
Specification No. 7393 and drawings mentioned 
therein. 


| One 500,000-kilowatt, 0.9 pf, 24,000-volt, 

| 3-phase, 60-cycle, cross-compound steam 

| turbogenerator and two 10,000-hp, 6,600-rpm 
| boiler feed pump turbines in accordance with 
| TVA Specification No. 7393 and TVA drawings 
| HB-73158, C-BF-72658, SK-72858, 45D810012, 

| 37-SH-4-44NOOORL , 37-M-4-47W209R7, and 

| 37-M-4-4 7WRI5R3. 


| wane of Manufacturer 
eaton Yorks, } 


Point of Manufacture Newcastle npen Tyne, 6, 
Street City State | 


| Buglend. | 
Alternate, Same as item 1 except that in lieu of 
an exciter motor-generator set the Contrector 
shall provide means and any necessary equipment | 
for synchronizing the unit at approximately half | 
| synchronous speed or higher. | 
! 

Same of Manufacturer’*4- Parsons & Co.Ltd. 


| Point of Manufacturdleweastle Upen tyne, ry 





Reduction in contract price for omission of 
turbine tests specified under section 3% of the 
specification. 


Reduction in contract price for omission of 
generator tests only specified under section 3% 
of the specification (exciter tests as specified 
are required). 





Price adjustment per foot for increase or 
decrease in length of exciter bus specified 
under section 28 of the specification. Price 
adjustment will be proreted for changes 
involving fractions of a foot. 


Por C.a. PARSONS & * SRF. LIMITED 
(SGD) Harold F aaent P. Mis eran 


Directer Schedule of Prices TVA 9051 QUAT+H 55) 








ADMINISTERED PRICES 


Services of Erecting Engineers to supervise the 
installation, starting up, and initial operation 
of the equipment furnished hereunder, if required 
by TVA. (See Special Condition No. 22) 


Services of Erecting Mechanics, if required by 
TVA. (See Special Condition No. 22) 


OVERTIME. Bidder shall state: 


Bours eins regular workday 8.00 a.m 
to 4.3 p-n. 


Days constituting regular workweek if other 
then Monday through Friday 


Overtime rate paid to erecting engineer for: 


Hours in excess of regular workday $ Wil 
per hour. Poe. 


Hours worked on other than regular workday 
$_ Bil per hour. 


Overtime rate paid to erecting mechanic for: 


Hours in excess of regular workday $ 9-35 
per hour. 


Hours worked on other than regular workday 
$ 12.5 per hour. 


: These overtime rates are for information 
only. See special condition Services of 
Erecting Baginecrs and/or Mechanics for 
the overt or A jurse 
the Contractor. 

AWARD OF CONTRACT. 


TVA expects to give the successful bidder a 
letter of intent, to be followed later by a 
formal contract. The privilege to delay a final 
decision to purchase the wit without affecting 


C.4. PARSONS & OGMPANY LIMITED 
(SGD) Harold P, Martin 
a ee ‘ 
M ' Schedule of Prices 


TVA 9081 (4AT-?-55) 





ADMINISTERED PRICES 


UNIT PRICE | 





| the delivery dates and to cancel the letter of 
intent or contract by the payment of e minima 
cancellation charge is of considerable 
importance to TVA. Accordingly, TVA reserves the 
|right, in evaluating the bids, to take into 
}accoumt any substantial differences in the fore- 
going privilege ani the terms of its use. In 
this connection the bidder is asked to provide 
the following information for items 1 and la: 


! 


|l. The latest date upon which fabrication of the| 
turbogenerator unit can start without affect-| 
ing the delivery dates required by TVA. 


Item 1. 4 Months setee cay? of letter 
Item la. 4 Months after date of letter 
tent | 


° 
The cancellation charge, if any, which TVA 
must pay if it elects, on the date specified 
under 1 above, not to proceed with the pur- | 
chase of the unit. | 


Item 1. £60,000 


Item la. $60,000 


The latest date upon which cancellation of 
the letter of intent or contract by TVA will 
be accepted without charge of more than one 
doller ($1). 


Item 1. 1 Month after date of 1 
Item la. 1] Month after date of lett 
f int 


e 
The cancellation charge which TVA must pay 
if it elects, on the first day of any month 
following the date specified under 3 above, 
not to proceed with the purchase of the wit. 
The bidder is requested to state a figure for 
the first day of each month from the date 
specified under 3 above up to the latest date} 
for which a cancellation charge not larger 
than $250,000 will be accepted. In stating 
these dates the bidder confirms thet if the 
purchase is not cancelled, the bidder can 
still meet or better the required delivery 
dates. 














or e 
(SGD) Harold P. Martin 


sicoen Schedule of Prices 
Direeter 


TVA 0051 (MAT-7-55) 
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Cancellation Charge 
First day of: fal tout 
2nd Month £10,000 $10,000 
3ré Month $30,000 $30,000 
| 4th Month 460,000 $60,000 
| $th Month ff100,000 $100,000 
| 6th Nenth £175,000 £175,000 
| ‘Th Month £250,000 $250,000 | 


| 


| COST ADJUSTMENT 


Are prices quoted firm Y@® (yes or no) or 
subject to adjustment in accordance vith the 

ecial condition, Cost Adjustment provision 
|_#@ (yes or no): 


|If prices are to be adjusted in accordance with 
|the special condition, Cost Adjustment, the | 
|amount of transportation charges included in the | 
j bid price is $ © - This information is 


only for the purpose of computing Cost 
Adjustment. 


| PERFORMANCE BOND PREMIUM. 





|The special condition Performance Bond provides 
for the contractor to execute a performance bond. 
If TVA should waive this bond requirement, state 
the amount of Tt td0 you will allow TVA for such 
waiver. $ ’ Proposal “A* 


« “3° 





, 
TECHNICAL SERVICE PERSONNEL. 


| (This clause applies emty to foreign bidders. ) 
Bidder shall state the number, the qualifications 
and the business addresses of its technical 


service rsonnel located in the United States or 
Canada. Three ehuieal & ten service 


CA. Parsons of Canada Led. 


(SGD) Harold P. Martin 
WE 4 -- Directer Schedule of Prices 
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SUBMITTAL OF DRAWINGS. 


Humber of calendar days after avard within which 
drawings will be submitted by contractor for j 
approval. days. The time required 

by Contractor to submit or resubmit and by TVA 
to approve drevings is included in the time of 
performauce promised by the bidder. 


SPECIAL NOTES 
TVA reserves the right to reject all bids. 


TVA reserves the right to reject any ites 
while making award on other items. Items 1 
and le are alternates and only one of them 
will be awarded. 


A bid is required for items 1, 2, 3, 4, 5, 
and 6. If a bidder elects to submit a bid 
for item la he must provide a full and com- 
plete detailed description of the equipment 
proposed and the method of operation. The 
acceptance or rejection of this item in lieu 
of item 1 shall be entirely at the discre- 
tion of TVA. 


It wili not be necessary for bidder to 
complete colums 1 through 5 under Shipping | 


Data, form 5052. | 


| 














| 


ie we fof 
or C.A. PARSONS & COMPANY LIMITED 
(SGD) Harold ¥, Martin 
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DELIVERY AND SHIPPING DATA 
1. 


TVA's schedule calls for delivery of the equipment to be made at the 
jobsite as indicated below: 2. 


1. All turbogenerator embedded parts and soleplates 1-1-61 
2. Oil reservoir and complete accessories 7-1-61 
3. Turbine lineup parts 1-1-62 
4. Balance of turbine parts 2-1-62 
5. Generators, exciters, and accessories 3-1-62 


Bidder to state below when he will deliver the above equipment at the 
jobsite: 


1. All turbogenerator embedded parts and soleplates 1-1-6) 


2. Oil reservoir and complete accessories T-1-61 


3. Turbine lineup parts 1-1-62 


4. Balance of turbine parts 2~1-62 


j}-1-62 


5. Generators, exciters, and accessories 
Bidder must state: 


Point or points of shipment Neweastle Upen Tyne, 


London or Liverpool. 3. 
posal "A" - 
Total estimated shipping wane - Ser as 


Pro “Re - ,000 
Seat size, and. t of heaviest and largest pieces 
Inger Stater, R.P.M. Line, 29°O* x 11'O" = IIT", 369,600 lb. 
Outer Stator R.P.M. Line, 25'0" x 16'6" x 16'0", 179,200 lb. 


Railroad or railroads on which he can load at point of shipment 
Gaited States Southern Railways h 


ADMINISTERED PRICES 


Reqn. 31-57950 
SPECIAL CONDITIONS 


1. Deli . Delivery is required as stated in “Delivery and Shipping Data." Bids 
ete aco delivery will be considered in relation to the probable added 
cost to . 


Evaluation of All Bids. 


a. All bids shall be evaluated for guaranteed turbine heat rate (refer to Basis 
on Which Heat Balance and Turbine Heat Rate Shall Be Calculated) at 500,000 
kw and at 125,000 kw, based on L- 1/72-inch Hg absolute back pressure. An 
amount shall be added to the bid price equal to $9,900 for each Btu/kwh that 
the bidder's guaranteed heat rate is greater than the lowest heat rate at 
500,000 kw guaranteed by any bidder. In addition, an amount shall be added 
to the bid price equal to $450 for each Btz/kwh that the bidder's guaranteed 
heat rate is greater than the lavest heat rate at 125,000 kw guaranteed by 
any bidder. 


If generator voltages or load split, other than those specified, are quoted 
the additional cost of generator switchgear and spare main transformer will 
be evaluated. 


This unit will be installed in TVA's existing Colbert Steam Plant, and it 
will be necessary to accommodate the installation to existing limiting 
dimensions, such as turbine room crane rail spacing. The additional cost 
to TVA of installing a unit which exceeds the limitations of the existing 
TVA structures will be taken into consideration in evaluating bids. 


Whenever applicable, equalizing elements cr factors not specifically men- 
tioned or provided for herein, such as the cost of erection or construction 


(including salaries, travel, and subsistence expenses), the cancellation 
provisions offered by the bidders, or any other element or factor in 
addition to that of the bid price which would affect the final cost to TVA 
may be taken into consideration in making award of contract. 


Beets of Foreign Bids. In comparing bids, a sum equal to 20 percent of the 

uated bid price will be added to each bid proposing manufacture at 
one outside of the United States, provided the cost of components produced 
at such points is 50 percent or more of the total. This sum will be added to 
cover compliance with Executive Order 10582, any differential appropriate 
because of the location of domestic manufacturers in areas of substantial 
unemployment, additional cost of coordination of designs and of TVA inspection 
at foreign locations, and an allowance for presently indicated differences in 
the use factor that can be achieved. 


Award of Contract. An award under this invitation will be made initially by a 
letter of intent. TVA's purchase of the turbogenerator and accessories is sub- 
ject to the completion of satisfactory arrangements for financing the purchase, 
and fabrication of the turbogenerator and accessories shall not begin until TVA 
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gives the Contractor written notice to proceed with the fabrication. If and 
when TVA givee such notice to the Contractor, a formal contract will be prepared 
and executed by the parties. In the event such notice is not given to the 
Contractor prior to the date specified by the Contractor under paragraph l, 
Award of Contract in the Schedule of Prices, the letter of intent will be deemed 
cancelled by TVA, unless the parties agree otherwise. TVA may cancel the letter 
of intent or the formal contract in accordance with the provision of paragraphs 
2, 3, and 4, Award of Contract in the Schedule of Prices. 


Materials Engineer. The Head Materials Engineer, Tenzessee Valley Authority, 
Kno: e, Tennessee, will represent TVA in the inspection of shop work and 
witnessing of shop tests. All commmications relative thereto, and copies of 
reports of tests and analyses, material or equipment orders, and stock material 
lists required by the specifications should be directed to him. 


Technical - The Head Mechanical Engineer, Tennessee Valley Authority, 

oxville, Tennessee, will represent TVA in the fulfil'’ment of the technical 
requirements of this contract. Communications relative to all technical matters 
other than shop inspecticn and testing should be directed tc him. Shop drawings 
and samples, when required, are sent to him for approval. 


Shop Inspection. The work under this contract shall be subject to inspection as 
provided ia the specification. 


Specification and Drawings. Anything mentioned in the specification and not 
aon in the drawings, or shown in the drawings and not mentioned in the speci- 
fication shall be of like effect as if shown or mentioned in both. In case of 
differences between the drawings ard the specification, the specification shall 
govern except to the extent that the Engineer before the starting of the work 
affected by such differences shall have notified the Contractor that the draw- 
ings shall govern. Should any conflict arise between TVA's specification hereto 
attached and those submitted by the Contractor, the former shall rule in all 
essential requirements, and when not otherwise determined by the Engineer, in 
matters of detail also. In case of discrepancy in the specification and draw- 
ings, the matter shall be immediately referred to the Engineer, without whose 
decision such diecrepancies shall not te adjusted by the Contractor, and the 
Contractor shall not proceed with the work so affected until he has received 
written orders from the Engineer, approved by the Contracting Officer. TVA will 
furnish, from time to time, such detail drawings and other information as it may 
consider necessary, unless otherwise provided. 


9. Limitation of Special or Consequentiel senages This peragraph supplements the 
clause of the same title in the Gen tions. The Contractor shall not be 
liable for any special or consequential damages on account of delay in performance 
of this contract or defects in the equipment furnished when and to the extent 
that in the judgment of the Contracting Officer such delay or defects are due 
to the reasonable efforts of the Contractor to improve the performance or 
expedite the manufacture, delivery or installation of the equipment through 
technological advances in design or materials or manufacturing, shipping, or 
installation methods which either are required because TVA's specifications 
exceed the scope of proven development in the industry of which the Contractor 
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is a part, or which the Contractor has obtained TVA's prior written consent to 
undertake; provided, that any defects in the equipment shall be promptly 
corrected by the Contractor at the Contractor's own cost; and provided further, 
that any decision of the Contracting Officer under this paragraph shall be sub- 
ject to appeal by the Contractor in accordance with the provision entitled 
Disputes. 


=i dated s. If the Contractor fails to deliver any portion of any of 
ve groups componente of the turbogenerator unit listed in paragraphs 

B(1) through B(5) of the Delivery and Shipping Data sheet within the time therein 
specified by the Contractor, it is agreed that TVA will be damaged by the delay 
in an amount which will be impossible to determine, and in lieu of actual 
Gamages, the Contractor shall pay TVA as fixed, agreed, and liquidated damages 
for such delay $2,500 for each calendar day delay of delivery of any one (or 
portion of any one) of the five 8 of components of the turbogenerator unit 
for the first 90 days of delay, $10, 200 900 for the next 60 days of delay, and 
$2,500 per day thereafter; provided, that if on any calendar day more than one 
group (or portion of a group) of components is delayed in delivery, liquidated 
damages shall be assessed for delay in delivery of only one such group of com- 
ponents (at the highest rate applicable for such day as to any such group); and 

ovided, further, that if a delay or part of a delay in the delivery of a group 
or portion of a group) of components is excused under the Delays and Remedies 
provisicn or the Limitation of Sportal or spnsegiee ties eases provision, the 
liquidated damages wi compu’ us e rates an periods stated above 
as if the delay or part thereof had not been excused, but the Contractor shall 


not be required to pay liquidated damages for the delay or part thereof that 
was excused. 


Patents. The Contractor shall at his own expense defen2 eny suit instituted by 
any party against TVA so far as it ts based on the claim that any apparatus or 
part therecf furnished under this contract or TVA's use of such apparatus or 
part for the purpose for which it was designed or for such other purposes, if 
any, specified in this contract constitutes infringement of any United States 
patent. TVA shall give to the Contractor immediate notice in writing of the 
institution of such suit, and shall permit the Contractor, through his counsel, 
to defend the same, and shall give all requisite authority and all needed and 
available information and assistance to enable the Contractcr to do so.. The 
Contractor shall pay all damages and costs finally awarded therein against TVA 
by reason of such infringement, but the Contractor shall not be liable under 
any compromise made without hie consent. If in any such suit said apparatus or 
part or such use thereof by TVA is held to constitute infringement and such use 
is enjoined, the Contractor shall et his own expense procure for TVA forthwith 
the right to use or wntinue using the said apparatus or part; provided, however, 
that subject to TVA's approval the Contractor may at his sole expense replace 


said apparatus or part with noninfringing apparatus or part, or modify it so 
that it becomes noninfringing. 


State Sales and Use Taxes. State sales and use taxes are not applicable to 


materials, Supplies, or equipment sold to TVA and such taxes shall not be included 
in the price quoted in response to this invitation. 


Bidder hereby certifies as 4 part of his bid that no state sales or use tax has 
been included in the price or prices quoted in the bid. 
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Changes. The Contracting Officer may at any time, by written order, and with- 
oat notice to the sureties, make changes in the work within the general scope 
of the contract, including changes in the drawings and specifications. If 
such changes cause an increase or decrease in the amount of work under this 
contract or in the time necessary for its performance, an equitable adjustment 
will be made in the price or the time allowed for performance, or both, and 
the contract shall be modified in writing accordingly. All claims by the 
Contractor for adjustment under this paragraph must be asserted within 30 days 
from the date the change is ordered, and in the meantime the Contractor shall 
proceed with the work as so changed. 


Claims. The Contractor shall, at his own expense, assume the defense of and 
‘save harmless TVA from all claims for materials furnished or work done; shall 
promptly discharge the same and not suffer any mechanics or other liens to 
remain outstanding against any of the property used in connection with the work; 
and shall, on request, furnish satisfactory evidence that ail persons who have 
done work or furnished materials have been fully paid. If the Contractor fails 
to comply with his obligations as above, TVA may take such steps as it may deem 
appropriate to discharge such liens or claims and may withhold from any monies 
due the Contractor such amount as may be necessary to satisfy and discharge the 
same and any expense incident thereto. 


Claims and Protests. If the Contractor claims compensation for any damages 
alleged to have been sustained by reason of any act or omission of TVA, or any 
of its agents, or takes exception to any ruling, measurement, classificatim, 
calculation, or any definition or cther act of TVA, he shall, within 30 calendar 
days after the arising of the cause for any such claim or protest, file, with 
the Contracting Officer, a formal written protest including an itemized state- 
ment of the details and amount of such damage or claim, or be considered as 
having waived all claims on account of the matter excepted to or complained of, 
end shall not be entitled to any payment on account thereof. 


Performance Bond. After award cf the contract, TVA may require the Contractor 
to execute the attached forms of Performance Bond, with security satisfactory 
to TVA, within ten days after the forms are presented for signature. The 
bond shall be executed in the amount of 25 percent of the contract price for 
Item 1 or Item la. The bidder should include an amount for the bond premium 
in his bid. The Performance Bond must be with a domestic surety corporation 
approved by the Treasury of the United States to make bond on Government 
contracts. 


Inspection. All materials and workmanship shall be subject to inspection and 
test at all times and places, and, when practicable, during manufacture or 
construction. TVA shall have the right to reject articles or work which con- 
tain defective materials or workmanship, or which do not comply with the 
specification, and to require their replacement or correction in accordance 
with the contract, by and at the expense of the Contractor promptly after 
notification of rejection. If the inspection or test is made on the premises 
of the Contractor, the Contractor shall furnish without additional charge, all 
reasonable facilities and assistance therefor. 


Inspection and acceptance shall not be conclusive as regards latent defects, 
fraud, or such gross mistakes as amount to fraud. Inspection and acceptance 
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or rejection of the material or work shall be made as promptly as practicable, 
but failure to inspect and accept or reject materials or work shall not 

impose liability on TVA for such materials or work as are not in accordance 
with the specification. Neither inspection, nor anything disclosed thereby, 
or acceptance, shall affect any warranty of the Contractor. Reference is made 
to the specification for further provisions, if any, as to inspection. 


The Contractor shall keep the Engineer informed in advance of the time of 
starting and the progress of the work in its various stages so that arrange- 
ments can be made for inspection. 


The Engineer and his assistants and other agents of TVA shall at all times 
have access to all places of manufacture where materials or equipment are 
being made or prepared for us= under this contract, and shall have full 
facilities for unrestricted inspection of such materials or equipment. 


TVA's inspection of shop work and witnessing of shop tests will be the responsi- 
bility of the Inspection ard Testing Branch, Arnstein Building, Knoxville, 
Tennessee. 


Extras. No charge for extras will be allowed unless ordered in writing by the 
Contracting Officer and the price stated in such order. 


Bonus. No bonus will be allowed the Contractor for completing the work under 
this contract prior to the date specified. 


rt Data. Any supporting letters, drawings, specification and other 
da furnished with each copy of the bid. Within twenty (20) days 
efter the date of notice of award of contract, the Contractor shall furnish, 
if required, up to fifteen (15) additional copies of all data which were sub- 
mitted with his bid. All such additional data shall be sent to the Division 


of Materials, Tennessee Valley Authority, Lupton Building, Chattanooga, 
Tennessee. 


Waivers. No waiver of any breach of this contract shall be held to be a 
waiver of any other or subsequent breach. All remedies afforded TVA in this 
contract shall be taken and construed as cumulative; that is, in addition to 
every other remedy provided herein or by law. 


Services of St Date rs anifor Mechanics. The Contractor shall, if 
required, sh at such times and for such periods as specified by TVA, one 
or more competent erecting engineers as needed in connection with the installa- 
tion or testing of the equipment furnished under this contract and/or one or 
more mechanics to assiet the erecting engineer(s) or to perform installation 
work requiring special skills. The erecting engineer shall furnish instruc- 
tions on behalf of the Contractor as to proper methods and procedures on all 
technical phases of installation work as well as testing the equipment; shall 
inspect and indicate approval or disapproval of each phase of the work as it 
progresses; and upon completion of the installation work shall make a final 
inspection thereof and indicate his approval or disapproval. The erecting 
engineer shall also advise TVA engineers, when requested, as to the proper 
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sequence of the work or on other matters relating thereto, but the direct 


responsibility for planning, supervising, and executing the work shall remain 
in TVA. 


For the services of each erecting engineer and each mechanic, the Contractor 
will be paid the respective amount stated in the Schedule of Prices for each 
regular workday or fraction thereof as defined in the Schedule. In the event 
TVA requires the erecting engineers and/or mechanics to render services in 
excess of the regular workday as defined by the Contractor in his bid, TVA will 
reimburse. the Contractor for such reasonable overtime expense as the Contractor 
incurs thereby. TVA will not reimburse the Contractor for any overtime rates 
paid for any time spent in travel. The t will cover the entire period 
of time that the erecting engineers and/or mechanics are in the service of TVA, 
including not more than the time required to travel by the most direct rail 
route from the Contractor's fabricating plant (or from the point at which 
travel actually begins, whichever is nearer) or from the point of entry into 
the United States if the Contractor's fabricating plant is located outside the 
United States, to the site of erection and return. Reilroad and sleeping car 
fares and other necessary transportation expenses for travel within the United 
States will be paid by TVA (in accordance with TVA Travel Regulations), but no 
payment will be made for subsistence or other personal expenses while en route 
or elsewhere. TVA will not pay cr reimburse Contractor for any transportation 
expenses incurred in travel outside the United States. The Contractor must 
take advantage of round-trip transportation rates. Receipts must be submitted 
for Pullman accommodations and cther authorized miscellaneous expenses. The 
exact beginning and ending dates of the travel period mst be shown on invoices. 
TVA will furnish the Contractor s copy of the above-mentioned Travel Regula- 
tions on request. Payment for services of erecting engineers and/or mechanics 
will be made monthly, during the period such services are required by TVA, 
upon receipt of invoice in duplicate. 


Terms of Payment. Payment lesa such deductions se TVA may be entitled to 
retain hereunder will be made as fcllows: 


Within thirty (30) calendar days after notice of award of contract, the Con- 
tractor shell submit to TVA a list of principal parts or groups of parts not 
exceeding forty (40) in number, comprising the equipment to be furnished, 
identifying parts by drawing numbers and titles. Opposite each such part or 
group of parta shall be shown the proportionate part of the total contract 
price allocated thereto, which amcunt shall be divided into three parts 

r senting (a) the value of materials delivered to the Contractor's plant, 
(b) the Contractor's cost of shop labor, and (c) costs of traneportation. The 
above allocations of the total contract price shall be subject to the approval 
of TVA, and when so approved, shall become a part of the contract. 


Payment will be made upon completion of 25, 50, 75, and 100 percent of divi- 
sion (a), (b), or (c), for esch part contained in said list, within thirty (30) 
calendar days after receipt by TVA of properly certified invoices and proper 
evidence showing that the work which is the subject of the invoice has been 
completed, and such payment shall be in the amount of ninety (90) percent of 
the value of the work so determined to be completed. 
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Final payment including the remaining ten (10) percent of the progress 
invoices will be made within sixty (60) calendar days efter acceptance of all 
equipment covered by this contract and after receipt of necessary indexes for 
applying cost adjustment provisions, where applicable; provided that, if 
through no fault of the Contractor acceptance is delayed for more than ten 
(10) months after date of final shipment, final payment will be made within 
twelve (12) months from date of final shipment. Such final payment, however, 
shall not relieve the Contractor of any of his unfulfilled obligations under 
this contract, and may be withheld until the Contractor has fully complied 
with all the terms of this contract on his part to be performed, after written 
notice from TVA so to do. 


Payment for services of erecting engineers and/or erecting mechanics will be 
made monthly during the period such services are required by TVA. 


Separate invoices must be submitted, in duplicate, for each progress payment, 
each payment of labor and material cost adjustment, and the ten (10) percent 
retained. Each cost adjustment invoice shall be supported with detailed 
sheets showing how vendor computed the amount billed. 


Cost Adjustment. If the bidder states in the space provided in the Schedule 
for that purpose that his bid is subject to escalation, ninety (90) percent 
of the contract price for items 1 or la, of the contract (exclusive of trans- 
portation charges on the finished article) shall be adjusted to compensate 
for general changes in labor snd material costs as herein provided. Such 
adjustment shall be computed by the Contractor on each progress payment pro- 


vided for in the Terms of Payment provision as soon as necessary indexes are 
available. 


A. The following terms used hereinafter are defined as follows: 


1. Basic Labor Index shall be determined by adding the monthly average 


hourly earnings figures for "Electrical Generating, Transmission, 
Distribution, and Induetrial Apparatus” (Industry Code 361) as 
determined and reported by the U. S. Department of Labor, Bureau of 
labor Statistics, for the month in which the bid was made, the month 
preceding such month, and the month succeeding such month, and 
dividing the total by three. 


Basic Material Index shall be determined by averaging the monthly 
material indexes described below for the same three-month period 
used in determining the Basic Labor Index. The monthly materials 
index shall be a composite index computed by using the f.o.b. mill 
price per pound, for the particular month, of each material shown 
below, as determined and reported by the U. S. Department of Labor, 
Bureeu of Labor Statistics.. The price of materials shall be 
weighted in the percentages shown and the resulting figure compared 
with the weighted price of the same materials for the month of 
January 1954 to determine the monthly index. 
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Material BLS Specification Code No. Weight in % 


Carbon Steel Plate 10-14-26 10 
Alloy Steel Bars 10-14-37 
Electrical Sheet 10-14-50 10 
Carbon Steel Pipe 10-14-58 
Stainless Steel Tubing 10-14-65 
Steel Castings 10-15-41 
Steel Forgings 10-15-71 
Copper Wire 10-26-01 10 


3. Labor Adjustment Index shall be the average hourly earnings figure 
for the month during which the labor was actually performed on the 
part for which the progress payment is made, such indexes being 
identified as to source in subparagraph 1. above. When the progress 
payment covers labor performed over a period of more than one month, 
the "Labor Adjustment Index" shell be a weighted average of the 
monthly hourly earnings figures for the months during which labor 
was actually performed. 


Materials Adjustment Index shall be the index for the month during 
whi e materials were actually received by the Contractor for 
the part on which progress payment is made, such indexes being 
identified as to source in subparagraph 2. above. When the progress 
payment covers materials received over a period of more than one 
month, the "Materials Adjustment Index” shall be a weighted average 
of the indexes for the months during which such materials were 
actually received. 


Adjustments for changes in labor costs will be computed by multiplying 
fifty-five (55) percent of the total amount of each approved invoice for 
progress payment (exclusive of transportation charges on the finished 
article) by the percentage 5f increase or decrease in the labor index 
noted above. The percentage of increase or decrease in the labor index 
will be computed to the nearest one-tenth of one percent by comparing 
the "Labor Adjustment Index” with the "Basic Labor Index,” both as 
defined above. 


Adjustments for changes in material costs will be computed by mltiplying 
thirty-five (35) percent of the totel amount of each approved invoice for 
progress payment (exclusive of transportation charges on the finished 
article) by the percentage of increase or decrease in the material index 
noted above. The percentage of increase or decrease in the material 
index will be computed to the nearest one-tenth of one percent by com- 
paring the "Materials Adjustment Index" with the "Basic Material Index,” 
both as defined above. 


Should the indexes referred to above be discontinued or otherwise become 
unavailable, the Contracting Officer, after consulting the Contractor, 
shall select other indexes or another method of cost adjustment which, 


in his judgment, will result in an equitable adjustment of the contract 
price. 
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E. In applying the “Labor Adjustment Index," or "Materials Adjustment Index," 
as provided above, the status of contract performance shall govern as 
follows: 


1. No increase shall be allowed for the value of materials used or labor 
expended after the contract completion date when the delay has not 
been excused in writing by the Contracting Officer under the pro- 
visions of the Delays and Remedies clause. 


If the contract is fully performed on or before the contract com- 
pletion date or as that date may be extended by the Contracting 


Officer in writing under the provisions of the Delays and Remedies 
Clause, the full price adjustment will be made. 


In the event the Contracting Officer orders changes in the drawings or 
specifications or other charges in the contract for which an increase in 
the contract price is provided, such addition to the contract price shall 
not be subject to the above cost adjustment provisions unless specifi+ 
cally provided for in the contract supplement. Where it is agreed that 
such adjustment provisions will apply, the month in which the quotation 
on the additional unit of equipment or part is made shall constitute 
"the month in which the bid was made” for the purpose of determining 
"Basic Labor and Materials Indexes,” and cost adjustment on the addi- 
tional unit or part shall be calculated independently from cost adjust- 
ment on the original contract price. 


25. Efficiency Test Adjustment. The efficiency of the unit as determined by the 
tests coed for in section 36 of the specification shall be compared with 
the guaranteed efficiency. There shall be added to or deducted from the 
price, as the case may be, $9,900 for each Btu/iwh in excess of 20 that the 
turbine heat rate determined by test at an output of 500,000 kw is lower or 
higher, respectively, than guaranteed, and $450 for each Btu/kwh in excess 


of 20 that the heat rate at 125,000 kw is lower or higher, respectively, 
than guaranteed. 


26. Shipping Information. The Contractor shall furnish copies of shipping bills 
or memoranda for each shipment giving the description; number of pieces; 
total weight; and, if shipped by railroad freight, the car initials and number 
to: 


Project Manager 

Colbert Steam Plant 

Post Office Box 2000 
Tennessee Valley Authority 
Tuscumbia, Alabama 


Chief Storekeeper 

Colbert Steam Plant 

Post Office Box 2000 
Tennessee Valley Authority 
Tuscumbia, Alabama 





27. 
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TVA Inspector at Contractor's 
Plant 2 copies 


Field Office. TVA will furnish the Contractor with field office space, office 
e, and telephone (local calls only) at TVA expense. Toll calls will 
be for the Contractor's account. 


Manufacturer's Performance Schedule. The successful bidder shall submit prior 


to award a general control schedule supporting the delivery promise made by 


him and included as a condition of the contract. The Contractor shall also 
submit monthly a progress schedule indicating the progress made during the 
preceding month. The general control schedule shall show commencing and com- 
pletion dates for the principal features of the Job upon which performance 

is based including but not limited to the following items: engineering, 
design, submittal of drawings for approval, placement of orders for materials, 
receipt of materials, shop fabricating, testing, and shipment. The monthly 
progress schedule shall show by percentages the actual cuwmlative performance 
toward scheduled completion including percentage of drawings approved. 


These schedules shall be submitted to the Contracting Officer in approximately 
the forms attached. If the Contractor has a form of report readily usable or 
adaptable for the purposes outlined above, such form may be used if acceptable 
to the Contracting Officer. 
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BASIS ON WHICH HEAT BALANCE 
AND TURBINE HEAT RATE 
SHALL BE CALCULATED 


Conditions of steam at throttle of main turbine, 2,00 psig, 1050 F 
(all loads). 


Reheat temperature, 1000 F (all loads). 
Back pressure on main turbine, 1-1/2-inch mercury absolute (all loads). 


Steam flow to air ejector, 1,000 pounds per hour (all loads). 
1,000,000 Btu/hr shall be considered as transferred to the condensate. 


Drain temperature and enthalpy from air ejector 116 degrees, 83.9h 
(all loads). 


Heat rise in condensate, booster, and drain pumps shall not be 
considered. 


Correction to saturation enthalpy due to compression for the condensate 
system (condenser to deaerator) shall not be considered. 


Correction to saturation enthalpy due to compression in the boiler feed 
system (boiler feed pumps to boiler) shall be calculated on the basis of 
a constant pressure of 2,700 psig in the entire system at all loads. 


The heat rise in the boiler feed pump shall be calculated on the basis 
that the total pump brake horsepower as shown on curve C-BF-72858 is 
utilized in heating the feedwater. 


The final feedwater temperature to the boiler shall be between 516 and 
52h F at a load of 500,000 kw. 


The terminal difference for heaters Nos. 2, 3, 5, 6, 7, and 8 shall be 
S F at all loads and O F for heater No. 1. 


The drain terminal difference for Nos. 1, 2, 3, and 5 heaters shall be 
10 degrees (above temperature of feedwater into heater). 


Pressure drop from the turbine extraction flange on outside of shell to 
the heaters shall be 5 percent for all heaters at all loads. (Each heat 
balance diagram shall show both the pressure in the turbine and at the 
extraction flange.) 


Pressure drop from the high-pressure turbine exhaust flange to the inter- 
ceptor valve inlet shall be 10 percent at all loads. 
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Pressure drop from the high-pressure turbine exhaust flange to the 


throttle of the boiler feed pump turbine shall be 2 percent at all 
loads. 


Disposition of gland steam shall be clearly shown on the heat balance 
diagrams, giving flows, enthalpies, and temperatures at all loads. 


Should the pressure in the deaerating heater be below 5 psig at any 
load, the pressure shall be maintained at 5 psig from the No. 2 ex- 
traction line. 


Speed requirements of the boiler feed pumps shall be as shown on curve 
C-BF-72858. 


Turbine heat rate shall be calculated in accardance with the following 
formula: 


Qi(Hy-hy) + Q2(H3-He) 
hi es 
Turbine heat rate Generator output + boiler feed pump tw e output 


Where Qi = Flow to throttle 
Hj = Enthalpy of steam at throttle 
= Enthalpy of feedwater to boiler 
= Flow through reheater 
= Enthalpy of steam from reheater 
= Enthalpy of steam to reheater 
Generator output = Output at generator terminals 
BFP turbine output = Output at boiler feed pump turbine 
coupling (pump brake horsepower as 
shown on curve C-BF-72858) 
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31-57950 


DATA TO BE SUBMITTED WITH BID 


Each bidder shall furnish with his bid complete data for the equipment 
proposed in the order listed below. Data shall include but not be limited 
to the following and must be complete. As applicable, the following infor- 
mation shall be for extraction operation. (Items 1 through 43, inclusive, 
apply to the main turbogenerator, and items 44 through 55, inclusive, apply 
to the boiler feed pump turbine.) 


Main Turbogenerator 
Manufacturer's standard specifications for all equipment proposed. 


Dimensioned outline prints of the turbogenerator unit, giving approxi- 
mate weights on the foundation and showing locations of main piping 
connections and stator terminal equipment. 


The bidder shall provide a statement outlining his experience and/or 
stage of development for turbogenerators of the type specified herein 
and of comparable capacity and steam conditions. This shall include 
a list of all units either on omer or delivered which have turbines 
similar to those proposed and a list of all units either on order or 
delivered which have generators similar to those proposed. 


Weights of principal parts to be handled during erection. 


Calculated turbine expansion lines for each valve point, which shall 
include one at maximum expected throttle steam flow. 


Absolute pressures of steam at extraction points for loads obtained 
in item 5. 


Tufbine exhaust loss curve or curves, extended to cover the highest 
expected load, from 2-1/2- to 1/2-inch mercury absolute. 


Packing leakage and enthalpy curves. A complete description shall be 
made of the method of disposing of this steam. 


End point curve for 1/2-, 1-, 1-1/2-, 2-, 2-1/2-, and 3-1/2-inch 
mercury absolute exhaust pressure, not including exhaust losses. 


Speed-no-load steam with full excitation. 


Description of and specifications for the insulation of the turbines 
including the flanges, and surface temperature of the insulation. 


35621 O—60—pt. 13———43 
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Specifications of the metal subject to the 1050-degree temperature. 
(See also 1.) 


Air leakage through turbine shaft seals at 15-inch mercury back 
pressure with sealing steam on. 


Approximate cubic contents of turbine, down to the exhaust flmge, 
which must be exhausted upon starting. 


Last-stage blade length and shaft diameter to point where blade length 
is measured. 


Method of shipping generator and assembly at the site. 
The bidder shall complete the tabulation below: 


Ho Press., Generator Continuous 
Psig Capability, Kva at 0.9 PF 


Air-cooled 
0.5 
30.0 
45.0 
60.0 
555,555 


611,111 
Generator. 


a. Description of method of cooling stator and rotor. 


b. Nominal excitation voltage and exciter ratings. 
c. Type of excitation and voltage control. 


Gas seal welding required (in feet) at site to seal each generator 
housing and list of parts requiring gas seal welding at the site. 


Description of generator stator and rotor windings, including statement 
of conductor material, insulation, and number of circuits. Description 
of stator lamination material and insulation. 
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Cooling water required for hydrogen and/or other cooling medium cooler 
in gpm at maximum load comdition and at 90 F water temperature. 


Cooling water required for lubricating oil cooler in gpm at 90 F water 
temperature. 


Total lubricating and seal oil required for the unit and total stator 
cooling oil (if used) required for the unit. 


Gas volume within stator housing with rotor in place. 


Guaranteed and expected hydrogen leakage at rated gas pressure for 
555,555-kva operation in pounds per 2h hours. 


Generator continuous output, underexcited, when charging transmission 
line, at rated speed and voltage with stable voltage control in kva. 


Generator reactances, including direct-axis synchronous, transient, 
subtransient, negative, and zero sequence. 


Generator open circuit and zero power factor saturation curves. 


Generator reactive capability versus kilowatt load curves at rated 
and maximum hydrogen pressures. 


Description of voltage regulator system for dirct- and motor-driven 
exciters. 


Description of neutral grounding equipment. 

Description of generator cooling system, including coolers, shaft seal, 
oil purification; also, air and hydrogen purging equipment. Also for 
water-cooled stators, description of water purification equipment. 
Approximate horsepower rating of all -motors shall be included, 
Description of exciter cooling system and air filter. 


Description of stator terminal equipment. 


Description of exciter m-g set including approximate weights and 
dimensions, kilowatt rating of direct-current generator, and horsepower 
rating of motor. Set efficiency at 1.0 and 0.75 rated output of set; 
motor locked rotor, pull-up, and breakdown torques; motor locked-rotor 
and full-load current; and set inertia constant shall be included. 


Description of exciter switchgear, including dimensions. 


Description of exciter bus, including dimensions. 
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Load split between two shafts for back pressures listed above and load 
split between two shafts for valve points on which guarantees are made. 


Statement as to what parts will be assembled in factory and list of 
factory tests included. 


Description of balance procedure for turbine and generator with specific 
methods used to avoid distributed unbalance in the rotors. 


Applicable ASTM Specification, or equivalent, giving physical and 
chemical properties for the main steam piping from the stop valve to 
the steam chest and for the reheated steam lines from the interceptor 
valve to the turbine. 


Clearance diagram for generator rotor and cooler removal. Diagrams 
shall show the required distance from the turbine end of the machine to 
pull the generator rotor (skewed or straight out). Diagrams also shall 
show the required distance from the turbine end of the machine to pull 
the generator cooler, if horizontal, or the required distance from the 
top of the machine to the crane hook to pull the hydrogen coolers, if 
vertical. 


The bidder shall present a resume of facilities in the United States 
and/or Canada available for repair and service of major turbogenerator 
parts. This summary shall be broken down to specific major turbo- 
generator parts and include type of service available and an estimate 
of the time required to complete major repair work. 


Boiler Feed Pump Turbines 


Manufacturer's standard specifications for all equipment proposed. 


Dimensioned outline print giving approximate major dimensions and 
weights, and showing size and location of all steam connections. 
Dismantling dimensions shall also be shown. 


The Contractor shall provide a statement outlining his experience 
and/or stage of development for turbines of the type, capacity, and 
operating conditions similar to those specified herein. This shall 
include a list of all units on order, delivered, and in operation 
which are similar to those proposed. 


Weights of principal parts to be handled during erection. 
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Complete performance data for the turbines, showing pressures, enthalpies, 
and flows at all openings for the operating condition(s) specified else- 
where in these specifications. The data shall be in sufficient detail 
and in such form as to permit the Contractor for the main turbine 
generator and/or TVA to prepare over-all cycle heat balances, incor- 
porating the turbine drive. 


Specifications of the metal subject to the 1050-degree temperature. 
Description of the construction used to prevent the turbine first- 
stage casing from being subjected to wide and rapid temperature 
fluctuations when operating in the range where the high-pressure 
steam control valve is alternately opening and closing. 


Cooling water required for lubricating oil cooler in gpm at specified 
water temperatures. 


Oil quantity to fill governor and lubrication system. 


Method of shipping and/or assembly at the site. 


Description of balance procedure with specific methods used to avoid 
distributed unbalance in the rotor. 


Description of thrust bearing wear trip device and its method of 
operation. 
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GUARANTEE OF PERFORMANCE 


Contractor guarantees that the heat rates, including all losses in the unit, 
and also exciter, stator cooling liquid pumps (if used), and rheostat losses, 
for rated throttle steam conditions and with 1-1/2 inches of mercury absolute 
at the exhaust nozzle will not exceed the following. Heat balances shall be 
provided for all loads. 


Proposal "a" 
Turbine 


*Output of Generator ine ndenser al Fe 
Power Throttle Flow Heat Rate Flow, Temperature, 
Kilowatts Factor Lb/Hr BTU /Kudi Lb/ir Degrees F 


a 
= 0.9 900, 000 6840 681, 350 
0.9 1,800,000 7858 1,242,467 
0.9 2,700,000 7643 1,772,046 
500,000 0.9 3,419,900 7330 2,179,422 


#*At valve point nearest loads listed. 


407,434 
psyese 


Note: Heat rates shall be calculated in accordance with basis sheet and 
heat balance diagram HB-73158 attached. The heat rates show above 
shall be substantiated by a turbine heat rate curve showing actual 
valve loops. 


Proposal "3° 
127,176 0.9 900,000 8664 680,854 we 
279,942 0.9 1,800,000 7878 81,242,439 451 
406, 351 0.9 2,706,000 1,771,727 Aga 
$00 , 000 0.9 3,429,600 2,105,245 $20 


Por 0. A. PARSONS & COMPANY LIMITED 
(SGD) Harold P. Martial 
Bidder 
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TVA 9699 (MAT-9-58) 
FOREIGN BIDDER QUESTI ONNATRE 


The following conditions apply tc any bid, and resulting contract, offering equipment 
manufactured outside the United States. 


Ocean Shipment. If equipment furnished pursuant to this ccntract is manufactured out- 
side the United States, the Contractor shall cause not less than 50% of the gross ton- 
nage thereof to be transported on privately owned Unitea States flag commercial vessels. 


Changes in Freight Rates. General Ccndition 14 of form 9660, CHANGES IN FREIGHT RATES, 
shall apply only to changes in tie rates of common carriers within the United States 
and shall not apply to the rates cf océ2n carriers. 


Change ir Impert Duties. If this contract is awarded and performed upon the basis of a 
price or prices which include import duties, any increase in said duties applicable to 
the shipment of the finished and delivered articles covered by the contract cccurring 
tetween the date of Contractor's bia and the date cf shipment specified in the contract, 
including any extension thereof in accordance with the DELAYS AND REMEDIES provision 
included herein, shall be borne by TVA, and any decrease in said duties cccurring 
betweer. the date cf Ccntractor's bid and the date cf actual shipment shall be credited 

o TVA. 


inapplicability of General Conditions. If award is made to a bidder whose manufacturing 
facilities are located outside the United States, General Conditions DOMESTIC MATERIALS, 
NONDISCRIMINATION, and WALSH-HEALEY ACT do not apply. 


seriicing of Equipment. A bidder offering equipment manufactured outside the United 
States shall have e general agent in the Unitec States cr Canada to handle all corre- 
spondence and other administrative details in the performance of the contract. The 


agent's authority shall extend to the receipt and acceptance of service of legal process. 
The bidder shall state: 


tane and address BoBleB. Andersen, 266 Kimball 4 veme, Westfield, New Jersey. 


of general agent ; Parsons ef Canada Ltd., Suite 
® e 

A bidder offering equipment manufactured outside the United States shall have adequate 

technical service personnel in the United States or Canada. The bidder shall state: 


09, 55. Yonge Street, 


Location of technical 
service personnel Terezto, Canada. 


Number and qualifications of technical service perscnnel 
Three Teehnieal Engineers os 
Ten Sexviee Engineers 
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TVA 9699 (MAT-9-58) Back 


FOREIGN BIDDER STI ONNALRE 
(Continued) 


Bidder shall also state: 


Name and address of domestic corporation ee oats settee Reweastle-cn-tyy, 
that will be surety on the Performance Bond Pprove surety corperation. 


Estimated calendar days in transit from point of 40 O45 
manufacture to destination by best service route _ days 


Complete route on which Fewenstlo-cu-Fyne » Birminghes Al., ; 
estimated time is based 9a@eper Al., Damsi Dansite M Prt: 33 Al. 


The Plant would be ef 





ue el eee. i) ae 


*Transportation charges eomplete United 
within the United States $ Kingdom mapufaeture. Import duty $ - 
“nr 


Tc be used only for the purpose of applying the following paragraph. 


Bidder shall state whether all materials bid on will be of domestic origin, foreign 
origin, or a combination cf both. If any item will be a combination, the bidder will 
then state the percentage of the total cost represented by the foreign components. 
For the purposes hereof the cost of the foreign components shall include all direct 
cests incurred in their production or manufacture and the transportation thereof to 
the pert cf entry, or if assembly with domestic components is to be made at a domes- 
tic factory, such cost shall also include transportation from the port of entry to 
such factory. Such cost shall also include any duty on the foreign components. The 
total cost of all components shall include all direct costs incurred in the produc- 
tion or manufacture of the domestic components and the costs of the foreign compo- 
nents as defined above. Total cost for these purposes shall exclude the cost of 
assembly of foreign with domestic components, of testing after assembly, and. of 
transportaticn from domestic factory to destination. It shall also exclude profit, 
“ommissicns, and overhead. 


Percentage of Total Cost Represented By 


Item Number Domestic Components Foreign Components 








on~ Fyn 


Lon. 
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No. 31-57950 
TENNESSEE VALLEY AUTHORITY 


FORGING QUESTIONNAIRE 


In view of the recognized difficulty of obtaining acceptable large 

forgings for intermediate turbine spindles and generator rotors, 

it is required that the Contractor take extra precautionary steps to 

insure against delays in machine delivery from this cause. The Con- 

tractor may elect either of the following two methods or he may offer 

another plan for acceptance by TVA if in the opinion of the Contracting 

Officer it provides equal assurance of protection against delay in 

delivery of machines because of unacceptable forgings. 

Fill in information on plan offered: 

1. A back-up forging will be provided ee no. 

Contractor to supply back-up forging order number and delivery 


promises. 


2. Orders will be placed for forgings early enough to insure 
delivery to the Contractor at least one orier-to-delivery 
cycle ahead of that needed to meet the machine delivery 
schedule yes RR. 


Contractor to supply order numbers and delivery promises. 


3. Bidder's proposed alternate method of insuring against 


such delays: 
Replace forgings @eould be obtained in 


one manufacturing oyele. 


See alse Page 1 of our Schedule of Comments. 
Per C. A. PARSONS & COMPANY LIMITED 


(8GD) Baus e. martin 


BIDDER 
Directer 
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TVA 1847A (MAT-3-56) 


WALSH-HEALEY ACT 


The following representations and stipulations pursuant to Public Act No. 646, Thth Congress, are made a part of this 
contract: 


(A) The Contractor is the manufacturer of or a regular dealer in the materials, supplies, articles or equipment to be 
manufactured or used in the performance of the contract. 





(B) All persons employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or 
equipment used in the performancs of the contract will be paid, without subsequent deduction or rebate on any account, not 
less than the minimum wages as determined by the Secretary of Labor to be the prevailing minimum wages for persons employed 
on similar work or in the particular or similar industries, or groups of industries currently operating in the locality in 

which the materials, supplies, articles, or equipment are to be manufactured or furnished under the contract; PROVIDED, HOW- 
EVER, That this stipulation with respect to minimum wages shall apply only to purchases or contracts relating to such indus- 
tries as have been the subject matter of a determination by the Secretary of Labor. 


(C) Wo person employed by the Contractor in the manufacture or furnishing of the materials, supplies, articles, or equip- 
ment used in the performance of the contract shall be permitted to wark in excess of 8 hours in any one day or in excess of 4 
hours in any one week, unless such person is paid such applicable overtime rate as has been set by the Secretary of Labor: 
PROVIDED, HOWEVER, That the provisions of this stipulation shall not apply to any employer who shall have entered into an 
agreement with his employees pursuant to the provisions of paragraphs 1 or 2 of subsection (B) of section 7 of an act entitled 
“The Fair Labor Standards Act of 1936"; provided further that in the case of such an employer, during the life of the agree- 
ment referred to, the applicable overtime rate set by the Secretary of Labor shall be paid for hours in excess of 12 in any 1 
day or in excess of 56 in any 1 week ani if such overtime is not paid, the employer shall be required to compensate his 


employees during that week at the applicable overtime rate set by the Secretary of Labor for hours in excess of 8 in any 1 day 
or in excess of 40 in any 1 week. 





(D) No male person under 16 years of age and no female person under 18 years of age and no convict labor will be employed 


by the Contractor in the manufacture or production or furnishing of any of the materials, supplies, articles or equipment 
included in the contract. 


(B) No part of the contract will be performed nor will any of the materials, supplies, articles or equipment to be manu- 
factured or furnished under said contract be manufactured or fabricated in any plants, factories, buildings, or surroundings 
or under vorking conditions which are unsanitary or hazardous or dangerous to the health and safety of employees engaged in the 
performance of the contract. Compliance with the safety, sanitary, and factory inspection laws of the State in which the work 
or part thereof is to be performed shall be prima facie evidence of compliance with this subsection. 


(F) Any breach or violation of any of the foregoing representations and stipulations shall render the party responsible 
therefor liable to the United States of America for liquidated damages, in addition to damages for any other breach of the 
contract, in the sum of $10 per day for each male person under 16 years of age or each female person under 18 years of age, 
or each convict laborer knowingly employed in the performance of the contract, and a sum equal to the amount of any deductions, 
rebates, refunds, or underpayment of wages due to any employee engaged in the perforgance of the contract; and, in addition 
the Agency of the United States entering into the contract shall have the right to cancel same and to make open market purchases 
or enter into other contracts for the completion of the original contract, charging any additional cost to the original Con- 
tractor. Any sums of money due to the United States of America by reason of any violation of any of the representations and 
stipulations of the contract as set forth herein may be withheld from any amounts due on the contract or may be recovered in a 
suit brought in the name of the United States by the Attorney General thereof. All sums withheld or recovered as deductions, 
rebates, refunds, or underpayments of wages shall be held in a special deposit account and shall be paid, on order of the 
Secretary of Labor, directly to the employees who have been paid less than minimum rates of pay as set forth in such contracts 
and on whose account such sums were withheld or recovered: PROVIDED, That no claims by employees for such payments shall be 


entertained unless made within 1 year from the date of actugl notice to the Contractor of the withholding or recovery of such 
sums by the United States of America. 




























(G) The Contractor shall post a copy of the stipulations in a prominent and readily accessible place at the site of the 


contract work and shall keep such employment records as are required in the regulations under the act available for inspection 
by authorized representatives of the Secretary of Labor. 


(H) The Contractor is not a person who is ineligible to be avarded Goverment contracts by virtue of sanctions imposed 
pursuant to the provisions of Section 3 of the Act. 


(I) No part of the contract shall be performed and none of the materials, articles, supplies or equipment manufactured 
or furnished under the contract shall be manufactured or furnished by any person found by the Secretary of Labor to be 
ineligible to be awarded Government contracts pursuant to Section 3 of the Act. 


$ (J) The foregoing stipulations shall be deemed inoperative if this contract is for a definite amount not in excess of 
10 ,000. 


The stipulations above enumerated are not applicable in the following instances: 





(A) Where the contracting officer is authorized by statute or otherwise to purchase in the open market without advertising 
for proposals; 


(B) Where the contract relates to perishebles, including dairy, livestock and nursery products; ("perishables" cover 
Products subject to decay or spoilage and not products canned, salted, smoked, or otherwise preserved); 






‘C) Where the contract relates to agricultural or farm products processed for first sale by the original producers; 


(D) Where the contract is by the Secretary of Agriculture for the purchase of agricultural commodities or the products 
thereof; 


(E) Where the contract is with a common carrier for carriage of freight or personnel by vessel, airplane, bus, truck, 
express, or railway line, where published tariff rates are in effect; 


(F) Where the contract is for the furnishing of service by radio, telephone, telegraph, or cable companies, subject to 
the Federal Commmicaticns Act of 1934. 


| 
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TVA 263 (MAT-4-68) TENNESSEE VALLEY AUTHORITY 
PERFORMANCE BOND 


Know At MEN By THESE Presents, That we, 
as principal, and 


I a I i ee eee ee 
bound unto the Tennessee Valley Authority, hereinafter called TVA, in the penal sum of 


Dollars ($ ), lawful money of the United States, for the payment of which sum 
well and truly to be made, we bind ourselves, our heirs, executors, administrators, and successors, 
jointly and severally, firmly by these presents. 


Tue ConpiTion oF Tus OsiicaTion Is Sucn, That whereas the principal entered into a certain 
contract, hereto attached, with TVA, dated os 
for 


Now Tuererore, if the principal shall well and truly perform and fulfill all the undertakings, 
covenants, terms, conditions, and agreements of said contract during the original term of said 
contract and any extension thereof that may be granted by TVA, with or without notice to the 
surety, and during the life of any guaranty required under the contract, and shall also well and 
truly perform and fulfill all the undertakings, covenants, terms, conditions, and agreements of any 
and all duly authorized modifications of said contract that may hereafter be made, notice of which 
modifications to the surety being hereby waived, then this obligation to be void; otherwise to 
remain in full force and virtue. 


In Witness Wuerzor, the above-bounden parties have executed this instrument under their 
several seals this day of o Wr 2ts 


the name and corporate seal of each corporate party heing hereto affixed and these presents duly 
signed by its undersigned representative pursuant to authority of its governing body. 


PRINCIPAL (Narre and Address) 


y 
(Signature) 
Title 


SURETY (Name and Address) 


By 
(Signature) ages i pe: 


Titles a NS 
*Attorney-in-Fact must furnish a certified copy of his Power of Attorney. 


Corporate surety states: 
The rate of premium on this bond is $ per thousand. 
The total amount of premium charged, $ 
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TENNESSEE VALLEY AUTHORITY 


SPECIFICATION NO. 739 
FOR 500,000-KW STEAM TURBOGENERATOR 
AND BOILER FEED PUMP TURBINES 
FOR COLBERT STEAM PLANT UNIT 5 


1. The Requirements 


a. Under item 1 of these specifications the Contractor shall design, 
furnish, and deliver one 500,000-kw, 0.9 power factor, 2,000-volt, 
3 ,600/1,800-rpm, or 3,600/3,600-rpm, 60-cycle, 3-phase, cross-compound steam 
turbogenerator, operating with initial steam conditions at the throttle 
of 2,400 psig ami 1050 F, resuperheating of the steam to 1000 F, discharging 
to a back pressure of 3-1/2-inch mercury absolute, and designed for 3 percent 
makeup complete with direct-connected main exciters, one motor-driven exciter, 
exciter buses, piping, turbine supervisory instruments, and all other 
auxiliary equipment as specified and as are customarily a part of such 
machines. In addition the Contractor shall design, furnish, and deliver two 
steam turbines to be used to drive the boiler feed pumps. For bid purposes 
the boiler feed pump turbines will be considered to be rated 10,000 horsepower 
each, at 6,600 rpm. Final rating and speed may vary from these figures, 
depending upon make of pump selected, pump efficiency, final water quantity 
to be handled, rating of booster pump, etc. The turbines shall be furnished 
with piping, supervisory instruments, and all other auxiliary equipment as 
specified and as are customarily a part of such machines. 


b. The boiler feed turbines shall be of the noncondensing type and 
will normally operate on steam from the cold reheat line at variable pressure 
with exhaust to a feedwater heater. Multiple extraction openings shall be 
provided tor extracting to intermediate feedwater heaters. The boiler feed 
pump turbines shall be incorporated into the cycle so as to produce a final 
cycle which will be practical, yet show best evaluated economy. After award 
of contract the Contractor shall cooperate with TVA in performing studies to 
determine the final feedwater cycle to be used; i.e., total number of 
feedwater heaters, number of extraction openings on the feed pump turbines, etc 


c. A high-pressure connection shall be provided on each boiler feed 
turbine for admitting steam at 2,00 psig, 1050 F for starting, low load, and 
possibly high load operation 
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d It is the intention of TVA to obtain the most modern machines 
available, consistent with these specifications, taking advantage of all the 
latest designs and improvements which have proved themselves in service, 
irrespective of whether they are mentioned specifically herein or not. 


e. Except as otherwise stated herein the Contractor shall furnish 
all the materials and do all the work required for all items included in the 
contract in strict accordance with these specifications. 


2. Location of the Power Plant 


a. The plant is located on the south bank of the Pickwick Dam 
Reservoir, approximately seven miles west of Tuscumbia, Colbert County, 
Alabama. There is a railroad siding at the site for unloading all materials. 


3. The Engineer 


a. Work under these specifications shall be subject to the approval 
of the Chief Engineer of TVA, hereinafter referred to as "the Engineer," 
acting directly or through properly authorized agents - 


4. TVA Drawings 


a. The generator and exciter main connections will be essentially 
as shown on TVA drawings SK-72858 and 5DS10012, Generator Single Line. 
The heat rates shall be calculated in accordance with heat balance diagram 
HB-73158. Boiler feed pump curve will be as shown on drawing C-BF-72858 
Drawings 37-SH-lj-lN200R1, 37-M-l-7W2O9R7, and 37-M-l-l;7W215R3 show the 
powerhouse and crane dimensions of the existing powerhouse. 


b. The TVA will furnish the Contractor with prints of the TVA 
drawings showing the general arrangement of the equipment within the plant 


amd giving basic elevations, dimensions, and clearances during the progress 
of the work. 


c. The Contractor will not be held responsible for the correctness 
of TVA's design, but he shall carefully check all dimensions am quantities 
on drawings and schedules furnished by TVA and shall advise the Engineer 


of any errors or omissions discovered 


d. TVA will furnish the Contractor, without charge, necessary 
copies of the contract and specifications and such number of prints of the 
TVA drawings as may reasonably be required for the work 


5. Drawings to be Furnished by the Contractor 


a. The Contractor shall furnish assembly am detail drawings, 
wiring diagrams, instructions. and cuts of the work in such number and detail 
as necessary for installation, operation, ami maintenance of the 
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equipment, and for demonstrating that it complies with the requirements 

of the specifications. These drawings shall be furnished as indicated below 
or, if no specified submission time is given, they shall be submitted as 
promptly as possible. 


b. Such drawings shall include but shall not be limited to the 
following: 


(1) Foundation drawings of all parts set into or coming 
in contact with concrete, showing method of supporting 
and method of anchoring into concrete. 


(2) Detailed drawings of all parts bedded in concrete. 


(3) Detailed drawings of all parts connecting to or 
related to equipment supplied by other mmfacturers 
or to equipment furnished by TVA. 


(4) All piping drawings, wiring diagrams, and drawings 
showing the method of lubricating parts. 


(5) Details of all parts which may require adjustment 
or are subject to wear. 


(6) Approximate plans and elevations of the entire turbo- 

; generator. Prints shall be submitted within thirty 
days from date of notification of award of contract. 
Final drawings shall be submitted not later than 
October 1, 1960. 


ow wf 
So 4 


Drains. 


Such subassemblies, cuts, illustrations, or drawings 
as are necessary to illustrate the functioning of the 
various parts of the governor. 


Piping and arrangement drawings of the governor am 
accessories. 


Detail drawings of the oil tank, showing internal 
piping. 


Wiring diagrams showing the electrical connections 
for the governor apparatus and all electrical 
instruments or equipment. 


Assembly drawings of exciters and exciter M-G set, 
showing access for maintenance and main field connections. 


Outlines of voltage regulator am neutral and exciter 
cubicle equipments. 
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-c. Five prints of each drawing shall be submitted to the Engineer 
for approval and in such sequence that he will have all information neces- 
sary for chec':ing. The Zngineer will, within fifteen days after receipt 
of prints of drawings for approval, forward one copy to the Contractor 


marked "Approved," “Approved with Correction as Noted," or “Returned for 
Correction." 


d. The Contractor shall make necessary corrections am revisions 
on drawings marked "Approved with Correction as Noted" and on drawings 
marked "Returned for Correction," and within fifteen days he shall submit 
prints for approval in the same routine as before. 


e. Any work done or material ordered by the Contractor prior to 
receipt of drawings "Approved" or "Approved with Correction as Noted" by the 
Engineer shall be at the Contractor's risk. After a print of any drawing 
has been returned "Approved" the Contractor may release to his shop for 
production all the parts covered by the approval. 


f. Drawings shall be made in a manner to give clear, permanent 
reproductions. Drawings shall be identified by serial numbers and 
descriptive titles indicating their application to the contract, and they 
shall be signed by a responsible representative of the Contractor. 


g. Approval by the Engineer shall not be held to relieve the 
Contractor of the responsibility for the correctness of the drawings 
furnished by him. 


h. If, at any time before the completion of the work, changes 
are made necessitating the revision of approved drawings the Contractor 
shall make such revisions and proceed in the same routine as for the 
original approval. 


i. After approval of drawings the Contractor shall furnish ten 
complete sets of prints of all drawings, and upon completion of all work 
the Contractor shall furnish TVA one set of vandyke negatives on thin 
paper, including all corrections and revisions made up to the time of 
completion of the work. 


j. Twenty copies of complete operating instructions shall be 
furnished in sufficient time to permit the training of operators prior to 
operation. 


6. Contractor to Cooperate with Others 


a. The Contractor shall cooperate with the mamufacturers of 
related equipment in the mutual exchange of drawings, dimensions, templates, 
and other information to the extent necessary to ensure the complete coordi- 
nation of the design, arrangement, and manufacture of all related parts. 


Copies of prints of all data so exchanged shall be furnished to the Engineer. 


35621 O—60—pt. 13———44 
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7. Materials and Workmanship 


a. Materials used in the work shall be new and shall be of kind, 
composition, and physical properties best adapted to their several purposes 
in accordance with best engineering practice. 


b. Approved material meeting the requirements, or better, of the 
appropriate specifications, where available, of the American Society for 
Testing Materials or other recognized standard shall be employed. 


c. Materials shall at all times be kept clean and protected 
from the weather and shall be free from excessive scale am rust. 


d. Workmanship shall be first class and shall be done by workmen 
skilled in their various trades. Tolerances, fits, and finish shall 
conform to the best modern shop practices in manufacture of finished products 
of nature similar to those covered by these specifications. Like parts 
shall be interchangeable insofar as practicable. 


e. Incidental fittings, fixtures, accessories, and supplies 
shall be of approved manufacture and of standard first-grade quality. 


f. Castings shall be true to drawings, homogeneous, free fram 
objectionable nonmetallic inclusions, and free from excessive segregation 
of impurities or alloys. 


g- A casting having any dimension less than called for in the 
drawings, sufficient to lower its strength to a value below that required 
by good engineering design, shall be rejected or repaired. 


h. Castings for turbine parts containing high-pressure and/or high- 
temperature steam shall be processed and inspected by the following 
methods, except that the Contractor shall make additional tests, if any, 
as he deems necessary to demonstrate the complete acceptability of the 
casting. Compliance with the following tests shall in no way be construed 
as to relieve the Contractor of his prime responsibility for the performance 
of the equipment: 


(1) Magnetic particle inspection. Magnetic particle 
inspection of ferritic materials made in 
accordance with provisions of Tentative Method 
of Magnetic Particle Testing and Inspection of 
Commercial Steel Castings, ASTM Designation 
A-272. 


Fluid penetrant inspection. Austenitic castings will be 
subjected to a fluid penetrant test as agreed upon by 


the: Sontreector ana TY. 
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(3) Casting processing. Castings shall be processed in 
accordance with ASTM Specification A216, A217, or 
A356 or in accordance with approved manufacturer's 
qualified procedures. 


Casting testing. All major bolted areas amd each 
fabrication weld (for a minimum distance of 3 inches 
back from the welded joint) of castings shall be 
tested by radiographing in accordance with para- 
graphs (a) and (b) below or in accordance with 
approved manufacturer's qualified procedure. 


(a) Radiographs of castings. Radiographic 
testing shall be in accordance with ASTM 
Specification E9, and shall demonstrate a 
casting quality at least equal to the 
requirements for class 2 castings, as 
contained in ASTM Radiographic Standards 
for Steel Castings E71, except that sand 
and inclusions may not exceed requirements 
of Radiographic Standard B3-X and spherical 
gas voids, and pinholes located in the 
outer 10 percent of the wall thickness 
may not exceed requirements of the Radio- 
praphic Standard Al-X, and generally 
distributed gas may not exceed requirements 
of Radiographic Standard A3-X; however, 
aluminum-killed steel may not exceed 
requirements of Radiographic Standard 
A2-X, 


Radiographs of welded joints. All welded 
joints on castings shall be radiographed 
in accordance with ASME Boiler Code, 
section VIII, paragraph UW-51. 


Welder qualifications. All welders performing 
welding of any nature for either welded joints or 
repair welding shall be qualified in accordance 
with section IX, ASME Boiler Code or as agreed 
upon by the Contractor and TVA. 


Electrodes. The electrodes used for the metal- 
arc-coated electrode process welding will be in 
accordance with ASTM Specifications listed below 
or as approved by the Contractor and TVA: 


Carbon steel - A233 
Low alloy steel - A316 
Austenitic steel - A371 
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i. All turbine and generator rotors shall be ultrasonic-tested, 
and the results of these tests shall not exceed the inner line of the 
Rankin-Moriarty curve. The method of performing the sonic test shall be in 
accordance with ASTM All€, entitled the Ultrasonic Testing and Inspection 


of Turbine ani Generator Steel Rotor Forgings. 


j. The design of steam pressure welded joints and welded connec- 
tions and the fabrication of welded-steel parts shall conform to the 
applicable paragraphs of the Boiler Construction Code of the American 
Society of Mechanical Engineers. 


8. Applicable Standards 


a. In addition to those standards mentioned elsewhere in this 
specification and unless otherwise specified, the following standards of the 
latest issue in effect at date of issuance of this invitation to bid 
shall form a part of these specifications. 


AIEE 600 Speed Governing of Steam Turbines 
AIEE 32 Neutral Grounding Devices 

AIEE 501 Test Code for Direct-Current Machines 
AIEE 503 Test Code for Synchronous Machines 
ASA C-2 National Electric Safety Code 

ASA C-50 Rotating Electrical Machinery 

ASA C-2 Definitions of Electrical Terms 

ASA C-57 Transformers 

NEMA SG5 Power Switchgear Assemblies 


9. Work to be Done and Materials to be Furnished by TVA and Others 
a. TVA or others will supply: 


(1) Foundations, foundation bolts, grouting forms, grouting 
and labor for pouring same, conduits, cable, and cable 
supports. 


(2) All electrical connections beyond the terminals of 
the electrical equipment, except exciter buses 
included herein. 


(3) Lubricating oil. 
(4) Station operating crew and other facilities for 


preliminary operation (except as provided for under 
items 5 and 6 of the Schedule of Prices). 
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All steam piping beginning at the throttle valve 

of the high-pressure turbine, all steam piping from 
the exhaust flange of the high-pressure turbine 

to the resuperheater and return to the intercept 
valve, amd all exhaust piping beginning at the 
exhaust flange. 


(6) All steam, water, and drain piping to and from the 
turbine except as hereinafter specified. 


(7) Hydrogen and C02 gas for use with generator cooling 
and scavenging systems. 


(8) Paint equipment after installation is complete. 


(9) High potential test set for dielectric test at 
site, if required. 


10. Access to Work 


a. The Engineer and his assistants and other agents of TVA 
shall at all times have access to all places of manufacture where 
equipment or materials are being made or prepared for use umer this contract, 
and they shall have full facilities for unrestricted inspection of such 
equipment or materials. 


b. The Contractor shall furnish suitable office space, equipment, 
and telephone facilities to enable TVA's representative to perform his 
official duties. 


11. Shop Inspection and Material Orders 


a. No material or equipment shall be shipped from its point of 
manufacture before it has been inspected unless the Engineer authorizes 
inspection to be made elsewhere. 


b. The Contractor shall, at his expense, prepare specimens and 
perform tests am analyses in accordance with standard practice, as required 
to demonstrate conformance of the various materials with these specifications 
and the data submitted by the Contractor with his bid. The Contractor 
shall, when requested, furnish to the Head Materials Engineer certified test 
reports in triplicate of all required tests and analyses. 


c. The Contractor shall furnish to the Head Materials Engineer 
test pieces and samples for independent analysis and test when such test 
pieces and samples are analyzed or tested in accordance with standard 
established procedure. 
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d. Within thirty calendar days after date of notice of award 
the Contractor shall submit to the Head Materials Engineer or his 
representative a list of the principal parts comprising each turbogenerator. 
Opposite each part there shall be shown dates representing scheduled dates for; 


(1) Receipt at the Contractor's plant of material 
for the part, except where such material is 
carried as stock by the Contractor. 


(2) Start of shopwork on the part. 


The Contractor shall furnish to the Head Materials Engineer or his repre- 
sentative, not less than once each calendar month, reports showing whether 
the material has been received and the percentage completion for each part. 
These reports shall fulfill the Contractor's obligation to keep the Engineer 
informed as to the progress of the work but do not relieve the Contractor 
of his responsibility of notifying the Inspector when either material or 
equipment is ready for inspection. 


e. The Contractor shall furnish to the Head Materials Engineer 
three copies of material or equipment orders, as issued, with one additional 
copy of each order or list to the Contracting Officer. 


f. All orders shall state the specification designation and shall 
bear reference to the drawing ami part number, if any, pertinent thereto. 
Orders also shall state that material is subject to inspection and testing 
and shall show the required date of delivery of the material to the 
Contractor's plant. 


g- The acceptance of any material or equipment by the Engineer 
shall in no way relieve the Contractor of any of his responsibility for 


meeting all of the requirements of the specifications, and it shall not 


prevent subsequent rejection if such material or equipment is later found 
to be defective. 


12, Marking 


a. All parts or units of assembly shall be marked or tagged with 
piece marks. Marks shall be in accordance with approved erection drawings, 
shall be clearly legible, and shall be so placed as to be readily visible 
when the part is being erected in the field. 


b. Connecting parts assembled in the shop shall, before 
dismantling for shipment, be matchmarked to facilitate erection in the 
field. All parts or assembly of parts also shall be so marked as to 
identify them with this contract, where necessary. 
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13. Preparation for Shipment 


a. The Contractor shall prepare all materials and articles for 
shipment in such manner as to facilitate handling and to protect them from 
damage in transit. Boxes and crates shall be marked and have a packing 
list enclosed showing the parts contained therein. 


ly. Language and Units of Measurement 


a. All items constituting the bid and proposal, as well as all 
documents submitted after award of contract, shall be written in the 
English language, and all mumerical data furnished therein shall use the 
foot-pound~second system of unit of measurement. 


15. Pipe Couplings, Bolts, and Nuts 


a. The sizes, dimensions, and tolerances of all pipes and pipe 
fittings used for TVA external connections to the turbogenerator and 
auxiliary equipment shall be as specified in American Standards Association 
Standard B36, Iron and Steel Pipe. All threads on pipes and pipe fittings 
used for TVA external connections shall conform to American Standard 
Association Standard B2.1, Pipe Threads. 


b. The sizes, dimensions, and tolerances of all screws, bolts, 
and nuts used for TVA external connections to the turbogenerator and 
auxiliary equipment shall be as specified in American Standards Association 
Standard B18, Bolts and Nuts. All threads on screws, bolts, and nuts used 
for TVA external connections shall conform to American Standards Association 
Standard Bl.1, Unified and American Screw Threads for Screws, Bolts, Nuts, 
and Other Threaded Parts. 
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DETAILED SPECIFICATIONS 


500,000-Kw Cross-Compound Turbogenerator 
(Sections 16 through 37, Inclusive, Apply to the Main Turbogenerator ) 


16. Capacity and Speed 


a. The turbogenerator shall be 500,000-kw maximum rated capability, 
0.9 power factor, with 3-1/2-inch mercury absolute back pressure and 
3 percent makeup. 


b. The speed shall be 3,600/1,800 rpm or 3,600/3,600 rpm. 


c. The load division between the two shafts shall preferably be 
not greater than 53-7 percent, with either shaft having the greater output. 


17. Operating Conditions and Requirements 


a. The steam conditions under which the turbine shall operate are 
as follows: 


Throttle pressure - 2,400 psig 
Throttle temperature - 1050 F.T.T. 
Reheated steam temperature - 1000 F.T.T. 
Pressure of steam (at turbine 

outlet flange) to reheater at 

maximum rated capability load - 450 psia, minimum 

- 475 psia, maximum 

Terminal pressure (normal) - 1-1/2-inch mercury absolute 


b. The unit shall operate at any combination of load and back 
pressures from 1/2- to 3-1/2-inch mercury absolute without causing objec- 
tionable surges in power output, detrimental vibrations, or objectionable 
noises. 


18. Turbine 


a. The steam turbine shall be direct-connected to and shall drive 
the electrical generator specified below. It and the boiler feed turbines 
shall be provided with bleeder openings as required for the extraction of 
steam with sufficient pressure and quantity to heat a quantity of feedwater 
equal to the turbine steam requirements plus 3 percent of the turbine steam 
requirements for feedwater makeup to a final feedwater temperature of 
approximately 520 F at 500,000 kw. The extraction pressures shall be such 
as to provide for an efficient plant heat cycle. The Contractor shall 
furnish TVA with cémplete turbine performance data and shall cooperate in 
establishing the final details of the feedwater cycle. 
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b. Suitable cgovernor-controlled, high-pressure steam admission 
valves, two or more turbine throttle valves, and an approved double inter- 
ceptor valve and reheat stop valve arrangement shall be provided. Each 
throttle and interceptor valve shall be equipped with permanent, integral 
strainers, and in addition one complete set of strainers with fine mesh 
shall be provided for each throttle and interceptor valve for use during 
the initial startup period to prevent foreign material from entering the 
turbine. Suitable means shall be provided for control of the steam flow 
into the turbine while starting the unit 


c. The turbine shaft seals shall be arranged for st ealing. 
The steam sealing equipment shall be furnished complete and shall include 
but not be restricted to a seal steam regulator, a seal steam condenser 
complete with two full-size exhausters, approved type, size, and class 
exhauster motor starters, remote-controlled air-operated steam feed and 
unloader valves and controllers as required, and transmitting seal steam 
pressure amd gland condenser vacuum gauges. Interconnecting piping, 
including necessary safety valves, between the main turbine, the seal regu- 
lator, and the seal condenser shall be furnished 


dad. The gland steam condenser shall be located in the feedwater 
cycle in parallel with the main condenser steam jet air pump condenser. It 
shall be designed to pass half of the condensate flow expected under the 
maximum expected load condition, with a pressure loss on the waterside not 
exceeding 5 feet of water. The gland steam condenser shall be designed for 
satisfactory operation with condensate inlet temperature of 110 F. 


e. The design of the connection between the exhaust connection of 
the turbine and the inlet to the condenser or condensers, which shall be 
welded, shall be made in cooperation with the condenser manufacturer. A 
rubber-type expansion joint shall be provided by TVA in the condenser neck, 


and the condenser shall be mounted solidly to its foundation. 


f. After assembly the turbine rotor shall be balanced in a dynamic 
balancing machine so as to run smoothly and without excessive vibration. 


g- All turbine surfaces, including piping and valves furnished by 
the Contractor, operating above 150 F shall be covered with an approved 
insulation. All flanges which must be unbolted for inspection seit be 
covered with an approved blanket insulation, arranged for removal and 
replacement with a minimum of damage. The unit insulation shall be covered 
by sheet-metal jackets or housings. All exposed surfaces that are not 
polished shall be filled, rubbed down smooth, and painted with 2 prime coat 
before shipment. Complete specifications and insulation drawings of the 
required number shall be furnished for approval to enable TVA to make an 
installation contract. 


h. A suitable turning device, complete with 3-phase, 60-cycle, 
440-volt driving motor, shall be provided for each shaft and shall be 
capable of starting the unit from standstill and rotating it at recommended 
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speed. The high-pressure device motor shall have sufficient capacity to 
turn both shafts with generators connected as indicated on drawing SK-72858. 
Each motor shall be complete with control, including safety switch contactor, 
local start-stop switch, and time-delay relay connected to prevent discon- 
necting motor for momentary loss of l0-volt supply. A key-operated switch 
shall be located adjacent to each start-stop switch connected to bypass the 
oil-pressure interlock so as to permit jogging during shutdown maintenance. 
Separately mounted controls and protective equipment will be furnished by 
TVA. 


i. The turbine shall be equipped with an exhaust hood high- 
temperature alarm, a low vacuum tripping device, suitable relief diaphragms 
in the low-pressure casing, and an approved means for tripping the emergency 
governor after excessive thrust bearing wear before the thrust bearing fails. 


j. The turbine and governing unit shall be arranged for and pro- 
vided with the necessary equipment for remote starting and control from a 
central control room. This shall include throttle and interceptor valve 
control motors if required. 


k. The arrangement of the closed feedwater heater bypass design 
is such that all three high-pressure heaters or all four low-pressure 
heaters may be bypassed as a group automatically without prior warning. 

The design of the thrust bearings and other parts of the unit shall be ade- 
quate to withstand these bypassing operations while the unit is loaded to 
the maximum guaranteed capability. 


1. The temperature of the high-pressure outer shell of the turbine 
shall not be excessive. The method of meeting this requirement shall be by 
double case design construction :or approved equal. 


m. The temperature of the oil deflectors for all bearings shall 
not exceed 350 F in order to prevent carbonizing of the oil and scoring of 
the turbine shaft. 


n. Rotor blades shall be removable without excessive maintenance. 
Welding of blading to the wheels will not be acceptable. 


o. The design of the shaft and blading seals shall be such that 
adjustment of rotor position under any load condition shall not be required. 


p- A suitable coupling, arranged to be readily disconnected, 
shall be provided for connecting the turbine and generator shafts. 


q. If cylinder flange or bolt steam heating is required the 
Contractor shall provide an approved control valve and controller arranged 
for remote manual operation. 
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r. The turbine rotors shall be thermally stable within the operating 
temperature range. Such stability shall be proved in a heat indication test. 


s. Valve hangers shall be provided by the Contractor for the 
throttle valves, reheat stop valves, interceptor valves, and steam chests 
where mounted separate from the turbine casing. 


t. Terminal boxes complete with terminal boards for all auxiliary 
and control wiring shall be located near the floor level at locations suit- 
able for connecting to TVA's external conduit. A complete set of wiring 
and raceways from the terminal blocks to the equipment shall be furnished. 


19. Generator Ratings 


a. The load division between the two shafts shall preferably be 
not greater than 53-l;7 percent since the main and station service trans- 
formers, drawing SK-72858, will be duplicates. The rotor and stator windings 
of 3,600-rpm generators shall have direct conductor cooling. The stators 
of the 1,800-rpm generators shall have direct conductor cooling, and the 
rotors of 1,800-rpm generators may have either direct conductor cooling or 
conventional cooling. Oil, hydrogen, or water may be used for the direct 
conductor cooling of the stator. 


b. The generators shall have the following continuous rating: 


Capability 


Hydrogen pressure, psig (maximum) us 
Kw output (total both shafts) 500, 000 
Kva output (total both shafts) 555,555 
Power factor 0.9 
Short-circuit ratio (minimum) 0.7 
Voltage between phases (preferred) 24, ,000 
Nominal excitation voltage (preferred) 375 
Temperature rise - Stator usc 
- Rotor 7 C 
Hydrogen temperature from coolers h6 C 


c. The generators, including the exciters, terminal equipment, 
and cooling and hydrogen equipment, shall be capable of operating continu- 
ously with a 611,111-kva output at 0.9 pf and not more than 60-psig hydrogen 
pressure without exceeding a generator temperzture rise of 5 C stator and 
4 C for rotor above 6 C gas, provided operating conditions are such that 
the turbine can provide the necessary power input. 
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d. The generators shall be 3 phase, 60 cycles. The voltage drop 
at the slip rings shall not exceed 0.9 of the nominal rated excitation 
voltage at the 555,555 kva, 0.9 pf rating, or 0.98 at the 611,111 kva, 

0.9 pf rating, with the generators operating at their maximum temperature. 


e. The generator shall be designed for continuous operation at 
611,111 kva and 0.95 pf leading. 


20. Generator Detailed Requirements 


a. Short-circuit requirements, telephone interference factors, 
overspeed limitations, and temperature rise of parts other than the stator 
and rotor shall be ASA C-SO Standard. 


b. Stator amd rotor insulation shall be class B. The rotor shall 
be suitable for reliable operation without preheating or prewarming from an 
external source. 


c. The 3-phase winding shall be provided for wye connection with 
a minimum of three main and three neutral terminals brought out of the 
generator. Either end of the winding shall be suitable for use as line 
terminals. The withstand test voltage of terminal insulators in air shall 
be 69 kv, 60 cycles dry, 135-kv impulse, with 1-1/2 by 0 wave. 


d. The generator housing shall be gastight and explosion-resistant. 


e. The rotor forging shall be provided with a full-length inspec- 
tion borehole. 


f. Stray current insulation shall be provided so that all paths 
of the stray current will be broken in two places in series at one em of 
the generator, with provisions made for determining the insulation resist- 
ance of each insulation piece with the unit in operation. The insulation 
under the bearing pads shall be made of material that will not absorb 
moisture. 


g. Resistance-type temperature detectors (10 ohms at 25 C) shall 
be provided as follows: 


(1) Twelve in stator winding. 


(2) One per cooler section in hot gas (four minimm 
per generator and one per cooler in hot stator oil or 
water /if used/). 


(3) One per cooler section in cold gas (four minimum 
per generator amd one per cooler in cold stator 
oil or water /if used/). 
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At least one located so as to indicate the 
average of item (3) above. 


Four in stator conductor discharge gas, oil, or 
water (if used). 


h. Rotor collector rings shall be enclosed and ventilated. Brush 
holders and access doors shall be arranged as required to readily permit 
brush replacement with the unit in operation. 


i. Shaft-mounted fans shall provide hydrogen circulation through 
an enclosed ventilating system and water-cooled hydrogen coolers, all 
located inside of the stator housing. Internal fans driven by the exciter 
speed reducer are acceptable. 

j. Separate operation of the generator as a synchronous condenser 
is not required. 


k. Generator characteristics of the high- and low-pressure units 
shall be such that they can be started from turning gear with the same field 
voltage applied to the slip rings of each generator. 


1. The hydrogen coolers shall be adequate to maintain 6 C temper- 

atures of hydrogen leaving the coolers with the generator operating at 

611,111 kva, with incoming raw water at 90 F and at a maximum working pressure 
of 125 psi. The hydrogen and stator liquid coolers, if used, shall be 
designed so that, with one part out of service for cleaning, the unit can 
carry at least two-thirds of this rating. They shall be arranged so that 

they will be completely filled with water during operation. The cooler 

test pressure shall be not less than 150 percent of the working pressure. 


m. The hydrogen and cooling systems for each generator shall be 


complete (exclusive of hydrogen and C05 gas) with: 


(1) Gland seal oil purification equipment, as required, 
including an emergeficy seal oil pump, detraining 
tanks, and loop seals. 


(2) For liquid-cooled stators only, stator cooling 
oil or water purification and cooling equipment, 
as required, including full-capacity spare stator 
liquid and vacuum pumps (if used). For water- 
cooled stators, the necessary tanks, deionizer, 
and oxygen removal equipment shall be furnished. 
Distilled water will be available for makeup. 


Necessary instruments and alarms to supervise 
operation of the cooling system(s) and to detect 
the presence of moisture within the generator. 
Transmitting and receiving-type machine gas and 
stator liquid (if used) pressure gauges and gas 
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density instruments shall be furnished. These 
transmitting instruments, together with other 
necessary instruments, shall be located on the 
hydrogen panel, which will be located under the 
generator. Temperature indicator(s) for hydrogen 
and stator liquid (if used) shall be furnished 
for mounting on TVA's board to indicate tempera- 
ture(s) measured by RTD(s) listed in section 20, 
paragraph g, item (). 


Approved type, size, and class control: and 
protective devices with NEMA type 12 enclosures 
for all auxiliary motors. All motors shall be 
3 phase, 60 cycles, 40 volts a-c, except the 
emergency seal oil pump motor, which shall be 
240 volts d-c, and all motors shall be totally 
enclosed. 


(5) All piping with valves between the component parts 
of the above equipment. 


21. Exciters - Direct-Connected 
a. Each generator shall be provided with direct-connected main 
exciter complete with air housing, air filter, adequate inspection doors, 
and inspection lights. Speed reduction gears shall be provided. 
b. Exciter insulation shall be class A. 


c. The main exciter shall be shunt-wound, interpole, self-excited 
type. Nominal response ratio shall be suitable to give an excitation system 


voltage response ratio of not less than 0.5 when operated with the voltage 
regulator specified in section 2. The exciter shall be stable under manual 
control at 0.20 rated voltage when operating self-excited. 


d. The main exciter ratings shall be not less than 110 percent of 
actual ampere excitation requirements of the generator when operating at 
555,555 kva and not less than 100 percent at 611,111 kva and 105 percent 
rated voltage. 


e. Temperature rise of exciters at name plate rating shall not 
exceed: 


Insulated windings 40 C by thermometer 
Commutators SS C by thermometer 
Bare copper windings - 50 C by thermometer 


f. Commutation shall be practically sparkless from no-load to 
150 percent of rated current. 
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g. Exciter ventilation preferably shall be arranged for air intake 
below and discharge above generator room floor. One resistance-type temper- 
ature detector (10 ohms at 25 C) shall be provided in the air intake amd one 
in the air discharge. Air coolers are not required. 


h. Brush holders and access doors for the main exciter shall be 
arranged as required to readily permit brush maintenance and replacement 
with the unit in operation. The exciter coupling arrangement to the gener- 
ator shall be such as to permit generator operation with the exciter 
disconnected. 


22. Exciter Motor-Generator Set 


a. A motor-generator set shall be provided for use in startup and 
standby service for the direct-connected exciters. The set will include a 
motor and generator mounted on a common base and enclosed in a dripproof 
housing, complete with adequate inspection doors and inspection lights. 
Approved coupling guards shall be provided for all couplings. The motor 
breakdown torque shall be a minimum of 250 percent. Exciter shall deliver 
a ceiling voltage of 120 percent of nominal voltage at a motor speed resulting 
from . loading. The combined response of the exciter and regulator shall 
be 0.5. 


b. Motor. 


(1) Motor shall be squirrel cage, constant speed, 
4,000 volts, 3 phase, 60 cycles, conforming to 
NEMA Standard MG1-1955. 


(2) The motor shall comply with NEMA Standard 
MG1-1.20D and shall be provided with a conmiuit 
box suitable for terminating shielded-type cable. 
Box dimensions from the center line of the motor 
leads at the frame to the conduit plate shall not 
be less than 21 inches. Potheads are not required. 


Stator coils and leads shall be thoroughly 
insulated and securely supported am braced for 
full-voltage starting. The completely wound 
stator shall be impregnated to withstand oil, 
moisture, and abrasive particles. Stator insula- 
tion shall be class A, except the slot portion 
shall be provided with class B wrapper insulation. 


The stator shall be provided with at least six 
resistance-type (10 ohms at 25 C) temperature 
detectors. Portable-type instrument for use with 
these detectors will be provided by TVA. 
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The rotor core or spider shall be accurately 
fitted, keyed, and secured to the shaft. The 
squirrel-cage winding shall be of copper or alloy 
bars securely attached to the end rings so as to 
form a mechanical and electrical bond equivalent 
to the solid bar. 


Bearings shall be split-sleeve type, sealed against 
the entrance of dust or escape of lubricant. Each 
bearing shall be provided with a thermocouple and 
thermocouple protecting tube suitable for use with 
a leeds and Northrup bearing temperature scanner 
recorder. The thermocouple leads shall terminate 
in a suitable junction box or thermocouple head, 

at which point TVA's connection may be made. 


c. Exciter generator. 


(1) 


The generator shall be shunt-wound, interpole, 
self-excited type. The exciter shall be stable 
under mamal control at 0.20 nominal voltage 
when operating self-excited. 


Insulation shall be class A. 


The kilowatt and voltage ratings shall be the same 
as that of the largest direct-connected exciter 
and designed so that the armatures are 
interchangeable. 


Temperature rise of the exciter at name plate 
rating shall not exceed: 


Insulated winding - hO C by thermometer 
Commutator - 55 C by thermometer 
Bare copper windings - 50 C by thermometer 


Commutation shall be practically sparkless from 
no-load to 150 percent rated current. 


The generator's housing shall be of dripproof 
construction and fully guarded in accordance with 
NEMA Standard MGl-1.20D. 


Bearings shall be split-sleeve type, sealed against 
the entrance of dust or escape of lubricant. Each 
bearing shall ve provided with a thermocouple and 
thermocouple protecting tube suitable for use with 
a leeds and Northrup bearing temperature scanner 
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recorder. The thermocouple leads shall terminate 
in a suitable junction box or thermocouple head, 
at which point TVA's connection may be made. 


(8) Air filters for ventilating air are not required. 
d. One overspeed switch. 


e. One set of control connections and wiring. Terminal blocks 
for TVA cables shall be provided at a location accessible to TVA conduit. 


23. Current Transformer, Stator Terminal, and Surge-Protective Equipment 


a. Each generator shall be provided with twelve 10,000-ampere, 
bushing-type current transformers connected as indicated on TVA drawing 
No. SK-72858. Transformers shall conform to ASA Standard C-57, classifi- 
cations 2.51400 and 0.3By, amd shall be suitable for use with induction- 
type differential relays having 0.l-ampere pickup, 10 percent slope, and 
approximately 6 cycles time of operation. The l-second mechanical and 
thermal rating shall not be less than 100,000 rms amperes. 


b. Stator main terminals and current transformers shall be mounted 
and enclosed in a segregated phase-type metal housing complete with flexible- 
type bus bar terminals and flanged throat suitable for connecting to TVA's 
bus and bus housing at the exciter end of the stator. If the Contractor's 
design requires six main bushings they shall be paralleled in this housing. 


c. Stator neutral terminals and current transformers shall be 
mounted and enclosed in a metal housing complete with insulated neutral 
bus and terminal for the external neutral connection. 


d. The insulation class for above equipment, except generator 
bushings, shall be not less than 150-kv BIL, including an adequate allowance 
for movement of flexible-type connectors. 


e. Current transformer tests shall be performed as listed under 
section 3k. 


f. Each generator shall be furnished with one set of surge- 
protective equipment, complete with terminals, for separate mounting by 
TVA. Each set shall consist of three single-phase arresters. Capacitors 
are not required. 


g- Terminal boxes complete with terminals boards for all auxiliary 
and control wiring shall be located near the floor level at locations suit- 
able for connecting to TVA's external conduit. A complete set of wiring 
and raceways from the terminal blocks to the equipment shall be furnished. 
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2h. Generator Voltage Regulator 


a. An mtomatic voltage regulator of the latest approved high- 
speed, network type shall be furnished by the Contractor for each generator. 
The regulator shall be responsive to average 3-phase voltage and shall be 
equipped for high-speed response. It shall be fumished complete with all 
necessary relays, contactors, and auxiliary devices. The minimum excitation 
control shall automatically match the generator reactive capability curve. 
Cross-current compensation and line-drop compensation are not required 
initially but provision shall be made for the future addition of these 
items. 


b. The pilot exciter shall be 250-volt Magamp, Amplidyne, Regulex, 
or equal, type with a h0-volt, 3-phase, induction motor drive, all mounted 
on a common base. 


c. The over-all excitation system response ratio, as measured 
from the instant of a simulated sudden change of generator voltage to the 
main exciter no-load voltage output, shall not be less than 0.5. 


d. The voltage level setting device shall have a minimum range 
from plus 10 percent to minus 10 percent and shall be suitable for separate 
mounting. 


e. Separately mounted indicating lamps, control switches, and 
potential transformers will be furnished by TVA. 


25. Excitation Cubicle 


a. -A self-supporting, metal-enclosed switchboard cubicle with 
floor sills shall be provided for each generator for the excitation and 
voltage regulator equipment and shall have mounted thereon the following 
equipment supplied by the Contractor: 


(1) One motor-operated field rheostat with faceplate 
and 250-volt d-c operating mechanism, for main 
exciter. It shall be designed for use with 
either the automatic voltage regulator or remote 
manual voltage control. The rheostat shall be 
designed to reduce the voltage of main exciter 
to 20 percent rated volts or lower with pilot 
exciter disconnected. 


One voltmeter for pilot exciter. 
One direct-current ammeter, with suitable scale 


and 100-mv shunt, for main exciter shunt field 
circuit. 
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Two 60-ampere, 2-pole, double-throw, fusible knife 
Switches, with suitable 250-volt fuses, for 
250-volt d-c control voltage supply. 


Control for pilot exciter motor, including starting 
and protective equipment. 


Mounting and connections for motor-driven pilot 
exciter. 


One set of main and control connections and wiring. 
Terminal blocks for connections of TVA's cables 
shall be provided amd located where accessible and 
where convenient to TVA's conduit. 


26. Exciter Switchgear 


a. A dead-front, metal-enclosed, indoor-type switchboard, complete 
with floor sills, buses, main connection, and wiring, shall be provided for 
the generator field breakers and the excitation equipment for the motor- 
generator exciter, as indicated on drawing )5DS10012, and shall include the 
following equipment supplied by the Contractor. 


(1) Four 2-pole, single-throw, ),000-ampere, electric- 
ally operated, withdrawal-type air circuit breakers, 
with 250-volt d-c shunt trip and closing coils and 
field discharge contacts, for the main generator 
field circuits. The mechanism shall be trip-free 
in all positions. A guarded-type emergency manual 
trip button shall be provided, arranged for operation 
from the front of the panel. 


Five 100-mv shunts for main generator fields and 
exciters. 


Two field discharge resistors for main generators. 


Space provision for future breaker for exciter 
M-G set, as indicated on drawing 5DS10012. 


One set of the following excitation equipment for 
the generator of the exciter M-G set. 


(a) One motor-operated field rheostat with 
faceplate and 250-volt d-c operating 
mechanism for generator. It shall be 
designed for use with either the automatic 
voltage regulator or remote manual voltage 
control. The rheostat shall be designed 
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to reduce the voltage of the exciter to 
20 percent rated volts or lower with 
voltage regulator disconnected. 


One set of transfer equipment suitable for 
remote control to transfer control motor- 
generator exciter to either cf the voltage 
regulators described under section 2). 


One direct-current ammeter, with suitable 
scale and 100-mv shunt, for exciter 
generator shunt field circuit. 


Two 60-ampere, 2-pole, double-throw, 
fusible knife switches, with suitable 
250-volt fuses, for 250-volt d-c control 
voltage supply. 


One set of main control connections and 
wiring. Terminal blocks for connections 
of TVA's cables shall be provided ani 
located where accessible to TVA's conduit. 
All separately mounted remote control 
devices will be furnished by TVA. 


b. All field breakers, main buses, and connections. shall be 
designed for l-minute, 60-cycle dielectric test of 10 times the main gener- 
ator nominal excitation voltage. 


27. Neutral Cubicle 


a. The Contractor shall furnish a 2-compartment, metal-enclosed 
neutral cubicle with floor sills for each generator. Each cubicle shall 
include the following equipment connected in accordance with TVA's 
drawing SK-72858. 


(1) One distribution-type grounding transformer, 
single phase, 60 cycles, 75 kva, continuous 55 C, 
220 volts secondary, Askeral type, with two cover- 
type bushings, for connection between generator 
neutral amd ground. Primary voltage shall be the 
same as generator rated phase voltage. 


One resistor, 500 C rise, l-minute rating, cast- 
grid type, with class C insulation, and with 1.2-kv 
base insulators, for connection across secondary of 
grounding transformer. Resistor ohms and current 
rating will be specified later by TVA. 
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(3) One set of connections between the transformer 
and resistor and metal-enclosed, 1,200-ampere, 
150-kv BIL bus (approximately 12 feet long) 
suitable for connecting transformer to generator 
neutral. Ground connections to one transformer 
high-voltage bushing shall be included. 


be. The neutral cubicle shall be arranged with the transformer 
located in one compartment and the resistor in the adjacent compartment. 
Each compartment shall be complete with hinged access door with keyed lock. 


28. Exciter and Generator Field Buses 


ae Two conductor buses shall be provided for connecting the 
generator field, the direct-connected exciter armatures, and the M-G gener- 
ator armature to the excitation switchgear, as indicated on drawing 
No. 45DS10012. A total of 250 lineal feet of bus is required. Actual 
lengths will be determined after contract award from final approved prints 
and contract price adjusted in accordance with item ); of the bid schedule. 


b. Bus ducts shall be metal-enclosed with nonventilated dripproof 
housing as near dusttight as possible without gaskets between bolted joints. 
Bus shall operate at its full-rated current without exceeding 50 C rise over 
40 C ambient as defined by NEMA SG5-3.02. Rated current shall not be less 
than that of the motor-driven exciter. Housing shall be self-supporting 
with necessary supports and beam clamps for fastening to or hanging from 
building steel. Bus and housing shall be made up of bolted sections of 
convenient length for handling with necessary covers readily removable for 
inspection and maintenance. The necessary housing expansion or slip joints 
and bus expansion-type connectors shall be included. The housing of each 


bus section shall be provided with a grounding pad at each end, amd copper 
straps shall be provided for comecting adjacent housing sections. 


c. The bus shall be designed for l-minute 60-cycle dielectric 
test of 10 times the main generator nominal excitation voltage. 


29. Governor 


a. A powerful and sensitive governor shall be provided for 
controlling the turbine speed by varying the admission of steam into the 
turbine. This governor shall be in accordance with the applicable para- 
graphs of the most recent ASME ~ AIEE Recommended Specifications for Speed 
Governing of Steam Turbines and shall be suitable for use with leeds and 
Northrup load controllers. 


be. In addition to the above specifications means shall be provided 
for the remote setting of the load limit amd for the remote and local indi- 
cation of the load limit setting. All control motors shall be 250 volts d-c. 
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c. A separate safety governor shall be provided on each shaft. 
Each shall be arranged to actuate a quick-closing device on the turbine 
throttle valves, interceptor valves, and reheat stop valves. Means shall 
be provided for adjusting each governor so that the device will trip at 
approximately 110 percent of the rated speed and allow for resetting at 
approximately 101 percent of the rated speed. Means shall be provided for 
manually testing the above valves and the safety governor at rated load 
without affecting the operation of the turbine in any way. 


dad. Means shall be provided to actuate the boiler controls to 
reduce the heat input to the boiler upon sudden loss of load. The design 
of this arrangement shall be coordinated with the boiler Contractor. 


e. As required, provisions shall be made for mounting a synchro- 
nizer motor position transmitter to be used in conjunction with automatic 
load control equipment. The synchronizer motor, its associated driving 
gears, and the main control valve mechanism shall be suitable for fringe 
load control. 


f. In the event of low oil pressure in the governor oil system 
the safety governor shall close the turbine throttle valves, interceptor 
valves, and reheat stop valves. 


30. Lubricating and Governor Oil System 


a. The apparatus, which shall be provided for the lubricating and 
governor oil system, shall include a pump on the turbine shaft, a 0-volt 
a=-c auxiliary motor-driven oil pump, a )l,0-volt a-c turning gear oil pump, 
a 240-volt d-c turning gear oil pump, a twin oil cooler, a main oil tank, 
and all oil piping. Illuminated sight glasses shall be provided on each 
bearing drain line. 


b. Normally the bearings and governor shall be furnished with oil 
from the first pump called for in paragraph a. The auxiliary oil pump shall 
be arranged for automatic starting at a predetermined pressure in the event 
of low oil pressure in the system and for manual shutdown when the pressure 
in the system reaches normal. Arrangements also shall be made for manual 
operation. 


c. The alternating-current turning gear oil pump shall be arranged 
for automatic starting at a lower predetermined pressure than that at which 
the auxiliary pump starts and for manual shutdown when the pressure reaches 
normal. Arrangements also shall be made for mamal operation. 


d. The direct-current oil pump shall be arranged for manual and 
automatic starting and manual shutdown. It shall start automatically at 
the same predetermined pressure as the alternating-current turning gear oil 
pump in the event that the alternating-current pump does not start. 
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e. The turning gear oil pumps shall be arranged in the oil system 
so that they may furnish oil only to the bearings. The turning gear motor 
shall be interlocked so that it cannot normally be started until normal oil 
pressure has been obtained in the bearing lubrication system. 


f. All of the pumps described above shall be complete with auto- 
matic control, including approved type, size, and class, pressure relays, 
contactors, and protective devices, with NEMA type 12 enclosures, except 
that TVA will provide motor starter air circuit breakers with 250-volt d-c 
control for the main auxiliary oil pump. Separately mounted control and 
transfer switches wil be furnished by TVA. 


ge Oil temperature leaving the shaft radial bearings shall not 
exceed 150 F when supplied with oil at 115 F. After award of contract the 
Contractor shall cooperate in reaching a mutually satisfactory maximum metal 
temperature at which the thrust bearing may operate. 


h. A twin oil cooler, each side of which is of sufficient size to 
maintain the oil at the recommended temperature when supplied with raw water 
at 90 F, shall be provided. The oil coolers shall be mounted with the oil 
side contained within the oil tank and shall be arranged to provide for ease 
in drainage. The coolers shall be designed for a maximum working pressure 
of 125 psi, and the cooler test pressure shall be not less than 150 percent 
of the design pressure. 


i. All motor-driven pumps shall be mounted on the oil tank. A 
vapor extractor shall be furnished to remove the oil vapor from the tank. 


The equipment listed under paragraph f also shall be furnished for the vapor 
extractor. 


j. All external control and bearing feed lines in high-temperature 
areas shall be guarded. 


k. The oil tank shall be provided with means for actuating alarms 
upon either high or low oil levels and shall be provided with lightweight 
hinged covers of sufficient area to relieve the force of an internal explo- 
sion. The oil tank shall be of sufficient capacity to provide at least 
6 minutes retention of oil below the high-level oil alarm when the unit is 
being operated with all control valves open. In addition, the high-level 
alarm shall be at least 3 inches above the oil level when the unit is shut 
down and all oil drained back to the tank, and there shall be at least 
9 inches between the high-level alarm and the top of the tank. The oil 
tank shall be located on an intermediate floor level, at the governor end 


of the turbine, between the turbine room operating floor and the plant 
basement floor. 


1. The lubricating oil drains from the generator bearings shall 
be arranged to remove any entrained hydrogen from the oil before it reaches 
the oil tank. A vent blower shall be furnished. The vent blower motor 
shall be 0 volts a-c and approved type, size, and class starting, and 
control equipment shall be furnished. 
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m. All motors for the equipment furnished under this section shall 
be totally enclosed. 


n. If nonreturn valves in extraction lines are required the 
Contractor shall provide a dump valve (air relay type) located in the 
qr system to actuate the nonreturn valves which will be furnished by 


31. Supervisory Instruments 


a. The unit shall be furnished with the following or similar 
supervisory instrume:ts of the latest design available 


(1) Vibration recorders, complete with power unit, 
amplifiers, vibration detectors, and other 
auxiliary devices as required for recording the 
vibration of the main bearings (both main turbines 
and generators and boiler feed turbines). 


Eccentricity recorders, complete with power unit 

and other auxiliary devices as required for recording 
the eccentricity of the turbine shaft. These shall 
be arranged so as to automatically permit recording 
of the shaft eccentricity at both normal speed and 
while being rolled by the turning gear. If prac- 
tical more than one check point on the shaft shall 
-be provided. -. -- 


Speed and camshaft or lift-bar position recorder, 
complete with power unit, amplifier, detectors, 
and other auxiliary devices as required for 
recording the speed of the unit during starting 
and shutting-down periods and the position of the 
valves during normal operation. 


Shell and differential expansion recorders, complete 
with power unit and other auxiliary devices as 
required for recording the movement of the front 

end of the shell(s) and the turbine rotor clearances. 


Rotor position recorders and/or shell expansion 
recorders, complete with power unit and other 
auxiliary devices as required for recording the 
position of the turbine rotor. These instruments 
shall be furnished only if recommended by the 
Contractor for use in conjunction with the shell 
and differential expansion recorder. 


b. The detector units for these instruments shall be mounted on 
the unit, and the recorders shall be designed for flush mounting on TVA's 
panelboard. 
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32. Miscellaneous Instruments - Instrument Connections 


a. The following instruments and connections, of approved size 
and design, shall be furnished for the unit. Those instruments, valve hand- 
wheels, etc., mounted on the turbine shall be chrome, satin finish, and all 


instruments for mounting on TVA's control boards shall be painted in accord- 
ance with future instructions. 


(1) Suitable indicating thermometers shall be furnished 
and located, with bulb completely immersed, in the 
oil discharge piping of each bearing in such manner 
that they may be easily read. These thermometers 
shall be back angle with separable socket or remote 
reading dial type. A temperature indicator showing 
the temperature of the oil leaving the oil cooler 
shall be located on the gauge panel at the front of 
the turbine. 


Electric-type indicating tachometer with three speed 
indicators for each shaft. One indicator shall be 
mounted by the Contractor on the governor end of the 
unit, one shall be suitable for mounting on the unit 
control board by TVA, and one shall be suitable for 
mounting on the main control board by TVA. 


Pressure. gauges for the governor oil and bearing oil 
pressures, to be mounted on the governor end of the 
turbine. Transmitter-type gauges for the oil 
pressures shall be furnished and mounted on the oil 
tank or turbine. Receiver gauges furnished by TVA 
will be mounted on the unit control board. 


Provisions shall be made in the first-stage shell 
for the location of pressure connections. The 
turbine shall be supplied with thermocouples for 
quick-starting tests and control as recommended by 
the Contractor. The instruments will be furnished 
by TVA. 


All journal bearings and the exciter gear box 
shall be provided with thermocouples in the 

oi] drains suitable for use with a leeds and 
Northrup bearing temperature scanning recorder. 
The thermocouple leads shall terminate at suit- 
able terminal blocks. Wells also shall be 
provided in oil lines entering and leaving the 
oil coolers for location cf thermohms by TVA. 
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(6) In addition to thermocouples in the thrust bearings 
which the Contractor may supply as a standard acces- 
sory, TVA will provide and install thermocouples in 
thrust bearing shoes for the purpose of monitoring 
thrust bearing temperature and for connecting into a 
relay circuit designed to shut down the turbogenerator 
in case of abnormal thrust bearing metal temperature. 
The Contractor shall provide drawings of the thrust 
bearings in sufficient detail that TVA can design 
and install the additional thermocouples. The 
Contractor shall provide a conveniently mounted 
terminal board for connecting TVA's thermocouples. 


33. Wrenches, Tools, and Accessory Equipment 


a. The Contractor shall furnish all necessary eyebolts and other 
devices, including lifting slings, as may be required for handling all parts 
of the equipment, exclusive of items furnished by TVA under section 9. 


b. The Contractor shall furnish one complete set of wrenches and 
special wrenches, together with any other tools that are necessary or desir- 
able for assembling or dismantling any part of the equipment included in 
the contract. Each set of tools shall be mounted in a neat sheet steel 
cabinet equipped with number or name plates for ready identification of 
each tool. Should any of these tools be used in the initial erection of 
the unit, they shall be replaced with new ones. 


34. Assembly and Shop Tests 


a. Before shipment the turbine and generator shall be completely 
assembled, separately if necessary, and shop-tested. Balance of turbine 
rotors in high-temperature heater boxes will be accepted in lieu of assem- 
bled turbine steam test. These tests shall include but shall not be limited 
tos 


(1) Shop tests on the unit. 


(a) Turbine - Mechanical balance, bearing 
temperature, adjustment of operating and 
emergency governors and mechanism, and oil 
piping test. The rotors shall be run at 
rated speed and overspeed of at least 
120 percent for balance purposes. Insofar 
as possible with available facilities, the 
rotors shall be bladed when undergoing 
overspeed tests. 


Generator - Mechanical balance, telephone 
interference factors, bearing temperature, 
open- ami short-circuit saturation curves, 
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60-cycle ASA dielectric tests, resistance 
measurements, phase rotation, and pressure 
test for gastightness at 150 percent of 
maximum gas pressure. The rotor shall be 
run at rated speed and overspeed of at 
least 120 percent for balance purposes. 


Exciter - Mechanical balance, bearing 
temperature, saturation, regulation, 
resistance measurements, heat run at name 
plate ratings, response ratio of main 
exciter, over-all excitation system response 
ratio, and 60-cycle dielectric tests, except 
the main exciter armature shall be tested 
at 10 times rated voltage. System response 
may be determined from individual tests on 
the exciter and other system components. 


Exciter motor~generator set ~- Complete tests 
shall be performed on the motor. These tests 
shall be those listed on NEMA test report 
form MGl-).33 and shall be performed in 
accordance with NEMA Standard MGl, except 
the locked-rotor current readings shall be 
taken 3 phase. Generator tests shall include 
mechanical balance, bearing temperature, 
saturation, regulation, resistance measure- 
ment, heat run, response ratio, and 60-cycle 
dielectric tests, except the armature shall 
be tested at 10 times rated voltage. The 
test report shall include a statement that 
air gap, condition of bearings, and rotor 
balance have been inspected and are satis- 
factory. Calculated speed-torque and speed- 
current curves for the motor and amplification 
characteristics of motor-driven pilot exciter 
shall also be included. 


Excitation switchgear and buses - Tests shall 
include l-minute, 60-cycle dielectric test 
at 10 times main generator nominal excitation 
voltage. 


b. The maximum vibration measured at the frame housing footing, 
frame housing, and at the end bearing caps shall not exceed 1.0 mil. 


c. Ratio and phase-angle tests shall be performed on each current 
transformer at burdens B-1 and B-. A typical secondary excitation charac- 
teristic curve and ratio correction curve at burdens B-] and B-) and currents 
up to 20 times normal shall be included with each test report. 
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d. Complete tests shall be performed in accordance with MG1-l,.33 on 
the first auxiliary oil pump motor shipped. Routine tests shall be performed 
in accordance with MG1-.26 on all other motors supplied under this contract, 
except the motor-generator set, regardless of horsepower. The complete 
test shall be witnessed by TVA. lLocked-rotor current readings on 3-phase 
motors shall be taken 3 phase, except that routine test locked-rotor current 
readings on 3-phase motors may be taken single phase. Reports shall make 
statement that air gap, bearings, amd rotor balance are satisfactory. 


e. Eight copies of reports covering all shop tests shall be 
supplied to the Engineer for approval. 


35. Foundation Soleplates, Wedges, Washers, Shims, Etc. 


a. The Contractor shall furnish, in sufficient time for the 
construction of the foundations by TVA, soleplates, subsoleplates, wedges, 
washers, shims, and related items. TVA will require design drawings of 
these items in sufficient time for the designing of the foundations, which 
will be subject to the approval of the Contractor. 


36. Field Tests 


a. As soon as practicable after the completion of the work under 
this specification TVA will make, with the cooperation of the Contractor, 
such tests as it deems desirable to demonstrate the compliance of the equip- 
ment-—with the requirements-ef these specifieations and-the specifications 
and guarantees of the Contractor. Each such test shall be made in accord- 
ance with the applicable code of the ASME, AIRE, and ASA. If required, the 
Contractor shall furnish, on a loan basis, test equipment for use in these 
tests. 


b. At the option of TVA, dielectric tests of generators and 
exciters shall be made at 85 percent of ASA values. 


37. Data to be Furnished by the Contractor 


a. The Contractor shall furnish the Engineer with copies in trip- 
licate of the following calculated data within 60 days after award of 
contract. These data will be used for design purposes, and it is very 
important that they be as correct as possible. These data shall be furnished 
for each generator. 


(1) Generator losses, in kilowatts, at power factors 
of 0.9 lagging and unity and at loads of 25, 50, 
75, 100, and 110 percent of 555,555-kva rating, 
and as described in ASA Standard C-50, section 
3.185, segregated as follows: 


(a) Field IR. 


(b) Collector brush contact. 





(2) 


(3) 
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(c) 
(a) 
(e) 
(f) 
(g) 
(h) 


Exciter and exciter rheostat. 
Friction and windage. 

Core. 

Armature I2R. 

Stray load. 


Bearing loss including exciters and bearings. 


Symmetrical rms short-circuit currents with generator 
isolated: 


(a) 
(b) 
(c) 
(a) 
(e) 
(f) 


Initial 3 phase. 
Initial single phase. 
Initial line to neutral. 
Sustained 3 phase. 
Sustained single phase. 


Sustained line to neutral. 


Reactances: 


(a) 
(b) 


(c) 


CD) 
(e) 
(f) 
(g) 
(h) 
(i) 


Direct axis synchronous. 


Direct axis transient, at rated current, 
unsaturated. 


Direct axis subtransient, at rated voltage, 
saturated. 


Quadrature axis synchronous. 
Quadrature axis transient. 
Quadrature axis subtransient. 
Negative sequence. 

Zero sequence. 


Stator leakage reactance. 
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(4) Time constants: 


(5) 


(6) 


(7) 


(a) 
(b) 


(c) 
(a) 
(e) 


Direct axis transient open circuit. 


Direct axis transient short circuit, 
3-phase line to line and line to neutral. 


Direct axis subtransient short circuit. 
Direct axis subtransient open circuit. 


Direct-current component, 3-phase line to 
line amd line to neutral. 


Resistances: 


(a) 
(b) 
(c) 


Stator winding per phase at 75 C. 
Field winding at 75 C. 


Effective negative sequence. 


Characteristic curves: 


(a) 
(b) 


(c) 


(a) 


(e) 


Open-circuit saturation. 


Saturation at rated kva, zero power factor 
underexcited and overexcited. 


Saturation at 555,555 and 611,111 kva, 
and rated power factors lagging. 


Saturation at 555,555 and 611,111 kva, 
and unity power factor. 


Synchronous impedance. 


Field currents: 


(a) 


Generator at 555,555 and 611,111 kva, 
and rated power factors. 


Generator, at rated load and unity power 
factor. 


Main exciter, at generator 555,555 and 
611,111 kva, loads and rated power factors. 


Main exciter, at generator rated load and 
unity power factor. 


Pilot exciter, at maximum conditions. 
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(8) Other electrical data: 


(9) 


(a) 


(b) 


(c) 


(a) 


(e) 


(f) 


Nominal slip-ring voltage at 75 C and rated 
speed and load at 0.9 power factor lagging. 


Nominal slip-ring voltage at hot field and 
rated speed and load at 0.9 power factor 
lagging. 


Voltage regulation between rated load at 
0.9 power factor lagging and zero load. 


Continuous output in kva when charging a 
transmission line at rated speed amd voltage 
without becoming completely self-excited or 
unstable. 


Zero sequence capacitance to ground of stator 
windings at rated voltage of each phase. 


Recommended shunt ratings for generator and 
main exciter field circuits. 


Mechanical data: 


(a) 


Flywheel effect (WR?) in lb-ft? of turbine 
and generator. 


Cooling water for generator hydrogen gas 

and stator cooling liquid (if used), gallons 
per minute at maximum conditions (based on 
90 F cooling water temperature). 


Cooling water for bearing oil, gallons per 
minute (based on 90 F cooling water 
temperature). 


Water pressure drop through the generator 
and oil coolers. 


Gas volume within the stator enclosure. 


Oil quantity to fill governor, lubrication, 
hydrogen and stator cooling systems, gallons. 


Type and quality of lubricating oil recommended. 


Turbine correction curves, including corrections 
for initial pressure, initial and reheat temper- 
ature, exhaust pressure, and pressure loss 
between flange of high-pressure turbine exhaust 
and interceptor valve. 
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Boiler Feed Turbines 


(Sections 38 through 48, Inclusive, Apply to the Boiler Pump Feed Turbines) 


38. Capacity and Speed 


a. Each half-capacity boiler feed pump turbine shall be rated 
10,000 horsepower, 6,600 rpm for bid purposes. As stated in section 1 of 
these specifications, this will be subject to change when the feed pumps have 
been selected and final cycle arrangements established. 


b. With one turbine-driven pump out of service the remaining turbine 
shall be capable of rated output, but high-pressure steam may be used to 
supplement available cold reheat steam. 


c. Dual banks of closed heaters will be used, and the turbines shall 
be capable of operating with one bank of heaters out of service. Under such 
conditions the feedwater may be partially bypassed around the remaining heater 
bank, 


d. If required, TVA shall provide suitable piping and valves to 
connect the exhaust of the boiler feed turbine to the condenser so as to dump 
steam to the condenser during startup and periods when the low-pressure heaters 
are bypassed. Dumping of steam to the condenser will not be allowed under 
normal operating conditions. 


e. For station startup a separate motor-driven pump will be provided 
for feeding the boilers. This motor-driven pump shall have sufficient head 
to develop 20 psig at the boiler feed turbine throttle with sufficient flow 
to initially start one turbine-driven feed pump, plus steam for the main 
turbine and feed turbine seals. 


39. Operating Requirements 


a. The turbine shall be integrated into the over-all steam and 
water cycle so as to automatically match the cycle requirements for boiler 
feedwater flow and feedwater heating steam requirements without external or 
manual manipulation or adjustment of the control functions. 


b. The control is to be automatic in terms of an integrated boiler 
feedwater control signal and shall consist of setting the turbine speed in 


terms of this signal when integrated into a positioning relay in the governing 
mechanism of the turbine. 


c. The governing speed relay shall be arranged so that the speed 
range can be readily adjusted. 
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d. The governing system shall be of a type such as to give a 
continuous powerful corrective action until the proper equilibrium conditions 
are obtained in response to changes in external signal pressure or speed 
range resulting from other causes, such as change in energy of the steam 
available to the boiler feed pump turbine. 


e. The boiler feed turbine(s) shall be supplied with a set of steam 
control valves to control the flow of steam taken from the cold reheat of the 
main turbine, as well as a steam control valve to control the steam flow taken 
fron the outlet header from the steam generator. These valves shall be 
arranged for automatic sequence of opening under control of the boiler feed- 
water control signal without manual adjustment of any component in the system 
during normal operation. The design of the boiler feed pump turbine shall 
be such that cold reheat steam is utilized to its maximum capability before 
high-pressure steam is required for overload or light load operation. 


40. The Turbine 


a. The turbine shall be of the noncondensing type, arranged for 
direct connection through a flexible coupling to the boiler feed pump. Up 
to a maximum of three extraction openings shall be provided. Sufficient 
steam shall be extracted from each opening to satisfy the requirements of the 
connected main feedwater cycle heater. The turbine exhaust shall be connected 
to a main cycle heater, and in addition a connection from the main unit may 
also discharge to the same heater for stabilizing the exhaust pressure. The 
extraction pressures shall be such as to provide an efficient heat cycle in 
combination with the main turbine. The Contractor shall furnish TVA with 
complete performance data and shall cooperate in establishing the final 
details of the feedwater cycle. 


b. Suitable stop valves shall be provided for high- and low-pressure 


steam connections. The stop valves shall be equipped with steam strainers, 
including removable fine mesh strainers for initial startup. The stop valve 
shall be provided with an arrangement for testing and operation while the 
turbine is running without interfering with manual operation of the turbine. 


c. Control valves shall be provided to regulate the flow of both 
low- and high-pressure steam. These valves shall normally function under the 
control of a signal from the feedwater control system but may also be operated 
by speed governor control. Suitable means shall also be provided for control 
of the steam flow into the turbine while starting the unit. Control valves 
and valve seats shall be made of erosion=- and corrosion-resistant material, 
such as 11 to 13 percent chrome iron alloy. 


d. The nozzle chest shall be so arranged as to eliminate distortion 
of the nozzle face under temperature and pressure transients. 


35621 O—60—pt. 13-46 
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e. The turbine shaft seals shall be of the metallic labyrinth type 
and arranged for steam sealing. The seal systems of the feed pump turbine 
and steam seal system of the main turbine shall be combined. For such arrange- 
ment the turbine seal and leakoff connections shall be brought to common points 
on each unit, with interconnecting piping to the main turbine steam seal systen 
to be provided by TVA. The materials used for the seals shall be such that any 
contact between the stationary seals and the rotating shaft will not result 
in damage to the shaft. Also, seals shall be replaceable without field 
machining or fitting. The packing shall be designed and arranged to maintain 
nominal clearances under all temperature gradients under which they are 
expected to exist. 


f. If future design indicates that it is not feasible or desirable 
to combine the seal systems of the feed pump turbines and the main turbine, 
an independent seal system for the feed pump turbines shall be negotiated 
with the Contractor. 


g.- All turbine steam connections, except the high-pressure steam 
connection, shall be flanged to applicable ASA standards. The high-pressure 
connections for boiler steam shall be of the welding neck type. 


h. The turbine rotor with assembled blading shall be balanced in 
a dynamic balancing machine so as to run smoothly and without excessive 
vibrations. The rotor blades shall be corrosion- and erosion-resistant 
materials, such as 1] to 13 percent chrome iron alloy, and the construction 
of the blades and their respective dovetails on the wheels shall be such 
that the fits are protected from damage by steam impingement, The blades 
shall be removable without excessive maintenance. Welding of the blades 
to the wheels will not be acceptable. 


i. The casing shall be ruggedly supported so as to resist reasonable 
strains which may be imposed by attached piping. The casing supports shall 
provide necessary flexibility to ensure that expansion and contraction of 
the casing will be properly and adequately taken care of without affecting 
alignment of the casing and, therefore, the rotor relative to the driven 
equipment. The casing shall be maintained in a fixed axial position a+ its 
low-pressure or coupling end with expansion provided for in a forward 
direction. Transverse alignment must be maintained by properly designed 
and located keys or other arrangements which will ensure that the vertical 
center line of the casing will be maintained in a fixed position at all 
times during normal operation. 


j. All turbine surfaces operating above 150 F shall be covered 
with an approved insulating material. Insulation shall be removable from 
flanges which must be unbolted for inspection with minimum damage to other 


insulation. The insulation shall be covered by sheet-metal jackets or housings. 


All exposed surfaces that are not polished shall be given a prime paint coat 
before shipment. The heat insulating material which cannot feasibly be 
installed in the factory will be installed by TVA following erection of 
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the turbines. Complete specifications and insulation drawings of the required 
number shall be furnished for approval to enable TVA to make an installation 
contract, 


k. Journal bearings shall be of the self-aligning, horizontally 
split-sleeve type with babbitt liners. The bearings shall be of such type 
as to ensure against the induction of shaft vibrations because of the 
development of the phenomenon known as “oil whip." 


1. A suitable turning device, complete with 3-phase h0-volt driving 
motor, shall be provided for each turbine and be capable of starting the unit 
from standstill and rotating it at recommended speed. The motor shall be 
complete with control including safety switch. contactor, local start-stop 
switch, and time delay relay to prevent disconnecting motor for momentary 
loss of 4O-volt supply. Separately mounted controls and protective equipment 
will be furnished by TVA, The turning device shall be provided with an 
arrangement for remote manual engagement from the TVA control room. An 
indicating device shall be provided which will provide means to indicate 
that the turbine has reached a sufficiently low speed to permit safe engage- 
nent of the turning device. The indicating lights for said device will be 
provided by TVA for mounting on its control board. 


m. The arrangement of the closed feedwater heater bypass design is 
such that all three high-pressure heaters or all four low-pressure heaters 
may be bypassed as a group automatically without prior warning. The design 
of the thrust bearings and other parts of the unit shall be adequate to 


withstand these bypassing operations while the unit is loaded to the maximm 
guaranteed capability. 


n. An approved, all-metal, continuously lubricated, flexible 
coupling, "Fast," or equal, shall be furnished complete ty the Contractor for 
connecting the pump to the turbine. The couplings shall be fitted to their 
respective shafts in the shops, and sufficient information shall be supplied in 
order that matching halves of couplings may be properly field-assembled. 


41. Governing System 


a. Each trubine shall be equipped with a governing system which 
will dperate on signal pressures from a pneumatic 3-element feedwater 
controller, acting through the turbine governing system to vary the flow of 
steam to the turbine in order to match the output of the turbine and its 
connected pump to the requirements of the controller. 


b. Feedwater flow will be controlled entirely by variable-speed 


operation of the turbines and pumps. Feedwater regulating valves will not 
be installed. 


c, The speed governor shall also function as a preemergency 
governor to limit speed to a safe value below tripping speed. 
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d. The turbine governor shall be arranged so that, if desired, the 
speed can be manually varied, either locally or from a remote control room, 
by electrical means. All control motors shall be 250 volts d-c. 


e. The governing systems of the two turbines shall be designed to 
operate successfully in parallel, dividing load equally between the two units 
within reasonable limits and with due allowance for variations because of 
manufacturing tolerances in both turbines and pumps. 


f. Each turbine and governing unit shall be arranged for. and provided 
with the necessary equipment for remote starting and control from a central 
control room. This shallinclude stop valve motors, if required. 


g. Each turbine shall be equipped with an emergency overspeed 
governor, arranged to trip the stop and control valves upon overspeed to a 
predetermined value. This setting shall be fixed between 10 and 15 percent 
above maximum operating speed and shall be finally determined by turbine 
and/or feed pump limitations. The overspeed governor shall be capable of 
being tested at a speed in the operating range to check its satisfactory 
operation. A calibration shall be provided by the Contractor relating the 
test speed to the actual tripping speed. 


h. Means shall be provided for manually testing the stop valves 
without affecting the operation of the turbine. 


42. Lubricating and Governor 0il System 


a. The apparatus which shall be provided for the lubricating and 
governor oil system shall include a pump, gear-driven from the turbine shaft, 
a 4lO-volt, 3-phase, 60-cycle a-c auxiliary motor-driven oil pump, a 4l0-volt, 


3-phase, 60-cycle a-c turning gear oil pump, a twin oil cooler, a twin filter, 
a main oil tank, and all oil piping. Provision shall also be made for extra 
capacity in the oil system components to provide for oil to the feed pump 
bearings. 


b. To avoid stocking additional types of oil the oil specifications 
for the boiler feed pump turbine and its connected pump shall be the same as 
for the main turbine generator set. 


c. Normally the bearings and governor shall be furnished with oil 
from the first pump called for in paragraph a. The auxiliary oil pump shall 
be arranged for automatic starting at a predetermined pressure in the event 
of low oil pressure in the system ad for manual shutdown when the pressure 
in the system reaches normal. Arrangements shall also be made for manual 
operation. The auxiliary oil pump shall also furnish the full lubrication 
of the governing oil requirements of the turbine and its connected pump 
during startup and shutdown operations. 
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d. The turning gear oil pump shall be arranged for automatic 
starting at a lower predetermined pressure than that at which the auxiliary 
oil pump starts and for manual shutdown when the pressure reaches normal. 
Arrangements shall also be made for manual operation. 


e. The turning gear oil pump shall be arranged in the oil system 
so that oil is furnished only to the turbines and pump bearings. The turning 
gear motor shall be interlocked so that it cannot start until normal oil 
pressure is obtained in the bearing oil lubrication system. Pressure switches 
shall be furnished and mounted upon the oil reservoir in an accessible location 
for adjustment and maintenance. 


f. Manually operated oil test valves shali be provided on both the 
auxiliary oil pump and the turning gear oil pump to permit test operation of 
these pumps when oil is being supplied to the unit from the shaft-driven pump. 
Indicating lights shall be provided on the turbine console to indicate that 
the respective pumps are running. 


g. The motor-driven oil pumps shall be of the vertical centrifugal 
type, mounted on the oil tank. The oil tank shall be mounted at the turbine 
operating floor level. 


h. The auxiliary oil pump and turning gear oil pump shall be complete 
with automatic control including pressure relays, contactors, and protective 
devices; all mounted in NEMA type 12 enclosures. Separately mounted control 
and transfer switches shall be furnished by TVA. : 


i. A twin oil cooler, each side of which is of sufficient size to 
maintain oil supply to the turbine and pump bearings at a maximum temperature 
of 115 F when supplied with raw water at 90 F, shall be provided. A transfer 


valve shall be included and so arranged to permit withdrawal of one tube 
bundle while the other cooler is in operation. 


j. All oil lines under pressure shall be guarded on the oil tank 
to the point of connection on the turbine. The’ feed pump bearing pressure 
line shall likewise be guarded to a point at the exhaust end of the turbine 
where it may be connected to by the pump supplier. 


k. The oil tank shall be provided with means for actuating alarms 
upon either high or low oil levels. The oil tank shall be of sufficient 
capacity to permit 5-minute retention of oil below the high-level oil alarm 
when the unit is in normal operation. Sufficient air space shall be provided 
between the oil level and the top of the tank to provide for adequate detraining 
and defoaming of the oil. 


1. A twin filter, with transfer valve, shall be provided and shall 
have sufficient capacity to filter the bearing oil requirements for the 
turbine and the connected pump. The filter shall be of the removable cartridge 
type and shall be designed to remove solid particles 25 microns or larger. 
The filter unit shall be equipped with an internal bypass which will function 
in case the filter element in service becomes clogged 
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m. Provision shall be made in the oil system for continuous 
lubrication of the turbine to pump shaft coupling. 


n. All components containing oil under pressure, such as operating 
cylinders for control and stop valves, etc., shall be designed and enclosed 
in such a manner as to minimize fire hazard. 


43.. Supervisory Instruments 


a. Each main bearing shall be equipped with a vibration detector 
pickup. These will be connected to spare points on the same recorder used 
for the main unit, and therefore the pickup should be of a type which can 
be used with the main unit recording equipment. 


Lu. Miscellaneous Instruments - Instrument Connections 


a. The following instruments and/or connections, of size and type 
as indicated below or otherwise as approved by TVA, shall be furnished each 
boiler feed pump turbine unit. 


(1) Three 6-inch dial-type oil thermometers with alarm 
contacts mounted on the turbine near point of 
temperature measurement. These thermometers shall 
indicate the oil cooler outlet temperature and 
high- and low-pressure bearing oil drain temper- 
atures. The high-pressure bearing drain thermometer 
may also include indication of thrust bearing oil 
in addition to journal oil. 


Two 3-1/2-inch oil pressure gauges mounted on the 
control panel at front end of turbine to indicate 
governing and turbine bearing oil pressure. If it 
is necessary to locate any oil gauges on the unit 
control board to accomplish remote manual operation 
the Contractor shall provide transmitter-type 
gauges with TVA supplying the receiver gauges. 


Electric-type indicating tachometer with two 
indicating instruments for each turbine. One 
indicator shall be mounted by the Contractor on 
the control panel at the front end of the turbine, 
and the other shall be suitable for mounting on 
the TVA control board. 
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All journal bearings and the active and inactive 
thrust bearing surfaces shall be provided with 
thermocouples suitable for use with a Leeds and 
Northrup bearing temperature scanning recorder. 

The journal bearing thermocouples shall be mounted 
in the bearing drain lines. The thrust bearing 
thermocouples shall be mounted in the thrust bearing 
babbitt, with provision made for four thermocouples 
in the active thrust ring and two in the inactive 
thrust ring. All thermocouple leads shall terminate 
at suitable terminal blocks mounted on the turbine. 
Thermocouple wells only shall be provided in oil 
lines leaving and entering the oil coolers for 
location of thermocouples by TVA. 


A selsyn-type position indicator shall be provided 
for indicating position of the turbine control 
valves. The transmitter shall be mounted. on the 
turbine and a receiver instrument furnished for 
mounting on the TVA control board. If. practical 
the instrument shall be provided with an adjustable 
pointer which will indicate the position at which 
the high-pressure control valve starts to open. 


(6) All instruments for mounting on the TVA control 
boards shall be painted in accordance with future ~ 
instructions. 


b. All instrument and device electrical connections requiring 
reconnection to external points by TVA shall be brought to a minimum number 
of centrally and conveniently located terminal blocks. 


4S. Protective Devices 


a. A solenoid-operated trip device shall be provided for remotely 
tripping the turbine from the control room and for interconnection of other 
protective devices which shall operate to trip the turbine upon receipt of 
signal indications. The solenoid device shall be arranged to trip when 
energized and shall be provided with an interlock to deenergize the solenoid 
when high- and low-pressure stop valves have closed. A solenoid relay, if 
required, will be furnished by TVA. 


b. A solenoid-operated reset device shall be provided to permit 
remote resetting of the trip mechanism. The solenoid shall be arranged to 
reset when energized. Interlock shall be provided which: 
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(1) Will prevent reset when steam control valves 
are open. 


(2) Prevents reset until signal oil system has been 
established. 


(3) Opens the reset circuit after stop valves have 
been reset. 


c. A thrust bearing wear trip device shall be provided, arranged 
to actuate solenoid trip under a above upon failure of thrust bearing. 


d. A pressure switch shall be provided mounted in the turbine bearing 
oil header and arranged to actuate the solenoid trip device under a above when 
a predetermined low oil pressure condition has been reached which is considered 
insufficient to ensure adequate lubrication of the turbine. 


e. A low oil pressure alarm switch shall be provided for connection 
to the TVA control board to give indication of low oil pressure condition. 
The setting for this switch shall be such that the alarm will be sounded before 
the turbine is tripped by action of the pressure switch under d above, 


f. Limit switches shall be provided to indicate fully closed and 
“fully opén position of both high- and low-pressoare stop valves: ~ indicating 
devices will be mounted on the TVA control board. Wiring shall be provided 
by the Contractor to a terminal board mounted on the turbine. 


46. Wrenches, Tools, and Accessory Equipment 


a. The Contractor shall furnish all-necessary eyebolts and lifting 
slings for upper half casing and turbine rotor as may be required for handling 
equipment exclusive of items furnished by TVA under section 9. Only one set of 
such equipment will be provided for the two turbines covered by this contract. 


b. The Contractor shall furnish one set of any special wrenches or 
other special tools which may be necessary or desirable for assembling or dis- 
mantling any part of the equipment included in the contract. Standard tools 
or wrenches will be obtained by TVA. 


47. Assembly and Shop Tests 


a. Before shipment the turbine shall be completely assembled and 
shop-tested. These tests shall include but shall not be limited to: 
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(1) Mechanical balance, bearing temperature, adjustment 
of operating and emergency governors, and mechanism 
and oil piping tests. The rotors shall be run at 
rated speed ahd overspeed of at least 120 percent 
for purpose of checking balance. 


b. Maximum vibration, as measured on the turbine shaft adjacent to 
the high- and low-pressure bearing, shall not exceed 2.0-mil double amplitude 


at any point within the operating speed range nor 3 mils at any point outside 
of the operating range. 


c. Eight copies of reports covering all shop tests shall be supplied 
to the Engineer for approval. 


48. Soleplates 


a. The Contractor shall furnish, in sufficient time for the construction 
of the foundation by TVA, necessary soleplates for mounting the turbine on th 
foundation. The Contractor's drawings shall indicate size and design of sole- 


plates and shall be furnished in sufficient time to permit TVA to design its 
foundation. 
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TENNESSEE VALLEY AUTHORITY 
ADDENDUM 


No. I 


Invitation No. 31-57950 r: 
Date_Hovember 25, 1955 


Bid opening 10 a.m. EST, December 9, 1958. 


NOTICE TO BIDDERS: 


Under Specification No. 7393, Section 18, add paragraph "U" as follows: 


u. A zero-speed switch with 250-volt d-c contacts shall be 
provided on each shaft. These switches shall close their contacts 
exactly at zero speed and will be connected by TVA to trip the 
generator field breakers. 


Under Section 20, paragraph "m", add subparagraph (6) as follows: 


(6) Automatic control for the hydrogen and stator 
cooling systems shall be furnished all mounted in free- 
standing metal-enclosed cubicles. Controls shall include 
all items required or recommended by contractor for the 
best operation of these systems. Separate cubicles shall 
be provided for each generator. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


TENNESSEE VALLEY AUTHORITY 
Division of Materials 


| 
Seas | 
- | 

pacar 1958, preeces By_J- G. Quinle 


MA-5-57) 
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TENNESSEE VALLEY 


. October 17, 1958 


Chatt 


Acct Me, 
Budget No. PATB- 39 
Projecs _GOLbert 5 __ 


INVITATION 


A qootation IN DUPLICATE is requested on the items listed, subject | 


wo the 
unc a = 
aod will be opened and read in public Bids not physically recetved by 
the time stated will be rewrned unopened to the bidder 


herets. will be recetved at this office 


TENNESSE VALLEY AUTHORITY, By Teubner — ; 


on this form 


_ARTICLES OR SBRVICES 


' 


4 
AUTHORITY 
O'VIBION OF MATERMALS a 31-57950 ant 
ooga, Tennessee 


Contract Dete___ 


INVITATION, BID, AND ACCEPTANCE 


Telephone AMberst 5-3551 
BID 
Reference umber_ 366-1-5421 — December 9, 1958 


in Compi.ance with the unvitation fur bids and cubject pp all the conditions thereof, the undersigned 
offers, and agrees if this bid be accepted within days (30 Gaye unless otherwise stated) 
from the date of the opening. to furnish the services and/or sell and deliver whe articles listed in 
any or al! of the tems at the price quoted opposite each 

Discounts will be allowed for payments as follows: 10 calendar days, Ss percent, 20 calendar 
days, percent. 30 calender days, «ss percent Unless otherwise qualified by the bidder 
(1) diecoumts wil] be Geducted from the grose contract price and (2) time im connec - 


—_ ———- don with decounts offered will be computed from date of delivery of the supplies at destination. or 


500-MW¥ STEAM TURBOGENERATOR 
AND ACCESSORIES 


Attachments which form part of the 
contract: 


Schedule of Prices 

General Conditions (forms 9660 and 
5052) 

Delivery and Shipping Deta 

Porging Questionnaire 

Special Conditions 


i 
‘ 
i 


h 
f 
' 


Basis for Heat Balance and Heat Rete i 


Calculations 

Data to be Submitted with Bid 

Guarantee of Performance 

Poreign Bidder Questionnaire 
(form 9699) 

Control and Progress Schedules 
(forms 9680 and 9681) 

Walsh-Healey Act (form 1847A) 

TVA Specification No. 7393 

TVA Drawings HB-73158, C-BF-72858, 
8K-72858, 45DS10012, 
37-SH-4-L4N200R1, 37-M-4-47W209R7, 
and 37-M-4-47W215R3 


*A minimum of 30 days’ acceptance time 


ACCEPTANCE 
Accepesd only a. to: 


Contract Performance Dace 


from date of recetpt of correct Dill properly certified. whichever date is later 


The bidder represents: 

That be we  . te ne X, «email business concern (For this purpose, « email) business cos- 
cern @ one which (|) i not dominant in its field of operation and, with ts affiliates. employs 
fewer than 500 employees. or (2) is certified as « small business concern by the Small Business 
Administration. See Code of Federal Regulations, Title 13, Chapter I, Part 103, 21 Ped Reg 
9709, which conteins the detailed definition and relate‘ procedures.) ls commection with supply 
contracts, if bidder is a nommanufacturer, he aleo represents that the products to be furnished 
hereunder will, wil] not_ x. be produced by « small business concern. Is construction and 
comstruction-related nompersonal service contracts, the preceding sentence is act appiicabie 


That hie employment practices do __. do not_J, discriminate against aay employee or applicant 
for employment because of race. creed, color or national origin 


(Complete only when we aggregate amount of bid # $10,090 or more:) 

That he us % 2 manufacturer of the articles. equipment. material or supplies quoted upon herein 
That he is @ regular dealer in, and maintains a stock for sale to the general public of articles, 
equipment, materials or supplies of the general character of that or those upon which he bids hereis 


(Complete only when (a) the aggregate amount of bid in response wo advertising is $25,000 or more. 
or (b) the aggregate amount of bid on a negotiated purchase is more than $1,000) 
‘That (e) he has _. hae not % employed or retained any company or person (Gther thane full- 
time bons fide employee working solely for the bidder (or Comtractor)7 to solicit or secure this 
contract and (>) he has__ . has aot_% paid or agreed t pay amy company or person (Other 
than ¢ full-time bone fide empivyee working solely for the bidder (or Contractor)7 amy fee. com- 
mission. percentage or brokerage fee. con’ingent uponor resulting fiom the eward of this con 
tract. and agrees to furnish information relatlug thereto as requested by the Contracting Officer . 
Bidder 


Gene 


Sales Engineer 


Consign to-TENNESSEE VALLEY AUTHORITY 


Mark : Contract 
For 
Atte 


r MAIL INVOICE in DUPLICATE to 
| TENNESSEE VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY 


A USE ONLY 
I certify that the articles or 


Person receiving material 


specified except as noted 
l TVA S080 (MAT -4-38) 


Approved as reported above 


Tevck ‘eae nc 
wat 
jondr) TVA [Raut Frt [Raul Exp )Mtr. F 


LJ, LJ 


Invoices must show contract number. discount or terms of payment applicable, item 
number, description of article or service, quantity unit price, and total amount 


Collect $ 
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ADMINISTERED PRICES 


No. 3-57950 
ist hee 


| euanrrry | unir| unr price | eee 


bea | com pute oxte! 


F.0.B. Cars, Pride, Alabama, by rail freight. 


Design, fabricate, furnish, sell, and deliver 
one 500-MW steam turbogenerator and accessories 
for Colbert Steam Plant, near Tuscumbia, 
Alabama, in accordance with the attached TVA 
Specification No. 7393 and drawings mentioned Alt. #1 
therein. ? 

#2 
One 900,000-ktlowsee, 0.9 pf, 24,000-volt, ump S #3 
3-phase, “cycle, cross-compound steam i 
turbogenerator and two 10,000-hp, 6,600-rpm The attached ¢ransmit 
boiler feed pump turbines in accordance with dated pcembet 9, 195 
TVA Specification No. 7393 and TVA drawings by £. &% North, Jr., 
| HB-73158, C-BF-728658, SK-72858, 45ps10012, | made a part of our pr 
37-SH-4-44NOOORL , 37-M-4-47W209R7, and 
37-M-4-4 7W2L5R3. 


Name of Manufacturer General Electric Co 


Point of Manufacture Schenecta New York 


Alternate, Same as item 1 except that in lieu of 
an exciter motor-generator set the Contractor 
shall provide means ani any necessary equipment 
for synchronizing the unit at approximately half 
synchronous speed or higher. 


Name of Manufacturer General Jlectric Compan} 


Point of Manufacture Schenectad New York 
(Street) (city) (State) 


| Reduction in contract price for omission of 
turbine tests specified under section 34 of the 
specification. 


| Reduction in contract price for omission of 
generator teste only specified under section 3 
of the specification (exciter tests as specified 
are required). 





Price adjustment per foot for increase or C 
decrease in length of exciter bus specified All alternates 
under section 28 of the specification. Price ' 
adjustment will be prorated for changes 
involving fractions of a foot. 








i 
| 





a tcentagsmndsencmeas 


General Electric Compan 
55 Schedule of Prices TVA S051 (MAT-7-55 
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installation, starting up, and initial operation 
of the equipment furnished hereunder, if required 
by TVA. (See Special Condition No. 22) 


Services of Frecting Mechanics, if required by 
TVA. (See Special Condition No. 22) 


“OVERTIME. Bidder shall state: 


Hours constituting regular workday  § a.m 
to S p-n. 


Days constituting regular workweek if other 
than Monday through Friday 





Overtime rate paid to erecting engineer for: 


Hours in excess of regular workday $ 1° 
per hour. — 


Hours worked on other than regular workday | 
$_ 24 per hour. 


Overtime rate paid to erecting mechanic for: 


Hours in excess of regular workday $ 15 | 
per hour. ea 





| 

Hours worked on other than reguler workday | 
$ 2 per hour. **The per diem rate quoted abpve an 
rates are rates in effect at the tim of the bid an 
: These overtime rates are for information adjustment| to th 
only. See special condition Services of rates in 





the Contractor. 


AWARD OF CONTRACT. 


letter of intent, to be followed later by a 
\formal contract. The privilege to delay a final 
decision to purchase the unit without affecting 


Sd clecsiensailt cise clgaact lagi 








| 
TVA expects to give the successful bidder a | 


General ilectzic Company 
BIDOER 


effec 
Erecti ineers and or Mechanics for - 
ecting Eng: For which TWA vill refi wo £ 
the overtime for which TVA will reimburse | 30 per " | 


| 

the overtime 
are subject to 
Company's publi 
at the [time the 
d. 


Schedule of Prices TVA S051 (MAT-7-85) 
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|the delivery detes and to cancel the letter of 

| intent or contract by the payment of e minimum 
cancellation charge is of considerable 
|importance to TVA. Accordingly, TVA reserves the 
| right, in evaluating the bids, to take into 
account any substantial differences in the fore- 
going privilege end the terms of its use. In 
this connection the bidder is asked to provide 
the following information for items 1 and la: 


1. The latest date upon which fabrication of the 
turbogenerator unit can start without affect- 
ing the delivery dates required by TVA. 

Alt. #1 Alt. #2 Alt. #3 
Item 1. 9-]-60 1-i-60 6-1-60 


Item 1a. 9-1-60 7-1-60 6-1-60 


The cancellation charge, if any, which TVA 
must pay if it elects, on the date specified 
under 1 above, not to proceed with the pur- 
chase of the wit. 

Alt. #1 Alt. #2 Alt. #3 
Item 1. -- 75,009 100,000 


Item la. -- 75,900 100,000 


1 


The latest date upon which cancellation of 
the letter of intent or contract by TVA will 
be accepted without charge of more than one 
dollar ($1). 

Alt. #1 Alt. #2 Alt. #3 
Item1l. 9-1-60 4-1-60 3-1-60 


Item la. 9-1-60 4-1-6909 3-1-60 


The cancellation charge which TVA must pay 

if it elects, on the first day of any month 
following the date specified under 3 above, 
not to proceed with the purchase of the wit. 
The bidder is requested to state a figure for 
the first day of each month from the date 
specified under 3 above up to the latest date 
for which a cancellation charge not larger 
than $250,000 will be accepted. In stating 
these dates the bidder confirms that if the 
purchase is not cancelled, the bidder can 
still meet or better the required delivery 
dates. 











General Electric Company 
a ne TVA SOS! wert-r-e8 
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No. 31-57950 
Pa, e No. 5 


Sil eaberemneanetsSaeshesarcu euawrery | unr | unre rmes | 
First day of: 
Alt. #1 


(Oeeme vant com pute ax tonrl 
Cancellation Charge comes Charge 
teat Treats Fi rst day of:|Item #1) Item 1A 
onli=hs60 400,000. 100,000 he i-69) 100,000; 100,000 
11-1-60 175,000 175,000 10-1-60 175,000) 175,000 


| 12-1-60 250,000 250,000 11-1-6 250,000} 250,000 
Alt. — 


|__11-1-60 175,000 175,000 


| 
| 
| 
| —h2=1-60 220,000 220,000 | 
| COST ADJUSTMENT 


Are prices quoted firm No (yes or no) or 
subject to adjustment in accordance with the 


| Special condition, Cost Adjustment provision | 
| Yes (yes or no)? i 


If prices are to be adjusted in accordance with 
the special condition, Cost Adjustment, the | 
amount of transportation charges included in the 
bid price is$ * - This information is (|*Items 1 and 1k: 
;only for the purpose of computing Cost | Alt. #1] - 





sjusteent. Alt. #2 - 921500 


000 


| 


PERFORMANCE BOND PREMIUM. Alt. #3 - 95 


' 
The special condition Performance Bond provides } 
for the contractor to execute a performance bond.) 
|If TVA should waive this bond requirement, state | 
the amount of credit you will allow TVA for such | 
waiver. $ ** Pee: 1 and 
| 
| 








Alt. #1 - $5 
Alt. 


(This clause applies only to foreign bidders. ) Alt. % 
Bidder shall state the number, the qualifications | 
| 


550 
750 
6), 700 


TECHNICAL SERVICE PERSONNEL. 


and the business addresses of its technical 
service personnel located in the United States or 
Canada. 
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Schedule of Prices 

















drawings will be submitted by contractor for 
approval. * days. The time required 
by Contractor to submit or resubmit and by TVA 
to approve dravings is included in the time of 
performance promised by the bidder. 


*alt. #1 - 12 weeks 


Alt. fA! sores 20 weeks 


1. ‘TVA reserves the right to reject all bids. 


2. TVA reserves the right to reject any ites 
while making award on other items. Items 1 
and la are alternates and only one of them 
will be awarded. 


3. A bid is required for items 1, 2, 3, 4, 5, 
and 6. If a bidder elects to submit a bid 


for item la he must provide a full and com- 
plete detailed description of the equipment 


proposed and the method of operation. The 


acceptance or rejection of this item in lieu) 


of item 1 shall be entirely at the discre- 
tion of TVA. 


4. It will not be necessary for bidder to 


complete columse 1 through 5 under Shipping 


Data, form 5052. 


General Electric Company 
ee a 


Humber of calendar days after award within which 
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AMOUNT 








MAT+7-55 

















A. 






ADMINISTERED PRICES 


DELIVERY AND SHIPPING DATA 


TVA's schedule calls for delivery of the equipment to be made at the 
jobsite as indicated below: 


1. All turbogenerator embedded parts and soleplates 1-1-4 


2. Oil reservoir and complete accessories 7-1-61 
3. Turbine lineup parts 1-1-62 
4. Balance of turbine parts 2-1-62 
5. Generators, exciters, and accessories 3-1-62 


Bidder to state below when he will deliver the above equipment at the 
jobsite: 


1. All turbdogenerator embedded parts and soleplates 1-1-61 
2. O41 reservoir and complete accessories J-1-61 
3. Turbine lineup parts 1-1-62 
4. Balance of turbine parts 2-1-62 
5. Generators, exciters, and accessories _3-1-62 


Bidder must state: 
Point or points of shipment Schenecta N.Y. except neutral 


- delphi 
Alt. #1 - 3,500,000, 


Alt. #3 - 3,800,000 
Name, size, and weight of heaviest and largest pieces Generator stator 


Alt. #1 and 2 stator - 400,000#(Exhaust hood lower Alt.#1-154,000 lbs 
Alt.#2-170,000 Ibs.) Alt. #3 stator 430,000 lbs. (Exhaus¢ hood lower 


Total estimated shipping weight pounds 


AS vohP or 178,999, oy ich he can load at point of shipment 


NYC or D&H (Pennsylvania RR for Philadelphia) 


35621 O—60—pt. 13 -47 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 


ADDENDUM 
No. I 


Invitation No. 31-5 I 950 


Date Fr 25, 1! 


Bid opening 10 a.m. EST, December 9, 1958. STEAM TURBOGENERATOR 
AND 


ACCESSORIES 


NOTICE TO BIDDERS: 


Under Specification No. 7393, Section 18, add paragraph "U" as follows: 


u. A zero-speed switch with 250-volt d-c contacts shall be 
provided on each shaft. These switches shall close their contacts 
exactly at zero speed and will be connected by TVA to trip the 
generator field breakers. 


Under Section 20, paragraph “m", add subparagraph (6) as follows: 


(6) Automatic control for the hydrogen and stator 
cooling systems shall be furnished all mounted in free- 
standing metal-enclosed cubicles. Controls shall include 
all items required or recammended by contractor for the 
best operation of these systems. Separate cubicles shall 
be provided for each generator. 


THIS ADDENDUM IS HEREBY MADE A PART OF THIS INVITATION AND ONE COPY MUST 
BE SIGNED AND RETURNED WITH EACH COPY OF YOUR BID. 


Bidder 


WESTINGHOUSE ELECTRIC CORPORATION TENNESSEE VALLEY AUTHORITY 


Signature and ile of person sujhoriseg’ to sixn bid Division of Materials 


By_J- G. Quinley 


TVA 1561 (MA~5-57) 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
TEMAS 


Chatt:-ooga, Tennessee 


Contract Date. 


INVITATION, BID, AND ACCEPTANCE 


INVITATION 
sents eS ea Oe eee ae ee 
et will be received at office 


Scat ea plete. Bids not physically recetved by 
the cune stated will be rearrned unopemed to the bidder 


TRORSSER VALLEY AUTHORITY, »y J+ G- Quinley 


Chas tng Age 


ARTICLES OR SERVICES 


500-41 STEAM TURBOGEWERATOR 
AED ACCESSORIES 


Attachments which form part of the 
contract: 


Schedule of Prices 

General Conditions (forms 9660 and 
5052) 

Delivery and Shipping Data 

Forging Questionnaire 

Special Conditions 

Basis for Heat Balence and Heat Rate 
Calculstions 

Date to be Submitted with Bid 

Guarentee of Performance 

Poreign Bidder Questionnaire 
(form 9699) 

Coatrol and Progress Schedules 
(forms 9680 and 9661) 

Waleh-Healey Act (form 1647A) 

TVA Specification Ho. 7393 

TVA Drevings EB-73158, C-BF-72856, 
8x-72658, sspe10012, 
37-SH-4-b4E200RL, 37-M-4-47W209K7, 
end 37-M-4-47W215R3 


*A minimum of 30 days’ acceptance time 


reg 


| cortify that the articles or 

services listed above have bees i ____________. 
received in quantity and quality #00 receiving material 
*pecified except as nated. 


TVA 3030 (MAT-4-$8) Approved as reported above 


Telephone AMherst 5-3551 
BID 
Reterence mmberN@z. 47287 dwe__12-9-58 — 


lm compliance with the invitatios for bids. and cubject pp oll Ge conditions theres? (he under s.gnec 
offers, and agrees if thie bid be accepted within ___“_ days (30 Gays unless otherwise écated) 
from Gee dave of the opening, to furnish the services and/or sell and deliver “Se articles listed a 
any or 4)! of the items at the price quoted opposite each 
Discounts will be allowed for peyments es follows: 10 calendar days, __ pureemt; 30 calendar 
Gays, __ percent, 30 calendar days, X percent. Unless otherwise qualified by the bidder 
om this form (1) diecounts will be deducted from the gross contract price: and (2) time ia commec- 
doe with discounts offered will be computed from dare of deltvery of the supplies af destination. or 
from dare of receipt of correct bill properly certified, whichever dase is later. 
‘The bidder represencs: 
‘That he is __, tone K . @ email business concern. (For this purpose, « small business can- 
cera ts one which (1) is not dominant te tts field of operation end, with tts affiliates. employs 
fewer thas S00 employees, or (2) is certified as a small business concern by the Smal) Business 
Adm inietration. See Code of Federal Regulations, Title 13, Chapeer 0, Part 103, 21 Fed. Rag. 
9709, which comtaine the detailed definition sad related procedures ) is comection with supply 
eune sah. 5. cat ah ectimmncasememeneanen daa 
hereunder will __, will not 4, be produced by « emall business concers. is construction and 
construction -related sonpersonal service contracts, the preceding sentence is not applicabis. 
‘That his employment practices do___, do aot _X . discriminate aguinet any employes ox applicant 
for employment because of race, creed, color or sational origin. 
(Compiece: when we aggregate amount of bid s $10,000 er more) 
That be eA 0 manufacturer of the articles, equipmest, material or supplies quoted upas beret. 
‘That he is « regular dealer in, and maintains « stock tor sale to the general public of articles, 
equipment, materials ot supplies of the general character of thet or those upon which be bids herein. 
(Complete only when (a) the aggregets amount of bid ta response ww advertising is $25,000 or more. 
or (>) the aggregate SE 
or retained amy company or pereon /Jther taane full- 
for the bidder (or Comtractor)/ w solicit or semmre this 
paid or agreed w psy any company or perean , other 
than a full-time bona fide employee working solely for the bidder (or Consractor[/ any fee, com- 
mission, percentage or brokerage fee, contingen: upos or resulting fiom the award of this con- 
rect, aad. to furaish information therew as te C. Officer 
‘Bidder 


WESTINGHOUSE ELECTRIC CORPORATION 
or 


928 Volunteer Building _ 
"Telephone 


' 
AM7-4 361 
Chattanoog 8. Ber posses: a nid 
ol AS ‘e ae 
e ngine 
wok eas to- TENNESSEE VALLEY AUTHORITY 








ADMINISTERED PRICES 


F.0.B. Cars, Pride, Alabama, by rail freight. 


Design, febricate, furnish, sell, and deliver 
one 500-MW steam turbogenerator and accessories 
for Colbert Steam Plant, near Tuscumbia, 
Alabama, in accordance with the attached TVA 
Specification No. 7393 end drawings mentioned 
therein. 


One 500,000-kilowatt, 0.9 pf, 24,000-volt, 
3-phase, 60-cycle, cross-compound steam 
turbogenerator and two 10,000-hp, 6,600-rpm 
boiler feed pump turbines in accordance with 
TVA Specification No. 7393 and TVA drevings 
mB-73158, C-BF-72858, 8K-72858, 45D810012, 
37-SH-4-44NOOORL , 37-M-4-47W209R7, end 
37-M-4-4 7WRL5R3. 


Heme of Manufacturery 
Point of Manufacture 1, 2 Pa. 2 
Street City 


Alternate. Same as item 1 except that in lieu of 
an exciter motor-generator set the Contractor 
shall provide means and any necessary equipment 
for synchronizing the wit at approximately half 
syachronous speed or higher. 


Name of Manufacturer Westinzhouse Electric Cprporatign 


Point of Manufacture ster, Pa. and East Pittscurgh) Pe. 
Street City st 


Reduction in contract price for omission of 
turbine tests specified under section 3% of the 
specification. 


Reduction in contract price for omission of 
generator tests only specified under section 3 
of the specification (exciter teste as specified 
are required). 


Price adjustment per foot for increase or 
decrease in length of exciter bus specified 
under section 28 of the specification. Price 
adjustment will be prorated for changes 
imvolving fractions of a foot. 


WESTINGHOUSE ELECTRIC CORPORATION 
ee Schedule ef Prices 


TVA 9051 (MAT-?-55) 








ADMINISTERED PRICES 


Services of Erecting Engineers to supervise the 
installation, starting up, and initial operation 
of the equipment furnished herewmder, if required 
by TVA. (See Special Condition No. 22) 


Services of Erecting Mechanics, if required by 
TVA. (See Special Condition No. 22) 


OVERTIME. Bidder shall state: 


Hours constituting regular workdey 8:00 a.m 
to 4; 30 p-a. 


Days constituting regular workweek if other 
than Monday through Priday -- 


Overtime rate paid to erecting engineer for: 


Hours in excess of regular workday $ Time an 
per hour. 

Dout ¥e time 
Ho) worked on other than reguler workday 


$ r hour.Holidays and Sundays 


Overtime rate paid to erecting mechanic for: 





Hours in excess of regular workday $ Time and one- 
per hour. 


Double time 
Ho worked on other than regular workday 
$ 7 per hourHolidays and Sundays 
: These overtime rates are for information 
only. See special condition Services of 
Erecti neers and/or Mechanics for 


the overt or A jurse 
the Contractor. 


AWARD OF COMTRACT. 


TVA expects to give the successful bidder a 
letter of intent, to be followed later by a 
formal contract. ‘The privilege to delay a final 
decision to purchase the wit without affecting 





TVA S081 (MAT-?-95) 





ADMINISTERED PRICES 


the delivery detes and to cancel the letter of 
intent or contract by the payment of a minima 
cancellation charge is of considerable 
importance to TVA. Accordingly, TVA reserves the 
right, in evaluating the bids, to teke into 
eccount any substantial differences in the fore- 
going privilege and the terms of its use. In 
this connection the bidder is asked to provide 
the following information for items 1 and la: 


1. The latest date upon which febrication of the 
turbogenerator unit can start without affect- 
ing th~ delivery dates required by TVA. 


Item 1. January 1. 1960 
Item la. Januar; ] 1960 


The cancellation charge, if any, which TVA 
must pey if it elects, on the date specified 
under 1 above, not to proceed with the pur- 
chase of the wit. 


Item 1. Q 
Item la. 0 


The latest date upon which cancellation of 
the letter of intent or contract by TVA vill 
be accepted without charge of more than one 
dollar ($1). 


Item 1. January } 1369 
Item le. January ] 1960 


The cancellation charge which TVA must pay 

if it elects, on the first day of any month 
following the dete specified unier 3 above, 
not to proceed with the purchase of the unit. 
The bidder is requested to state a figure for 
the first day of each month from the date 
specified under 3 above up to the latest date 
for which a cancellation charge not larger 
than $250,000 will be accepted. In stating 
these dates the bidder confirms that if the 
purchase is not cancelled, the bidder can 
still meet or better the required delivery 
dates. 


WESTINGHOUSE ELECTRIC CORPORATION 
+ “ne = ——=—_ °° 


TVA 9081 (MAT+I-55) 





ADMINISTERED PRICES 


$100,000 $100,000 _ 
$150,000 $150,000 
$250,000_ $250,000 


Are prices quoted firm No (yes or no) or 
subject to adjustment in accordance with the 
special condition, Cost Adjustment provision 
Yes (yes or no)? 


If prices are to be adjusted in accordance vith 
the special condition, Cost Adjustment, the 
emount of transportation rges uded in the 
bid price is $ 000. - This information is 


only for the purpose computing Cost 
AAjustment. 


PERFORMANCE BOND PREMIUM. 


The special condition Performance Bond provides 
for the contractor to execute a performance bond. 
If TVA should waive this bond requirement, state 
the amount of credi* you will allow TVA for such 
waiver. $ 11,10000 


TECHNICAL SERVICE PERSONNEL. 


(This clause applies only to foreign bidders.) 
Bidder shall state the number, the qualifications 
and the business addresses of its technical 
service personnel located in the United States or 
Canada. 


WESTINGHOUSE ELECTRIC CORPORATION 
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SUBMITTAL OF DRAWINGS. 


Humber of calendar days after award within vhich 

drevings will be submitted by contractor for 

approval. days. The time required 

by Contractor 8 % or resubmit and by TVA 

to spprove drawings is included in the time of 

performance promised by the bidder. 

* Approxinate plan and elevation drawings] witiiin jcdays jafter award. 


SPECIAL NOTES 
TVA reserves the right to reject all bids. 


TVA reserves the right to reject any item 
while making award on other items. Items 1 
and le are alternates and only one of then 
will be awarded. 


A bid is required for items 1, 2, 3, 4, 5, 

ena 6. If a bidder elects to submit a bid 

for item la he must provide a full and com- | * For description see 
plete detailed description of the equipment attac 

proposed and the method of operation. The 

acceptance or rejection of this item in lieu 

of item 1 shall be entirely at the discre- 

tion of TVA. 


It will not be necessary for bidder to 
complete columns 1 through 5 under Shipping 
Data, form 5052. 





U CTRIC CORPORATION 
BIDDER ° 


Schedule of Prices TVA S051 (MAT+7-55) 
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31-57950 
DELIVERY AND SHIPPING DATA 


A. TVA's schedule calls for delivery of the equipment to be made at the 
jobsite as indicated below: 


1. All turbogenerator embedded parts and soleplates 1-1-4 
2. Oil reservoir and complete accessories 7-1-61 
3. Turbine lineup parts 1-1-62 
4, Balance of turbine parts 2-1-62 
5. Generators, exciters, and accessories 3-1-62 


Bidder to state below when he will deliver the above equipment at the 
jobsite: 


1. All turbvogenerator embedded parts and soleplates k=2:-6) 
Oil reservoir and complete accessories '-1-61 
Turbine lineup parts 1-1-62 
Balance of turbine parts 2-1-62 
Generators, exciters, and accessories 3-162 


Bidder must state: 


Point or points of shipment Turbine-Lester, Pennsylvania 


Generator,Exciter and Switchzear-East Pittsbur;h, Pennsylvania. 


Total estimated shipping weight 3,675,000 pounds 
Meme, size, and weight of heaviest and largest pieces 





Refer to Dwz. 1-J-5204 included in Proposal 


Railroad or railroads on which he can load at point of shipment 


Pennsylvania Railroad 





ADMINISTERED PRICES 


TENNESSEE VALLEY AUTHORITY 
New Sprankle Building For Release 
Knoxville, Tennessee Friday, February 27, 1959 
Washington Office 


Woodward Building 
Washington, D. C. 


STATEMENT BY TVA ON PURCHASE OF TURBOGENSRATOR FROM 
C. A. PARSONS & CO., LTD., ENGLAND 


On February 6, 1959, TVA purchased a 500,000 kilowatt turbogenerator, 
to be installed at the Colbert Steam Plant near Tuscumbia, Alabama, from 
C. A. Parsons & Co., Ltd., of England. The delivered price will be $12,095,800. 

The purchase, made under competitive bidding procedures required by the 
TVA Act, was based on the following considerations: 

1. The evaluated Parsons bid was more than $6 million lower than the 
evaluated bids of the only other bidders -- Westinghouse Electric Corporation 
and General Electric Company -- both American firms. 

2. Full compliance with the provisions of the Buy American Act and estab- 
‘ lished national policy on foreign purchases. 

3. A determination that Parsons is qualified, technically competent and 
adequately equipped to build and deliver the turbogenerator on schedule. 

4. Assurance that Parsons is able to provide promptly, any repair ser- 
vice and replacement parts which may be necessary during the life of the 
machine. 

Prior to the final action by the TVA Board in purchasing the turbo- 


generator from C. A. Parsons, all the factors involved, including such con- 


siderations as national security, were subjected to a detailed and intensive 


study. 
Some subsequent public comment indicates a lack of understanding or of 


facts on the matter. This statement has been rrenared to provide those facts. 





ADMINISTERED PRICES 


WHY DID TVA SEEK FOREIGN BIDS? 
Fox some time TVA has been disturbed by the rising prices of turbo- 
generators. There are only three American firms which manufacture large 


turbogenerators. Since 1951 the prices charged by these manufacturers for 


such equipment have increased by more than 50 percent, while the average 


wholesale price of all commodities has increased only about 5 percent. 
It was this history of price increases by the only United States sup- 


pliers which led TVA to invite bids from qualified foreign manufacturers as 


well as domestic ones. 


WHO WAS INVITED TO BID? 

TVA invited bids from the three United States manufacturers and the 
two leading British manufacturers of large steam power generating equipment. 
Bids were received from three companies: the Westinghouse Corporation, the 
General Electric Company, and C. A. Parsons & Co., Ltd. 

In its invitation to bidders TVA set forth certain factors that would be 
taken into account in comparing bids. These included differences in guaranteed 
efficiency of the machine, differences in escalation of prices, and willingness 


of the manufacturer to pay specified damages if the machine were not delivered 
on time. 


COMPARISON OF THE BIDS. 
Before reflecting the evaluation factors just referred to, the base bids 
received were as follows: 
Parsons (including duty) $12,095,800 
General Electric 17,563,000 


Westinghouse 17,633,000 





ADMINISTERED PRICES 


The Parsons price was firm, while the bids from General Electric and 
Westinghouse were subject to escalation clauses. After adjustments for effi- 
ciency and escalation, the evaluated bids compared as follows: 

Parsons $13,140,700 
Westinghouse 19,453,725 
General Electric 19,673,780 


The evaluated General Electric and Westinghouse bids were thus nearly 50 per- 


cent higher than the Parsons bid. 

Moreover, of the three bidders only Parsons indicated a willingness to 
accept a contract containing the provision specified in the invitation for 
payment of damages in the event of delay in delivery. General Electric and 
Westinghouse both took specific exception to the provision. This exception 
constituted a material deviation from the terms of the invitation which ren- 
dered their bids unresponsive and unacceptable even if one of them had been 
a low bidder. 

This provision for liquidated damages is a very important one. A number 
of the large generating units which TVA has bought in recent years have been 
delivered late, and TVA has had to incur substantial additional costs as a 
result. Inclusion of a liquidated damages provision in the final contract 
gives TVA added assurance that Parsons will give its full attention to making 
delivery within the time necessary to meet TVA's requirements as snecified in 


the invitation. 


NATIONAL POLICY ON THE ACCEPTANCE OF FOREIGN BIDS BY FEDERAL AGENCIES. 
National policy governing purchases of foreign equipment has been estab- 
lished by the Congress in the Buy American Act and by the President, in Execu- 


tive Order 10582 of December 17, 195, prescribing the manner in which all 
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ADMINISTERED PRICES 


Federal agencies shall apply the Buy American Act. The Act provides generally 
for purchase of domestic articles, materials and supplies, unless their cost 

is determined to be "unreasonable" as compared to foreign goods. The Executive 
Order provides that ordinarily the "offered price of materials of domestic 


origin shall be deemed to be unreasonable" and purchase shall be made from 


competing foreign source if the domestic price exceeds the amount of a foreign 


bid by more than 6 percent. If the low domestic bidder is in an area of sub- 
stantial unemployment, a 12 percent differential is used in accordance with a 


recommendation of the Council on Foreign Economic Policy. 


TVA'S INVITATION FAVORED DOMESTIC MANUFACTURERS. 

TVA stated in its invitation for bids on the 500,000 kilowatt turbogenerator 
that it would accept the lowest bid from a U. S. manufacturer if it did not ex- 
ceed the lowest foreign bid by more than 20 percent. (Such an increase in the 
price advantage for domestic manufacturers is vermitted under the Executive 
Order if the Government agency involved determines that it has sufficient reason 
to increase the differential. If, under these conditions, purchase is made from 
a domestic manufacturer the agency is required to submit a special report on the 
matter to the President. ) 

This price advantage given to U. S. manufacturers was in addition to the 
import duty which would have to be paid by the foreign manufacturer. 

The import duty which will be paid by Parsons amounts to about $1.5 million. 
The additional 20 percent advantage provided for domestic manufacturers, based 
on Parsons! evaluated bid, was over $2.6 million. Therefore, the total price 
advantage enjoyed by domestic bidders as a result of these two items alone 
amounted to over $ million. Further, foreign bidders had other added costs 


for such items as trans-ocean shipping and marine insurance. 





ADMINISTERED PRICES 


DO LOW FOREIGN WAGES ACCOUNT FOR THE DIFFERENCE IN BIDS? 


One exnlanation which has been offered for the inability of American 


manufacturers to meet the foreign price competition in this field, is the 


difference in wages naid in this country and abroad. 

Wages paid to workers in the electrical industry in England are lower 
than those paid by domestic manufacturers. Westinghouse says that British 
labor receives only 37 percent of the hourly rate paid to the electrical 
workers here. General Electric has suggested that the ratio is 0 percent. 

Westinghouse has told TVA that 1,080,000 manhours of work in its shops 
would have bcen involved in building the turbogenerator. General Electric 
is quoted as saying that 600 manyears of work, which is closely comparable 
to the Westinghouse manhour estimate, would have been required. The Bureau 
of Labor Statistics reports the average hourly wage rate in the electrical 
manufacturing industry for October, 1958 was $2.28. 

The foregoing figures suggest that differences in labor costs would be 
in the neighborhood of $1.5 million, and this does not allow for any greater 
manufacturing efficiency in the larger U. S. plants of General Electric and 
Westinghouse. This computed difference is less than half the price advantage 
provided for domestic manufacturers. In fact, it anvears that the import 
duty is adequate to protect U. S. turbogenerator manufacturers against dif- 


ferences in labor costs. 


THE COMPETENCE OF C. A. PARSONS & CO., LTD. 
C. A. Parsons was a nioneer in steam turbines. Outside of the United 


States the Parsons Company is the largest manufacturer of such equipment in 
the free world. Half of the turbogenerators it builds are exported. For 


example, it has built most of the steam power generating equinment that is 
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ADMINISTERED PRICES 


operating in Canada. It has an English order for a 550,000 kilowatt unit. 
In fact, Parsons & Co, and General Electric are the only two companies in 
the world known to be building units as large as 500,000 kilowatts, General 
Electric now being engaged in building one such unit, which TVA ordered from 
it in the Fall of 1957. 

Before any supplier, whether domestic or foreign, is invited to submit 
bids on large power equipment, TVA first satisfies itself as to the company's 
ability to meet high standards of quality and efficiency. Further, TVA must 
be satisfied with the ability of the supplier to provide repairs and replace- 


ment parts with reasonable speed. In the case of the Parsons Company, as 


with other approved bidders, TVA appraised these qualifications by an inspec- 


tion of the Company's facilities and detailed discussions with its responsible 
officials and engineers. TVA has determined to its full satisfaction that this 
British firm has the plant, equipment, skills and manpower necessary to build 
and service an efficient and reliable machine. Further, Parsons maintains 
service facilities and personnel in Canada, which are as favorably located 


as the corresponding facilities of the U. S. firms. 


NATIONAL SECURITY. 

All the foregoing has a bearing on the effect on national security of 
this purchase from a British firm. The Parsons Company has a good record 
of delivery on schedule, and its guarantee is backed up by a penalty clause 
in the contract. There are similar assurances that the machine will be 
highly efficient. 

Fears that competition by foreign firms will result in all or most large 
turbogenerators being manufactured abroad, thereby eliminating American pro- 


ductive capacity as a supply source in defense emergencies, are unfounded. 





ADMINISTERED PRICES 


It appears that the total capacity in the entire free world for producing 
such equipment is so limited that all of it, both in Eurove and the United 
States, will normally be required to supply the large turbogenerators neces- 
sary to meet the rapidly increasing demands of this Nation and others for 
electric energy. 

In the event of total war, the problem of repair or replacement of 
generating units would be about the same whether they had been manufactured 
domestically or abroad. Any realistic contemplation of such a war must 
assume that American turbogenerator manufacturing plants could be destroyed 
or damaged in the same attack which might damage or destroy the unit installed 
in the Colbert Steam Plant. Early repair or replacement would seem unlikely 
no matter where the unit had been built. 

In event of a less extensive attack or acts of sabotage, it should be 
recognized that generating units manufactured by all the major American sup- 
pliers are incorporated in the TVA system. Widespread damage to the system 
could result in heavy demands on all these suppliers, both by TVA and by 
utilities in other sections of the country. Addition of the Parsons unit to 
the TVA system increases the number of suppliers who can be called on in the 
event of such an emergency and thereby reduces the risk of delay in getting 
maximum capacity back into service. 


Economical operation of the TVA power system, to which the saving of more 


than $6 million contributes, is imoortant in the national defense budget, since 


half of the power from the TVA system goes to Federal defense installations. 
Introduction of real price competition into the turbogenerator manufacturing 
field makes a contribution to combating inflation. At the same time, purchase 
of the unit from Parsons strengthens the economic position of our ally, Great 


Britain. 





ADMINISTERED PRICES 


For national security, strong allies, a healthy world trade, essential 
industries strengthened by stimulation of competition, are likely to be at 
least as important as the location of specific power plant repair facilities. 


These basic purposes are served by the award of the contract under discussion 


to Parsons of England. 


IMPACT ON EMPLOYMENT AND NATIONAL ECONOMY. 


TVA would regret any real net loss of employment for American workers 


from its purchase of an English turbogenerator. However, it seems more likely 


that there will be a net benefit to American labor. TVA wil] make payment in 
dollars for its purchase from Parsons. It can reasonably be assumed that 
these dollars will be used to finance British purchases of other goods either 
in the United States or in third countries which will in turn use the dollars 
to make purchases in the United States. Those dollars can be exvected to 
create and pay for as many manhours of work in the United States as would 
have resulted from domestic manufacture of the turbogenerator. 

In addition, the saving of over $6 million affects TVA's ability to pro- 
vide low-cost power to farms, homes, and industrial concerns within its power 
service area. The availability of ample power at the lowest cost stimulates 
industrial: employment, and enables the home consumers of this power to con- 
tinue to provide the best market in the Nation for electrical appliances. The 
money TVA invests in generating equipment is exceeded by the purchases by con- 
sumers of TVA power of electrical appliances and equipment -- more than $2 bil- 
lion worth since the end of World War II -- of which General Electric and 
Westinghouse are leading suppliers. 


35621 O—60—pt. 13——48 





ADMINISTERED PRICES 


THE TURBOGENERATOR WILL BE PAID FOR BY THE USERS OF TVA POWER. 


Contrary to the impression that prevails in some quarters, the money to 
be spent for the turbogenerator will not come from "taxes". The cost will 


be met from power revenues pzid by the users of TVA power. 


HAF 


February 26, 1959 





TENNESSEE VALLEY AUTHORITY 
CHATTANOOGA, TENNESSEE 


October 9, 1959 


Mr. Paul Rand Dixon 

Counsel and Staff Director 

Senate Antitrust and Monopoly Subcommittee 
Senate Office Building 

Washington 25, D. C. 


Dear Mr. Dixon: 


Enclosed is a tabulation of bids received 
during the past 41 months on power trans- 
formers rated 10,000 kva and below. This 


is supplied in response to your request of 


September 28, 1959. 


aul ey, Directfpr 


Division of Materials 


Fnclosure 
CC: Mr. William L. Maher, Chief (Enclosure) 
Middle Atlantic Office 
Antitrust Division 
Department of Justice 
420 Mall Building 
325 Chestnut Street 
Philadelphia 6, Pennsylvania 





PTA 91 qugdon: YoAd 


000S 6S99~-2d09 
000s }§=-: LT L9-2d.09 
€EEE ngeg-edO9 
000S 2zet9-2d09 
€€EE g66S-2d09 
000S = SEnS-2d09 
€€EE 6ELH-2d6S 
L99T "6en-2d6S 
000S get -2d6S 
000S = GLE -2d6S 
00S2 STg2-2d6s 
1999 OSt2-2d6S 
000 )§=ELe2-2d6S 


#962 *ZOT 
199 °E6 
21S ‘TL 


gzt ‘99 


99619 
*soads Butjeeu Z QnT eh 


QeTe-2d6S 
1999 gLLI-2d6S 
gtnT-2d6S 
069-26 
206-2d6S 
6S-2d6S 
OT996~2dgS 
QOOOT 90TEZ-2dgs 
OQOOOT Tex22-2dgs 
€€EE b6eSze-zags 
glzz2z-zdgs 
SOE T2-2dgs 
6S1C2-2d lS 
19902~-Z2dLS 
EZTCT-ZdLS 
S669T~Zd LS 
N9O99T~2d Ls 
gENOT-ZALS LS6TSE sues 
SIZOT-2d LS 9S6T‘Lz*oeq 
LZQHT-2dls QS6T SO€ *AON 
LL2nT-2dLS  9S6T *2T°920 
TELZT-ZdS 9561 6 “Bny 
6Sg0T-zdlS 9S6T ‘9 *ImLr 


9LS *6S 


26 SS 
OSLSTS 
91S *6E 
O9€ £15 
260°9h 
260'9t 


ais 29°95 

t : 

2Lg'0s O9T ‘0S 
O9T*0S 


mM 
fs 
o 
_ 
A 
a 
ww 
8 
ce 
mM 
= 
g 
a 
a 
< 


AIaaT Tap Zuyyeow 


Atattat datas Ns ttt Nast tt st st ot ot ot ot ot tt tt st asta 
AAA AMR ADH ADHD A AH AHH TDA A Ad AR AR AR AR AAA WAAAY Ada 


“OFTa "ND UONDVA S KiT~ SSVIO JsvHd VAN Uae DOVYINOO 


. “Nvnd Ay LOVYLNOO 40 diva 
Salud did NOTLd1uosa 


6561 7409S nom? 9661 adv 


SS#I_GNV WAN 000*OT 
SUSWHOASNVEL YaMOd 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


INFORMATION CONCERNING 
IDENTICAL BIDDING ON ELECTRICAL EQUIPMENT 
DURING PERIOD 


FROM JULY 1, 1956, TO JUNE 30, 1959 





lO. a oe ee ee aa eS es eee 


the expeption of a few instances 
lightning arresters were bid the sam 


with 


Such 


covering distribution trensformers 
meters, porcelain insulators, lightning 


meters, lightning arresters and insulators cover all 
years 


ADMINISTERED PRICES 


item of insulators and/or 


i 
f 
fé 
al 


August 25, 1959 
Ineluded in these tabulations are bids 


power transformers, electric watthour 


| ii 


Date: 
Tor 
From: 





ADMINISTERED PRICES 


Bids Dated 

duly 6, 1956 
hagust 10, 1956 
October 11, 1956 
November 12, 1957 
October 7, 1957 
September 9, 1957 
dngust. 6, 1957 
June 10, 1958 
duly 3, 1958 
Angust 5, 1958 
September 6, 1958 
dune 4, 1959 
daly 8, 1959 
dune 28, 1956 
dugust 28, 1956 
October 4, 1956 
November 1, 1956 
December 12, 1956 


December 13, 1956 


Jamary 22, 1957 


1 
1 
1 
3 
3 
3 
& 
4 
4 
5 
5 
5 
6 
6 
6 
v 
7 
8 


~o 


5 





ADMINISTERED PRICES 


Bide Dated 

April 2, 1957 

May 31, 1957 

dune 25, 1957 
duly 9, 1957 
August 6, 1957 
September 19, 1957 
Jammary 20, 1958 
Jamary 22, 1958 
April 3, 1958 

May 2, 1958 

May 5, 1958 
September 19, 1958 
October 2, 1958 
December 1, 1958 
December 30, 1958 
March 3, 1959 
March 9, 1959 

June 30, 1959 


dune 28, 1956 


dugust 1, 1956 
October 4, 1956 
November 1, 1956 
December 12, 1956 
December 12, 1956 
Jamary 9, 1957 


eee ue rece eeee el 





Bide Dated 
April 23, 1957 


September 19, 1957 


Jamary 22, 1958 
March 12, 1956 
March 2h, 1958 


April 21, 1958 


dane 23, 1958 


Jamary 23, 1959 
February 10, 1959 
Pebruary 23, 1959 
iprtl 28, 1959 
June 29, 1956 
duly Sl, 1956 
mugust 21, 1956 
October 19, 1956 
December 28, 1956 
damary 29, 1957 
March 19, 1957 
April 30, 1957 
June Uy 1957 
iugust 27, 1957 


ADMINISTERED PRICES 


Materials Covered 
3 By Me Sipe nndateve 


Tht te 


7%" Disc Insulators 

6" Dise 

13 KV Pin Type Insulators 

15 EV Switch Insulators 

69 KV Switch and Bus Insulators 


(13 KV Pin Type Insulators 
(7%" Disc Insulators 


(Sty in pe Tandon 
13 KV Pin Type Insulators 

2300 Volt Pin Type Insulators 

6" Disc Insulators 

15 KV Pin Type Insulators 

250 Kva. 13,800-240/480 V. Transformers 

500 Kwa. 13,200-21,00/4160 ¥. Transformers 
Distribution Transformers 

75 Kvae 2400-120/240 ¥. Pyranol Transformers 
1000 Kva. 13,200-277/480 V. Network Transformers 
Distribution Trensformers 

1000 Kva. 13,200-21,00/4160 V. Power Transformers 
167 Eva. 13,800-120/240 V. Transformers 
Distribution Transformers 

Distribution Transformers 


e 


BRYRR B 


RZS¥FEBSSEBEB SB 8 


wee SRS 





INDEX ~ Page 4 


Bids Dated 
October 24, 1957 
December 19, 1957 


February 4, 1958 


February 24, 1956 
April 21, 1958 
duns 16, 1958 
August 18, 1958 
November 20, 1958 
Jamary 22, 1959 
March 9, 1959 
April 21, 1959 
dune 22, 1959 


November 21, 1958 


March 13, 1959 


ADMINISTERED PRICES 


Distribution Transforsers 

Distribution Transformers 

69000 Volt Potential Transformer 

500 Kva. 13,200-2h0/480 V. Transformers 
Distribution Transformers 

(5000 Mva-2000 Amp. 26S SS et a 
(250 Mva-1200 Amp. 14,400 V. Oil Circuit Breakers 
(250 Mva-Ditto except to be 125 V. DeC. Control 


5000 Mva-2000 Amp. 69,000 V. Oil Curcuit Breakers 
250 Mva-1200 Amp. 14,400 ¥. O11 Circuit Breakers 


5000 Mva-2000 Amp. 69,000 V. Oil Curcuit Breakers 


Page No. 
x 
9 
40 
41 
4l 
42 
42 
43 
43 
ah 
bh 
45 
bb 
46 
47 





ADMINISTERED PRICES 


boitan Gone Supply 
: (on Senigamo Electric eqipment) 
Stokes Electric 
(on Duncan Sevaeis Senay equipment ) 


Tabulation of Bids Received August 10, 1956 


(ie Rletrist Su cpa) 


Pry Raa Bleverds On Company equipment ) 


600 - Electric Watthour Meters 
Tabulation of Bids Received October 11, 1956 


Electric Company 
(on General Electric equipment) 


(Weotinguouse Risstric Corporetion 
Westinghouse Electric Supply Company 
( (on Westinghouse Electric equipment) 


(Roden Electrical Supply Co 
( (on Sangamo Electric conga) 


ae Renee Coe 
(on Duncan Electric Company equipment) 





ADMINISTERED PRICES 


ENOAVLLL WTS LITLES BOARD 
KNOXVILLE, TENNESSEE 


3 


268 - Electris: Watthour Meters 
Tabulation of Bids Received November 12, 1957 


General Electric Company 
Supply Company 


Electric Company 
(on General Electric Gampany equipment) 


Westinghouse Electris Corporation 
Electric Supply 
(on Westinghouse Elestrio equi ) 
ae Electrical Supply Company 
(on Sangamo Electric Company equipment) 


Stokes Electric Company 
(em Duncan Electric Company equipment) 


288 - Electric Watthour Meters 
Tabulation of Rids Received October 7, 1957 


Graybar Electric Company 
(on General Electric equipment) 


Vestingheswe Electric Corporation 
e Electric Supply Company 
(on Westinghouse Electric equipment) 


Roden Electrical Supply Company 
(on Sangamo Electric Company equipment) 


Stokes Electric Company 
(on Dunean Electric Company equipment) 


250 - Electric Watthour Meters 
Tabulation of Bids Received September 9, 1957 


General Eleotric Supply 


(deceral Electric 
Company 
(on General Electric equipment) 


Westingh Corporation 
Westinghouse Electric Supply Company 
(on Westinghouse Electric equipment) 
omy Electrical Supply Company 
(on Sangamo Electric Company equipment) 


Stokes Electric Company 
(on Duncan Electric Company equipment) 





ADMINISTERED PRICES 


200 - Electrin Watthour Meters 
Tabulation of Bids Received August 6, 1957 


General Electric Company 
General Electric Supply Company 
| 


Electric Corporation 
Westinghouse Electric Supply Company 
Hertsghue, octet Supay Sma, 
Pit ctioes mncukt desea s 

(on Sangemo Electric Company equipment) 


Pe ae e 


500 - Electric Watthour Meters 
Tabulation of Bids Received June 10, 1958 


Graybar Electric Company 
(on General Electric equipment) 


yey ont Electric Supply Company 
(on Westinghouse Electric equipment) 


ieee tenuate a 
(on Sangamo Electric Company equipment ) 


Graybar Electric Company 
(on General Electric equipment) 


(Westinghouse Electric Corporation 
(Westinghouse Electric Supply Company 
( (on Westinghouse Electric equipment) 


(Roden Electrical Supply Company 
( (on Sangamo Electric equipment) 


f Electric Company 
on Dunean Electric equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


700 ~ Electric Watthour Meters 
Tabulation of Bids Received August 5, 1958 


Penepete Reieooetr een 
(om Westinghouse Electric equipment) 


(stan Rinstetesh, Seasty Comper 
(on Sangamo Electric equipment) 


Stokes Electric Company 
ee are oe) 


Tabulation of Bids Received September &, 1956 
General Electric Company 


Weatingh Electric Supply Company 
Meetatanns, Rertste Sezety Cowoeey 


Electrical Supply Company 
(on Sangamo Electric equipment) 


Stokes Electric 


426 ~ Electric Watthour Meters 
Tabulation of Bids Beceived June 4, 1959 


(on Jenoral Electric equipment) 
(Westinghouse Electric Corporation 
re Electrical Supply Company 

(on Sangamo Electric equipment) 


Pyare Electric Company 
(on Duncan Electric equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSER 


46 - Electric Watthour Meters 
Tabulation of Bids Received July 8, 1959 


hs Ako Et Eth, 


100 = 2300 Volt Lightning Arresters 
Tabulation of Bids Received June 26, 1956 

General Electric Supply Company 
(General Electric Company equipment) 


Electric Supply Company 
(Westinghouse Electric equipment) 


Stokes Electric Company 
(Line Material Company equipment) 


Roden Electrical Supply Company 
(Electric Service Mfg. Company equipment) 


Graybar Electric Company 
(General Electric Company equipment ) 


Jones & Lee Supply Company 
(Electric Service Mfg. Company equipment) 


100 - 12 KV Lightning Arresters 
Tabulation of Bids Received August 28, 1956 
General Electric Supply Company 
(General Electric equipment) 
Stokes Electric Company 
(Line Material equipment) 
Westinghouse Elec ae Company 
(Westinghouse equipment 
Jones & Lee Supply Company 
(Electric Service Mfg. equipment) 


Graybar Electric Company 
(General Electric equipment) 


Roden Electrical Supply Company 
(Electric Service Mfg. equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 
200 - 12 KV Lightning Arresters 
Tabulation of Bids Received October 4, 1956 

Price Total 


Saab Bid. 
Westinghouse Electric Supply Company $25.00 $ 5 000.00 
(Westinghouse Corp, equipment) 


Roden Eleotrical Supply Company 5 000.00 
(Electric Service Mfg. equipment) 


Graybar Electric 5 000,00 
(General Electric equipment) 


Stokes Electric Company 5 000.00 
(Line Material Company equipment) 


Joslyn Mamfacturing & Supply Company 5 000,00 

Generel Electric Supply Company 5 000,00 
(General Electric Company equipment) 

Jones & Lee Supply Company 00 5 000,00 
(estebe aubiine Mie, @ equipment ) 


FREER E EF 


150 - 12 KV Arresters 
Tabulation of Bids Received November 1, 1956 


Westinghouse Electric Supply Company 
(Westinghouse Corp, equipment) 


General Electric Supply Company 
(General Electric equipment) 
Stokes Electric Company 
(Line Material Company equipment) 


Roden Electrical Supply Company 
(Electric Service Mfg. equipment) 


Jones & Lee Supply Company 
(Electric Service Mfg. equipment) 


Graybar Electric Company 
(Generel Electric equipment) 


Delte~Star Electric Division of 
(H. K. Porter Company, Inc.) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, 


100 — 2300 Volt Lightning Arresters 
Tabulation of Bids Received December 12, 1956 


Roden Electrical Supply 
(lec, Service Mfg. dm 


Generel Electris Supply Company 
(General Electric equipment) 


Stekes Electric Company 
(Line Material Company equipment) 


Westinghouse Electric Supply Company 
(Westinghouse Corp, equipment) 


"ak tonsils cot pment) 


Delta-Star Electric Division of 
(H. K. Porter Company, Ine.) 


FrFRrE F&F ff 


Jones & Lee Supply Company 
(Electric Service Mfg. equipment) 


35621 O—60—pt. 15- 49 
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ADMINISTERED PRICES 


100 - 12 KV Lightning Arresters 
Tabulation of Bids Received January 22, 1957 


General Electrie Supply Company 
(General Electric equipment) 


“"(henerel Hevtrie 


Roden Electrical Supply Company 
(Electric Service Mfg. equipment) 


Westinghouse Electric Supply 
Wiis tan cele” 


Stokee Electric Company 
(Line Material Company equipment) 


rer E SF sf 


150 - 12 KV lightning Arresters 
Tabulation of Bids Received April 2, 1957 


General Electric Supply Company 
(General Electric equipment) 


Graybar Electric Company 
(Generel Electric equipment) 


Roden Electrical Supply Company 
(Blectrie Service Mfg. equipment) 
Stokes Electric Company 

(Line Material Company equipment) 


Westinghouse Electris Supply Company 
(Westinghouse Corp, equipsent) 





ADMINISTERED PRICES 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 


150 12 KV Lightning Arrestera 
Tabulation of Bids Received July 9, 1957 


Klestr‘ie Supply Company 
Klectrie equipment) 


Klestrie 
a ny 
Roden Electrical Supply Company 
(Klectric Service Mfg. equipment) 
Stekee Electric Company 
(Line Material Company equipssut) 


(Westinghouse 


150 - 12 KV Lightning Arrestere 
Tabulation of Bids Received August 6, 1957 


ay hy ny 


General Electric Supply Company 
(Generel Electrie equipment) 


Company 


Stokes Electric 
(line Material Company equipment) 


Roden Electrical Supply Company 
(Rlectric Service Mfg. equipment) 


Westinghouse Electric Supply Company 
(Westinghouse Corporation equipment 


200 - 13 KV Lightning Arresters 
Tabulation of Bids Received September 19, 1957 
Graybar Electric Company 
(General Electric equipment) 
General Elesctrie Supply Company 
(General Electric equipment) 
Roden Electrical Supply Company 
(Klectric Service Mfg. equipment) 
Westinghouse Electric Supply Company 
(Westinghouse Corp. equipment) 


Stokes Electric Company 
(Line Material Company equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


6 - & KV Lightning Arresters 
Tabulation of Bids Received Jamary 20, 1956 


“heat Beecas Oelexens) 
(General Electric equipment) 


General Electric Company 


100 - 12 KV Lightning Arresters 
Tabulation of Bids Received January 22, 1958 
Stokes Electric Company 
(Line Material Company equipment) 
Westinghouse Electric Company 
(Westinghouse equipment 


General Electric Supply Company 
(General Electric equipment) 


Rodan Electrical Supply Company 
(Electric Service Mfg. equipment) 


Lightning Arresters 
of Bids Received April 3, 1958 
Graybar Electric Company 
(Generel Electric equipment) 
General Electric Supply Company 
(General Electric equipment) 


Roden Electrical Supply Company 
(Electric Service Mfg. equipment) 


Stokes Electric Company 
(Line Material Company equipment) 
General Electric Company 
Westinghouse Electric Corporation 


Westinghouse Electric Supply Company 
(Westinghouse Corporation equipment) 


$73 F €. EE F 





ADMINISTERED PRICES 


KiGAVALLS UTILITIES BOARD 
KNOXVILLE, TENNESSE 


6 - & KV Line Type Lightning Arresters 
Tabulation of Bids Received May 2, 1958 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


300 - 12 KV 
15 - 650 V Lightning Arresters 
Tabulation of Bids Received May 5, 1956 


2 av Total 
ach, _Eech. Bid. 
Westinghouse Electric Supply Company $26,,25 $7 957.65 
(Westinghouse Corp. equipment) 


Roden Electrical Supply Company 26,25 7 953075 
(Electris Service Mfg. equipment) 


Stokes Electric Company 26.25 7 953075 
(Line Material Company equipment ) Kn 


Graybar Electric Company 26,25 7 957.65 
(General Electric equipment) 





ADMINISTERED PRICES 


KNCAVILLS WiILITIES BOARD 
KAOXVILLE, TENNESSEE 


250 - 12 KV Lightning Arresters 
Tabulation of Bids Received September 19, 1958 


Price 
Bach 

Graybar Electric Company 

(General Electric equipment) 

Stokes Electric Company 

(Line Material Company equipment) 

Roden Electrical Company 

(Eleo. Service Mfz, equipment ) 


General Electric Supply Company 
(General Electric equipment) 


Westinghouse Electric Supply Company 


6 - 15 KV Thyrite Lightning Arre 
Tabulation of Bids Received October i. 1958 


General Electric Supply Company 
(General Electric equipment) 


Graybar Electric Company 
(General Electric equipment) 


Westinghouse Electric Supply Company 
(Westinghouse Corp. equipment) 


100 - 3000 Volt Lightning Arrest 
Suubithen of S0Gp ieentend Recaier 3, 1956 
Stokes Electric Company 
(Line Material Company equipment) 


Roden Electrisal Company 
(Electric Service Mfg. equipment) 


Electric Company 
(General Electric equipment) 


Westinghouse Electrics Supply Company 
(Westinghouse Corp. equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


Lightning Arresters 
ived December 30, 1958 
Price Total 
eh Bid, 
$671.25 $ 2013.75 


671.25 2 013.75 
2 013.75 


2 013.75 


200 = 12 KV Lightning Arresters 
Tabulation of Bids Received March 3, 1959 


Westinghouse Electric Supply Company 
(Westinghouse Corp, equipment) 


Stokes Electric Company 
(Line Material Company equipment) 


Roden Electrical Supply 
(Delta Star Elec. Co. equipment) 


General Electric Supply 
(General Electris 


Company 
equipment ) 


Graybar Electric Company 
(General Electric equipment) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, 


12 - & EV Lightning Arresters 
Tabulation of Bids Received March 9, 1959 


Price 
oh 


3 - & KV Station Type lightning Arresters 
Tabulation of Bids Received June 30, 1959 


Graybar Electric Company 
(General Electric equipment) 


Westinghouse Electric Corporation 





ADMINISTERED PRICES 


peers Sone Oo Somigetere) 


Stokes Electrie Company 
(en Lapp Insulator Company Insulators) 


Roden Electrical Supply Company 
(em Vietor_Ingulator Company Insulators) 


Grayber Electric Company 
(em Ohio Brass Company Insulators) 


Lapp Insulator Company 





ADMINISTERED PRICES 


rakes flect ris Sup 
(cm Lapp Insulator 


9 Qhie Brass Company Insulators) 


General Electric Supply Company 

(om Locke Insulator Company Insulators) 
Klectrical Supply 59.00 
(ca Lt ‘Stan thor Foreelain fo Insulators) 

om 2nd item Victor Ins. Co. Insulators) 


Lapp Insulator Company 





t 
” 


ADMINISTERED PRICES 


Westinghouse Electric Company 
(on R. Thomas & Sons Co, ) 


Roden Electrical Supply 
Cen ee eee On tevastane) 
Grayber Electric Company 

(em Chic Brass Company Insulators) 


Stokes Electric Company 
(en Lapp Insulator Company Insulators) 


(on nota Chinas) 


Company 


Prrerer rf 


General Electric 
(on Locke Insulator 


Tabulation of Bids Received November 1, 1956 


Westinghouse Electric Supply Company 
(on R. Thomas & Sons Insulators) 


General Eleo' Supply 
ie te tae bene 


Stokes Electric Company 
(on Lapp Insulator Co. Insulators) 


Roden Electrical Supply Company 
(on Victor Insulator Company Insulators) 
Lapp Insulator Company, Inc. 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


1500 - 15 KEV Pin Type Insulators 
Tabulation of Bids Received December 12, 1956 


Price 
Pe 
Roden Electrical Supply Company rs $ 
(en Victor Insulator Company Insulators) 


General Electric Supply Company 70.80 
(on Bubbard Company Insulators) 


Stokes Electric Company 
(on Lapp Insulator Company Insulators) 


Westinghouse Electric Company 
Cap Pecccheles Teutehee tognegt emeanen) 


Insulators 
of Bids Received December 12, 1956 


(on Victor Insulator Company Insulators) 


General Electric Supply Company 

(on Locke Insulator Company Insulators) 
Stokes Electric Company 

(on Lapp Insulator Company Insulators) 


Westinghouse Electric Supply Company 
(on Porcelain Insulator Corp Insulators) 


Graybar Electric Company 
(on Ohio Brass Company Insulators) 


se 8 § 3 @ 


1500 = 2400 VW Pin Type Insulators 
Tabulation of Bids Received January 9, 1957 

Roden Electrical Supply Company 
(on Vietor Insulator Company Insulators) 


Graybar Electric Company 
(on Ohio Brass Company Insulators) 


Stokes Electric Company 
(on Knox Porcelain Company Insulators) 


Westinghouse Electric Supply 
(on Joslyn Mfg. Oenaay Insulators) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 


1000 
Pin Type 
Per 400 


Graybar Elestric Company $ 70.60 
(on Ohio Brass Company Insulators) 


Westinghouse Electric Supply Company 
(en BR. Thomas & Sons Company Insulators) 


Electric Supply Company 
(en Looke Insulator Company Insulators) 


Roden Electrical Supply Company 
(on Vietor Insulator Company Insulators) 


Stekes Electric Company 
fame Reariatee Corey Denteoen) 
line Material Company Insulators) 
Lapp Insulator Company 





ADMINISTERED PRICES 


Total 
a 
$708.00 


Electrical Supply Company $ 70.80 
Item 1 - Knox Insulator they oe 
Item 2 - Victor Insulator Co. 


General Electrics Supply Company 200 
(on Locke Insulator Company Insulators) ” 


Graybar Electric Company 708.00 
(on Ohie Brass Company Insulators) 


Westinghouse Electric Supply 
Gn 1 tekee 6 Sen Beieteon 


Stokes Electric Company 
Item 1 - Line Material Co. Insulators 
Item 2 - Lapp Insulator Co. Insulators 
Lapp Insulator Company, Incorporated 
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ADMINISTERED PRICES 


KUOAVILLE UTILITIES BOARD 
» TENNESSEE 


Graybar Electric Company 
(on Ohio Brass Company Insulators) 


General Electric Supply Company 
(on Locke Insulator Company Insulators) 


Roden Electrical Supply Company 
(on Victer Insulator Company Insulators) 


Westinghouse Electric Supply C 
(on R. Thomas & Son Insulators 


Stokes Electric Company 
(on Lapp Insulator Company Insulators) 


F.0.Bo, Knoxville 





ADMINISTERED PRICES 


KNOXVILLE UTILITI“S BOARD 
KNOXVILLE, TENNESSE 


2000 - 6-inch Dise Insulators 
Tabulation of Bids Received January 22, 1958 


Price 
ach 


Total 
id. 


Stokes Electric Company $ 2,00 .$.% 000.00 


(on Lapp Insulator Company Insulators) 


Westinghouse Electric Supply Company 2.00 
(on BR, Thomas & Sons Insulators) 


General Electric Supply Company 2,00 
(on Locke Insulator Company Insulators) 


Roden Electrical Supply Company 2.00 
(on Victor Insulator Company Insulators) 


Graybar Electric Company 2.00 
(on Ohio Brass Company Insulators) 


2.00 


72 - 15 KV Switch Insulators 
Tabulation of Bids Received March 12, 19568 


Graybar Electric Company 
(on Ohie Brass Canpany Insulators) 


General Electric Supply Company 
(on Locke Insulator Company Insulators) 


Roden Electrical Supply Company 
(on Chetee Insulator Company Insulators) 


Westingh: Electric Supply Company 
(on . dune & Sons Company Insulators) 


Stokes Electric Company ; 
(on Lapp Insulatoz Company Insulators) 


Lapp Insulator Compeny 


fs 000,00 
& 000,00 
4 000,00 
4, 000,00 


4, 000,00 





ADMINISTERED PRICES 


Westinghouse Electric Supply $ 24.50 
cay gly A 


Roden Electrical Supply Company 
(on Victor Insulator Company Insulators) 


Graybar Electric Company 
(en Ohde Brass Company Insulators) 


Stokes Electric Company 
(on Lapp Insulator Company Insulators) 


General Elestrie Supply 
map tegen ay Soe ny 





ADMINISTERED PRICES 


KNOSVILLE UIILITICS BOARD 
KNOXVILLE, TENNESSEE 


- KV Pin Insulators 
se = Y° Dise Dneadsters 
Tabulation of Bids lteceived April 21, 1958 
2500 1002 
Pin Type 74" Diss Total 
Per 200, Per joo. = Bid 


General Electric Supply Company $70.80 $280.00 $%% 575.60 
(on Leoke Insulator Company Insulators) 


Wes: Electric Company 70.00 & AA7.38 
(on fn Poreelain Corp. ) 


Stekes Elestrie Company 70.80 & 575.60 
lst Item - Knox Porcelain Corp. Insulator 
Item - Lapp Insulator Co, Insulator) 
Electric 70.80 & 575.60 
"Tos tad eves Sania Biaigatens) 


70.80 4 575.60 


Roden Electrical Supply Company 
(on Victor Insulator Company Insulators) 





ADMINISTERED PRICES 


Electric Company 
(on Ohio Brass Company Insulators) 


Westinghouse Electric Supply Company 29.50 
lst Item - Knox Porcelain Corp. hhsulatos) 
Balance - R. Thomas & Sons Insulators) 


General Electric Supply Company 33.0% 
(on Locke Insulator Company Insulators) 


Stokes EL Company 
Items 1 & 2 -line Material Co, Insulators) 
Item 3 - Lapp Insulator Co. Insulators) 


All Bids: Net, F.0.B., Knoxville, Tennessee 





ADMINISTERED PRICES 


aliCaVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEB 


2000 - 13 KV Pin Type Insulators 
Tabulation of Bids Received January 23, 1959 


Price Total 
Per 100 id. Tomme =F.0.B. 
Jones & Lee Supply Company $ 66,00 $ 1 320,00 
(on Knox Porcelain Corp, Insulators) 


(om Knox Porcelain Corp. Insulators) 


General Electric Company 70.80 1 416.00 
(on Locke Insulator Company Insulators) 


Electric Company 70.80 1 416.00 
ton Ohio Brass Company Insulators) 


Roden Electrical Supply Company 1 416,00 
(on Victor Insulator Company Insulators) 


Stokes Electric Company 1 416,00 
(on Line Material Company Insulators) 


500 - 2300 Volt Pin Type Insulators 
Tabulation of Bids Received February 10, 1959 


General Electric Supply Company 
(en Locke Insulator Company Insulators) 


Roden Electrical Supply Company 
(on Victor Insulator Company Insulators) 


Stokes Electric Company 
(on Knox Porcelain Corp. Insulators) 


Graybar Electric Company 
(on Ohio Brass Company Insulators) 


Westinghouse Electric Supply Company 
(on Knox Porcelain Corp. Insulators) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


2400 - 6 Dise Insulators 
Tabulation of Bids Received February 23, 1959 
Graybar 


Price 
oy 

Klectrio $ 2,00 
ng bag 


Roden Electrical Supply Company 
(en Vietor Ingulator Company Insulators) 


Electric Supply 
on Porcelain Ingulater Jorp. rs) 


(om Line Material Company Insulators) 


Ga hous Eee Geer Genial 





ADMINISTERED PRICES 


Westinghouse Electric Supply Company 


een 


Electric Company 70.80 
ea 


Roden Electrical Supply Company 70.80 
(on Victor Insulator Company Insulators) 


General Electric Supply Company 70.80 
(on Locks Insulator Company Insulators) 





ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


3 = 250 Kwa. 13,800+240/,80 V. Transformers 
Tabulation of Bids Received June 29, 1956 


(General Electric Company 
General Electric Supply Company 
Graybar Electric Company 

(on General Electric equipment ) 


Moloney Electric Company 

(Westinghouse Electric Corporation 

(Westinghouse Electric Supply Company 6 432.36 
(on Westinghouse Corp. equipment) 


Wagner Electric Qorporation 6 432.36 


Stokes Electric Company 6 432.36 
(Local Jobber Bidding on Line 
Material Company) 


Allis-Chalmers Manufacturing Company 6 432.36 


4, = 500 Kva. 13,200-21,00/4160 V. Transformers 
Tabulation of Bids Received July 31, 1956 


(Stokes Electric Company 2 943.32 
(Local Jobber Bidding on Line 
Material Company) 
General Electric Company 2 943.32 
Westinghouse Electric Corporation 2 943.32 
Westinghouse Electric Supply Company 2 9.3.32 
(on Westinghouse Corp. equipment) 
(Allis-Chalmers Manufacturing Company 2 943.32 
(Roden Electrical Supply 2 943.32 
(on Allis<Chalmers equipment 
Wagner Electric Corporation 2 943.32 


Moloney Electric Company 2 943.32 
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ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


4 = 75 Kva. 2400-120/240 V. Pyranol Transformers 
Tabulation of Bide Received October 19, 1956 


General Electric Company 
Generel Electric Supply Company 
Graybar Electric Company 

(om General Electric equipment ) 
Wagner Electric Corporation 


Moloney Electric Company 


(vestinghouse 
Westinghouse Electric Supply Company 
(on Westinghouse Corporation equipment ) 


Stokes Electric Company 
(Local Jobber Bidding on Line Material 
Company ) 


*Stokes did not bid on specification asked for. 


3 = 1000 Kva. 13,200-277/180 V. Network Transformers 
Tabulation of Bids Received Decesber 26, 1956 
General Electric Company 16 854.00 
Allis-Chalmere Manufacturing Company 16 875.00 
Westinghouse Electric Corporation 16 838.00 
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ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


3 ~ 1000 Kva. 13,200-24,00/4,160 V. Power Transformers 
Tabulation of Bids Received March 19, 1957 
Price 
Each 
Westinghouse Electric Corporation $5 735.00 
Moloney Electric Company 5 735.00 
Wagner Electric Corporation 5 562.00 
Allis-Chalmers Manufacturing Company 5 735.00 
General Electric Company 5 735.00 
3 = 167 Kva. 13,800-120/240 V. Transformers 
Tabulation of Bids Received April 30, 1957 
General Electric Company 
General Electric Supply Company 


Graybar Electric Company 
(on General Electric equipment ) 


ee reeTtt TeTHESA BOARD 


Wagner Electric Corporation 


(den Haste Electrical Supply 


(on Allis-Chalmers equipm 


(Stokes Electric Company 
(Local Jobber Bidding on Line 
Material Company) 


Moloney Electric Company 
Westinghouse Electric Corporation 
Westinghouse Electric Supply Company 

(on Westinghouse Corporation equipment ) 


Kuhlman Electric Company 
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ADMINISTERED PRICES 


38 849.70 


58747 


484.05 
484.05 


267.22 366.45 48h, .05 
267.22 366.45 


267.22 366.45 
207.37 267.22 366.45 484.05 


ee Jobber ) 


(om Allis-Chalmers equipment ) 


Corporation 
‘ecturing Company 
Roden Electrical Supply Company (Local Jobber) 
turing 
rical Supply 
r 
‘ation equipment ) 


1 
iL 
iil 
ih 
By 
a 
8 


ey 
tin 
* Tie ! 


‘ 
z 
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(Bidding on Line Material Company) 


(om Allis-Chalmers equipment ) 
Kuhlman Electric Company 
Wegner Electric Company 

(Bidding on Line Material Company) 
General Electric Company 

(on Westinghouse Corpor 


Moloney Electric Company 


j 
i 
I 
i 
3 


- Distribution Transformers 

Tabulation of Bide Received February 24, 1956 
fete Electric Company (Local Jobber) 
{ooo Electric Company (Local Jobber) 


Kuhlean Electric Company 


{eden Mestre Manufac 


(Allie-Chalaers Manuf, 


(Westinghouse Electric 


! 
| 


ee 
| 
{ 


Tabulation of Bide Received April 21, 1956 


100 ~ Distribution Transformers 


85 
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ADMINISTERED PRICES 


KNOXVILLE UTILITIES BOARD 
KNOXVILLE, TENNESSEE 


1 = 69000 Volt Potential Transformer 
Tabulation of Bids Received March 9, 1959 


General Electric Company 
Allis-Chalmers Manufacturing Company 
Westinghouse Electric Corporation 


3 = 500 Kwa. 13,200-24,0/480 V. Transformers 
Tebulation of Bids Received April 21, 1959 


3 525.00 

General Electric Supply 3 525.00 

Graybar Electric Company 3 525.00 
(on General Electric equipment ) 


Moloney Electric Company 3 525.00 
Westinghouse Electric Corporation 3 525.00 
Electric Supply Company 3 525.00 

(on Westinghouse Corporation endian) 
Wagner Electric Corporation 3 525.00 


Stokes Electric Company #3 502.00 
(Bidding on Line Material Company 


‘Stokes Electric Company asked to withdrew bid, due to error in price. 
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ADMINISTERED PRICES 


ELECTRIC POWER BOARD § (é@y. 
OF CHATTANOOGA BED WD. scat: aeiebis 


CHATTANOOGA 2, TERTESSEE 


September 3, 1999 


To: Betes Kefeuver, Cheiruan 
Buwdcammittee on Antitrust 
And Monopoly 

United States Senate 


Subject; ‘Information relating to identical prices on purchases of electrical 
equipment. 


EsSure of -2GUsIT) Oe care 22, 1957, three recognised sanufecturers cf volt- 
age re were asked to quote an the folloving: 


12 - 167 EVA - 12670%/7200 volt, single phase, step type, self-cooled oil 
immerved feeder voltage regulators, vhich will provide a plus or ainus lof 
reguleticon with veri-amp feature to permit operetion up to 160§ of reted 
current et plus or minus % regulation. The mite to be equipped with the 
necessary instrument transformers, contact making voltucter, and line drop 
compensator for eutometic voltage cantrol. 


Saceat ions Receives: On or about November 11, 1957, quotations were received 

giv prices f.0.d. Chattancogn, Tennessee, from the following: 
Allis-Chelmers Mfg. Co.........+.$4%,233.00 net each, mfg. Milwaukee, Wiscensia. 
General Electric Company.........$4,233.00 met each, mfg. Pittefield, Mase. 
Westinghouse Electric Corp.......$4.233.00 met each, afg. Sharon, Pemeylveaia. 


All of the above bids vere up comparable type of equipment, anyone of 
which would meet specifications called for. 


In ewarding the above order, cansideretian was given to the shipping 
schedule quoted, past performance of similer equipment in cperetia, 
end emergency spere parts inventory. 
I hereby certify the above statemmt to be correct. 

Respectfully subaitted, 


J. @. Senders 
Purchasing Agent 


tisticcal. Center off the Fonte 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD “Gn 
OF CHATTANOOGA 


wave’ 


CHATTANOOGA 2 TEMBESSEE 


September 3, 195¢ 


To: Betee Kefauver, Chairmen 
Subcommittee on Antitrvat 
And Monopoly 
United Stater Senate 


Subject: Information relating to fdentical prices an purchaser of electrical 
equipment. 


Nature of uiry: On Fovember 1. 19°7, three recognized manufacturere were 
an to quote ur on the folloving voltage regulators. 


3 - 00 EVA, 3 phase, 12000 volt. °*&1 smpere regulatore vith « range of 
plue or minus 10%. The wmite to have » vari-amp feature which will permit 
2perations »p to 400 emperee with reduced regulation range. To be equip 
ped with the neceeser: insetmment traneformere, contect making voltmeter, 
and line drop compenentor for autometic voltage control, 


quotations nesses On or shout November 29, 1957, quotatione were received 
frou the following giving pricer f.0.b., Chattanooge, Tennersee. 
Allie-Chalmere Mfg. Co..... ++e€28,081,00 ne- ooch, mfg. Milwaukee, Wieconsin. 
General Flectric Compnny.... ..$18,041.00 net cach, mfg. Pittefield, Macs. 
Weetinghoure Electric Corp.. ..$1°,061.00 net each, mfg. Sharon, Pe. 


All of the above tide vere soa comparable ty. of equigment, anyone of 
which would meet specifications called for. 


In awarding the above order, cameiderntian was given to the shipping 
schedule quoted, part performance of eimtlear ejulpment in operation, 
and ewergency eprre partes tnventory. 
I hereby certify the slove etratement to be correct. 

Respectfully submitted, 


J. G. Gandere 
Purchaeine Agent 


Stes. ea Uf Che South 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


Sie7H AND MARKEE STRE 


CHATTANOOGA 2. TERRESSEE 


September 3, 1959 


Tor Estes Xefavver, Chairman 
Subdcammittee om Antitruet 
And Monopoly 
United States Benate 


Subject: Informetion relating to identical pricee on purchases of electrical 
equipment. 


Heture of sai On July 1, 1958, eix recognized manufacturers of outdoor 
Gietribution transformers vere requested to furnish quotations on the 
following: 


127 wite of various sizes end retinge of single phase, 60 cycle, ei] 
insulated, self-cooled, pole mounted type outdoor distribution trans- 
formers of both conventional) and self-protected types. All to be manu- 
factured in accordance with the latest ERI-WEMA standards and to be 
equipped with standard accessories. 


tions Received: On or about July 10, 1954, quotatiome were received from 
distributors of the above efx manufacturers giving prices f.0.b,., Chatte- 
noog®, Tennessee, es follows: 


Wegner Blectric Corp......... guewamenl $64,438.00 total, mfg. Ot. Louis, Mo. 
Sies Blec. Supply Co. (Allie-Chelmers)$64 438.00 totel, mfg. Pittsburgh, Pa. 
Pennsylvenis Transformer Co... -$64 ,438.00 totel, mfg. Camnomeburg, Pa. 
Moloney Blectric Company «+++ -$6,438.00 totel, mfg. Bt. Louis, Mo. 
Mille & Lupton Supply Co.(W. H.)......$64,538.00 totel, mfg. Sharon, Pa. 
Graybar Blec. Co., Inc. (G. B.).......66%,438.00 total, mfg. Pittefield, Mess. 
General Elec. Supply Co.(G. E.). -$F4 438.00 total, mfg. Pittsfield, Mees. 


All of the above bide were upon comperable type of equipment, anyone of 
which would meet specifications called for. 


Consideration was given to the extent of delivery quoted, past performence 
of equigment and etc., in averding the business. 


I hereby certify the above etatement to be correct. 
Respectfully submitted, 


J. GO. Sanders 
Pischaesing Agent 


Lteariial. Fini of Whe SouTk 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIXTH AND MARKET STREETS 


CHATTANOOGA 2, TERHESSEE 


Beptember 3, 1959 


Zo, Betee Kefauver, Chairman 
Subcommittee on Antitrust 
And Monopoly 

United Btates Senate 


Subject: Information relating to identical prices om purchases of 
electrical equipset. 


: Qm April 23, 1959, two recognized manufacturers of 
vy cubmereible network protectors were asked to quote an 
the following: 


4 - 1600 ampere, heevy duty sutmers{ble network protectors complete 
with phesing relays desiged for transformer mounting, and suitable 
for operation on a 4&0 gr. ¥/277 system voltage. To be designed, 
menufectured and tested in accordance with the latest AIEB end BU 
etendaris. 


oo ee Beagiryg: On or about May 13, 1959, the following quotations 
were rece end priced f.o.b., shipping poiat, freight ellowed 
to Chattamcogs, Tennessee. 


Generel Blectric Co.....+-+++++$4,425.00 net each, mfg. Philadelphia, 
Pennsylvania. 


Westinghouse Electric Corp.....$4,425.00 net each, mfg. B. Pittsburgh, 
Pemnesylvanie. 


All of the above bide vere upon comparable type of equipment, anyone 
of which would meet specifications called for. 


Ta avarding the ebove order, consideration wae given to the shipping 
schedule quoted, past performance of similar equipment in operetian, 
en/l emergency spare parte inventory. 

I hereby certify the above statement to be correct. 


Respectfully eubaitted, 


eee 
jos CUatteal. Conti of Tle South 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIXTH ANDO MARKET STREETS 


CHATTANOOGA 2, TERHESSEE 


September 3, 1959 


Io: Betes Kefauver, Chairmen 
Subcommittee an Antitrust 
Ané Monoply 

United States Senate 


Sub ject: Informetion relating to identical prices an purchases of 
electrical equipment. 


Meksis fbi oD Qn September 26, 1957, ve made request to two 
recogn manufecturers of submersible network protectors for 
furnishing quotations as follows: 
3 - 2500 ampere, heavy duty sulmers{ble network protectors 
complete with master phasing relays, and to be designed, manu- 
factured and tested in accordance vith the latest AIRE end EBA 
etendards. 


t On or about October 7, 1957, the following quo- 
tetione were received including prices f.o.b. Chattancogs, Tena. 


Westinghouse Electric Corp........$6,800.00 met each, mfg. B. Pittsburg, 
Pemneylvanis. 


Gemeral Electric Co........+++++++$6,800.00 net each, mfg. Philedelghia, 
Pemeylvania. 


All of the above bide were upon comparable type of equipment, anyume of 
which vould meet specifications called for. 


In awerding the above order, consideration vee given to the shipping 
schedule quoted, pest performance cf similar equipment in opereticn, 
end emergency spare perts inventory. 


I hereby certify the above statement to be correct. 


Respectfully submitted, 


J. G. Senders 
Purchasing Agent 


gos 


of Sitsccal. Cénter 9f The South 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIXTH AND MARKET STREETS 


CRATTANOOGA 2, TEGHESSEE 


Septeuber 3, 1999 


To; Estee Kefauver, Chairman 
Subcommittees on Antitrust 
Ané Monopoly 
United States Senste 


Syd jecti Informtion relating to identical prices om purchases of electrical 
equipment. 


tel paw Qn September 9, 1956, six recognised mamufacturers of out- 

cor distr fom trenesformers vere asked to quote us am three 250 EVA, 
12,000 volt primary, 240/480 volt secondary, OISC, single phase, 60 cycle 
Gistridbution transformers, outdoor statian type. 


Guctetiqne Received: Om or cbout Septesber 19, 1998, the following quotations 
equipment were received end priced f.o.b., shipping point, 
freight allowed to Chattancoga, Tennessee. 


Allie-Chalmers Mfg. Co...........$2,326.00 net each, mfg. Pittsburgh, Pe. 
Generel Electric Co............+$2,326.00 net each, mfg. Pittefield, Mass. 
Moloney Electric Co...... oo+eeeec$2, 326.00 net each, mfg. St. Louis, Mo. 
Wagner Electric Corp.............$2,326.00 net each, mfg. St. Louie, ie. 
Pennsylvania Trensformer Co......$2,326.00 net each, mfg. Cameansburg, Pa. 
Westinghouse Electric Corp.......$2,326.00 net each, mfg. Sharan, Pa. 


All of the above bids were upon compareble type of equipment, 
of which vwoulé meet specifications celled for. 


Consideration wae given to the extent of delivery quoted, past per- 
formance of equipment and etc., in ewarding the business. 


I hereby certify the above statement to be correct. 
Respectfully svubsitted, 


d. G. Senders 
Purchasing Agent 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


S'UTH AND MARKET STRE 


CHATTANOOGA 2. TERRESSES 


Beyptesber 3, 199 


Ig! Betes Kefeuver, Chairman 
Subcoemittee on Antitrust 
And 
United States Senate 


Sibject: Informtion relating to identical prices an purchase of electrice! 
equi puaert . 


ati : On September 26, 1957, we made request to four recognized 
men urers of network trensformere for furnishing the following: 


3 - T5O EVA, 3 peace, 60 cycle, 12470 volts delta to 120/208 volts vys, 
self-cooled, vault type network trensformere to be furnished vith high 
voltage terminal chamber an one end of tank, end provisicms for sowting 
cn a standard 2500 ampere network protector on the other eni. The trens- 
former tank and high voltage svitch compartment to be filled with an sp- 
proved non-inflamable, none@xplasive sooling end insuletion medium. All 
to be manufactured, tested ani designed in accordance vith the latest 
standerde of AIRE end FEM. 


i : Qn or about October 22, 1957, the following quotations 
vere rece ving prices f.o.b. shipping point, freight allowed to 
Chattancogs, Tennessee. 


Westinghouse Electric Corp......... ++ ++-$10,312.00 net ench, ut. Pace, Pe. 
Allie-Chalmers Mfg. Co......... eeeeseee-$10, 312.00 net cach, mfg. Pittebugh, Pe. 
Generel Electric Company..........+.++++-$10,312.00 net each, mfg. Pittefiel4, Mase. 
Moloney Electric Company............+...+810,312.00 net each, mfg. St. Louie. “o. 


All of the above bide were upon comparable type cf equipment, enyone of which 
would meet specifications called for. 


In averting the above criler, consideration was given to the shipping schedule 
quoted, past performmnce of similar equipment in operetion, and emergency 
epere parte inventory. 
I hereby certify the above statemant to be correct. 

Respectfully subaitted, 


J %. Sanders 
lurchaeing Agent 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIXTH AND MARKET STREETS 


{iitemer 4, — 


Zo: Bstee Kefauver, Chairman 
Subdccamittee on Antitrust 
And Monopoly 

United States Senate 


Subject: Information releting to identical prices om purchases of 
electrical equipment. 


Bet 1 Qn September 22, 1958, three recognised manufecturers 
electric wetthour meters were asked to quote us for furnishing 
300 - 50 ampere, 280 volt, single phase, three wire, watthour meters. 
BR Qn or about October 3, 1958, quotetions were re- 
oe the manufacturers’ distributors giving prices f.0.b. 
Chattancoge, Tennesese as follows: 


The, Qearhert CO. cesecccecesec$5.37 net each, mfg. LaFayette, Ind. 


= 6 Lupton _ Co....-$15.37 net each, mfg. Raleigh, B. C. 
Vest 


Generel Blectric Supply Co...$15.37 net each, mfg. Semersvorth, B. E. 
(Generel Blectric) 


Ali of the above bids were wom compereble type of equipment, enyone 
of which would meet specifications called for. 


Consideretion wee gives to the extent of delivery quoted, pest per- 
formmee of equipment end etc., in awarding the business. 


I hereby certify the above statement to be correct. 
Respectfully subaitted, 


3. G. Sanders 
Purchasing Agent 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIXTH AND MARKET STREET 


CHATTANOOGA 2, TEMRESSEE 


September 3, 1959 


To: Betee Kefauver, Cheirman 
Subdccmmittee on Antitrust 
And Monopoly 
United States Senate 


Subject: Information releting to identicel prices an purchases of electrical 
equipment. 


fe aEk abet On Decesber 2, 1958, four recognized manufacturers of oil 
circuit breakers were esked to quote on the following: 


2 - ls.b kv, 600 ampere, of] circuit breakers having 250 NVA interrupt ing 
capacity, 3 pole, single throw, electrically opereted solencid mechanion 
to be mechanically and electrically trip free, 3 phase, based on the stan- 
Gard 2 . G@ duty cycle with 15 second intervals. Interrupting time act to 
exceed 8 cycles. Outdoor frame mounted type to conform to the latest HBA 
and ABA standardise vith standard eccesecries. 


Quotations Received: On or about December 29, 1956, the following quotations am 
the above equipment vere received, all priced f.o.b. shipping point, freight 
allowed to Chattancoga, Tennessee. 


Allis-Chelmers Mfg. CO........ee000: $5,610.00 net each, mfg. B. Pittsburgh, Pe. 
Westinghouse Electric Corp.........-$5,610.00 net each, mfg. B. Pittsburgh, Pe. 
Federal Pacific Blec. Co..........+.$5,610.00 net each, mfg. San Francisco, Cal. 
General Electric Company............$5,610.00 net each, mfg. Philadelphia, Pa. 


All of the above bids were upon compareble type of equipment, anyone of which 
would meet specifications called for. 


In avarding the above order. consideration was given to the shipping schedule 
quoted, past performance of similar equipment in operation, and emergency 
spere parte inventory. 
I hereby certify the above statement to be correct. 

Respectfully subsitted, 


J. G. Sanders 
Purchasing Agent 


eI RAT hr PT yO Zhe Donut 


35621 O—60—>pt. 13 52 





ADMINISTERED PRICES 


ELECTRIC POWER BOARD 
OF CHATTANOOGA 


SIRTH AMD MARKET STREETS 


ELECTRICAL CENTER OF THE MATION CHATTANOOGA 2, TENNESSEE 


September 30, 1959 


Honorable Estes Kefauver, Chairman 
Subcommittee on Antitrust and Monopoly 
United States Senate 

Washington, D. C. 


Dear Senator Kefauver: 


In my oral testimony before your Subcommittee in Knoxville on 
September 29 I related an instance where our Board, after receiv- 
ing equal prices on electrical equipment, made an award based 
upon the amount of freight charge the company to which it was 
awarded would have to pay. ‘Thinking you might like to have a 
record of this, I am attaching a copy of a Memorandum dated 
Qctober 11, 1938, marked "A", which shows the bid opening upon 
this particular instance on October 11, 1938. Also, I am attach- 
ing a copy of the Minutes of the Board Meeting of the Electric 
Power Board of Chattanooga on October 15, 1938, marked "B", at 
which time the equal bids of $145,180 by the only two bidders 
were considered. In awarding the contract, you will note that 
the Resolution stated "It is estimated that the General Electric 
Company of Schenectady, New York, (to whom the bid was awarded) 
will incur an amount for prepaid freight in excess of that which 
the Westinghouse Electric and Manufacturing Company will incur 
from Pittsburgh, Fennsylvania, and thus more wide circulation would 
be given to the funds expended by the Board in the execution of 
this contract." ‘The Resolution of award also ". . .specified and 
directed that all material delivered in connection with this con- 
tract, no matter wherever manufactured, must be shipped from 
Pittsfield, Massachusetts." 


I felt in view of the oral testimony which I gave, speaking 
entirely from memory and on the spur of the moment, should be 
substantiated, which is the reason for my forwarding you this 
material. This bid covered the award of 30 (vault type) net- 
work transformers complete with network protectors delivered 
F.0.B. Chattanooga, Tennessee. 
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Our Board appreciated the request which you made of us to appear 
in connection with this matter. I trust that some benefit to 
the condition which exists will come about as a result of the 


Committee's work. 
Sincerely yours, 


5.8. 


Ss. R. Finley 
General Superintendent 


SRF : VAM 
Enclosures 
AIR MAIL 
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MEMORANDUM OF RECEIVING, 
OPENING AND READING BIDS 
SUB-PROJECT CONTRACT NO. 4-B 


October 11, 1938 


The Electric Power Board of Chattanooga received, opened 
and read sealed bids covering materials under PWA Docket lb. Tenn. 
1105-P-DS - Sub-project Contract No. 4-B in the Assembly Room in 


the Municipal Building, Chattanooga, Tennessee, at 1:00 p.m., 
October 11, 1938. 


There were present: 


Mr. S. R. Finley, General Supt. & Chief Engineer 
Mr. N. J. Simmons, Secretary 


Mr. W. M. Page 
Present from PWA: 


Mr. R. S. Dard, R. E. I. 


Mr. Finley presided and, before opening the bids, asked 


if any bidder had any question to ask or any protest to make on 
account of the manner in which the letting was being handled. ‘There 
being none the following bids were opened and read: 


General Electric Oompany 


Schenectady, New York $145,180.00 
Westinghouse Elec. & Mfg. © 


mpany 
East Pittsburgh, Pa. $145,180.00 


There being no further business the meeting was closed. 
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Oetober 15, 1938 


The Electric Fower Board of Chattanooga met in the Board Rooms, 
Municipal Building, Chattanooga, Tennessee, pursuant to notice, at 10:00 a.m., 
October 15, 1938. 


Those present were: 


Mr. L. J. Wilhoite, Chairman, presiding, 
Mr. George H. Patten 
Mr. J. C. Twinam, and 
Mr. Stanton E. Gnith 


Also present were: 


Mr. Will F. Chamlee, Counsel, 


Mr. S. Re Finley, General Superintendent & Chief Engineer, and 
Mr. N. J. Simmons 


Upon motion of Mr. Patten, seconded by Mr. Twinam, the following 
resolution awarding Sub-project Contract No. 4-B to the General Electric 
Company, Schenectady, New York, in the sum of $145,180.00, was unanimously 
adopted : 


A RESOLUTION AWARDING SUB-PROJECT, CONTRACT 
NO. 4-B TO THE GENERAL ELECTRIC COMPANY, 
SCHENECTADY, NEW YORK, AND AUTHORIZING THE 
CHAIRMAN AND SECRETARY OF THE ELECTRIC POWER 
BOARD OF CHATTANOOGA TO EXECUTE A CONTRACT 
COVERING THIS PROJECT IN ACCORDANCE WITH THE 
SPECIFICATIONS. 


WHEREAS, in accordance with the legal Notice to Bidders, 
Proposals were received at 1:00 P.M., October 11, 1938, for the construction 
of Sub-project, Contract No. 4-B of the Electric Power Board of Chattanooga, 
acting for and on behalf of the City of Chattanooga, Chattanooga, Tennessee, 
PWA Docket No. Tenn. 1105-P-DS, Electric Distribution System, Sub-project, 
Qontract No. 4-B, and, 


WHEREAS, the equipment to be furnished under this contract 
consists of underground network transformers which are of a highly specia- 
lized manufacture and produced only by the General Electric Company and the 
Westinghouse Electric & Manufacturing Company, the leading and largest makers 
of electric equipment in the United States, and, 


WHEREAS, the said underground net work transformers produced 
by each of the above named companies are manufactured under interlocking and 
exchanged patents, one with the other, and, 


WHEREAS, only two bids were received covering the above pro- 
ject, one each from the said General Electric Company and the said Westing- 
house Electric & Manufacturing Company, and, 
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WHEREAS, identical bids as to prices for which the equipment 
was to be furnished were submitted by each of the only two bidders, and, 


WHEREAS, without making a distinction between the equipment 
of the above two manufacturers as to quality, the Electric Power Board 
desires to make an award of the said contract, and, 


WHEREAS, it is estimated that the General Electric Company 
of Schenectady, New York, will incur an amount for prepaid freight in excess 
of that which the Westinghouse Electric and Manufacturing Company will incur 
from Pittsburgh, Pennsylvania, and thus more wide circulation would be given 
to the funds expended by the Board in the execution of this contract, 


NOW, THEREFORE, 


SECTION 1. BE IT RESOLVED by the Electric Power Board of 
Chattanooga that the award of this contract be and is hereby made to the 
General Electric Oompany, Schenectady, New York, in an amount estimated to 
be $145,180.00 and it is hereby specified and directed that all material 
delivered in connection with this contract, no matter wherever manufactured, 
must be shipped from Pittsfield, Mass. 


SECTION 2. BE IT FURTHER RESOLVED that the Chairman and 
Secretary of the Electric Power Board of Chattanooga be and are hereby 
authorized to enter into and execute a contract with General Electric Com- 
pany, Schenectady, New York, covering such award, in accordance with the 
specifications. 
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~ElectrieMeter Sales & Suppor ines 
reneral “Slectri> Supply Co. 
th Grayter Flectric Ce., Tac. 
Weile © "u;ten Supply Co. 
yh ag Lamev 2testets * 
Reuter atbutnre~cuppia-Gerp. 
(be Penp . TreneTormer “oO. 
A Lif tae F}e-tri- Susply Ce. 


M eWamer Flec-tric Corp. 


= 7 
g 4, 


“f ¢ - 


7 


Gent Leman ; 


We desire your propoesl giving the necesesry information ae 
to price end delivery for furnishing our reyuirensnte of 
distribution transformers for the thi:d quarter of this year, 
Which are es follows: 


Sour} 


10 = 374 KVA ~ 2400/61607-120/2h0 volte, single phase, 60 
cycle, OI, comventianel type distribition transformers 

manufectured in accorisnce vith the latest LZI-NDU stan- 
dards, umi to be equipped vith standard accessories. (Ho 

taps, ha.pre or kicxcers reyuired). 


5 - 50 KVA (Ditto) 


Grove I 


LO ~ .*) KVA-T20G/L*TOT-170/°L0 volts, single phase, cycle, 
CYIFC, conventicnsl outdoor pole soumted type distribution 
transformers menufoctured in eccordance vith the lstest sxI- 
NEMA standards, and to be equipped vith standin accessories, 
and ere to heve & - 24 taps below norm] volt..». 

10 = 374 “Wa (Ditto) 
3-50 " (Ditto) 
3- " (Ditto) 


Grove IXz 


5 © 374 KVA, 1°000-120/280 volt, single phase, 60 cycle, OL, 
conventional outdoor pole mxunted distribution trensformrs 
manufactured in sccoriance with the lstoet EKI-NEMA standards 
ang are to be oquipped with stnninr! accessories, ond are to 
heave 4 - =; tape below norral voltua. 


3 = 50 KVA (Ditto) 
3-100" (Ditto) 
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10 - 25 KVA © 7200/17870 Ged. Y, 1°0/40 volt, single pase, 
6 cycle, CI SC, Type Be? ecompletely eelf-zrotectod pale 
mated distribution transformers mmufacturnd in eccoriance 
with the latest RF. syeces, and are to be @yilpped with stan- 
Gerd eccoeecrios, ani to have 4 - 2744 taps below normal valt- 
ege. 


15 < 37} KVA - (Ditto) 
7-50 " © (Ditto) 


KVA - 7700 volt wafte efailar to those in Group 4, 
iomed vithout tape. 


3T¢ KVA - (Ditto) 
50." «= (Ditto) 


Your propoeal chaulé be prepared lees all taues, since you vill 
ve furnished with en eappropriete emsuption certificate fn the 
event of @m onier. 


Our present inventory tndicetes Gelfvereiee on al] waits will 
ve required witain 30 days. 


All wmite are te be delivered an or before 3:30 p.m. @ weok 
Geye anly in ope top treilers or trucks. 


Your efforte tm preparing and sailing your propose) tm order 
thet {t my be in the Purchasing Division on oF before Fr idsy, 
@uly 10, vill be very much appreciated. 

Yours very truly, 


J. @. Sanders 
Perches tng Agent 
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MOLONEY ELecTric COMPAKY Choteneege fest Sfding Chotenenge 3, Tomecer 


July 10, 1959 . 


Blectric Power Board of Chattanooga 
Chattanooga, Tennessee 


Attention: Mr. J. G. Sanders, Purchasing Agent 


Gentlemen: 
Subject: Your Inquiry dated July 1, 1959 


In resvonse to the above inquiry, we are pleased to quote 
as follows: 


GROUP I 


10 = 373 KVA - 2409/4160Y - 120/249 volts, single nhase, 
60 cycle, OISC outdocr role mcunted conventi-nal 
tyre distribution transfermcrs manufactured in 
accordance with the latest EEI-NEMA standards, and 
to be eouinned with standard accessories. {No taps, 
hangers or kickers required). 


PHE GE bce ites Ce Ree Total $ 3,910.90 
5 - 50 KVA - (ditto) 
Priew Gen 6 SoS Ee crs e 5 ROO Total 2,395.00 


GROUP II 


10 = 25 KVA - 72Q0/12470¥ - 120/240 volts, single rhase, 
6 cycle, OISC, conventional outdoor role mounted 
tyre distribution transformers manufactured in 
accordance with the latest BEI-NEMA standards, and 
to be equinned with standard accessories, and are 
to have 4 - 24% tans below normal voltage. 


PRas eae eis cs leciaw oso QS Total 3,580.00 





ADMINISTERED PRICES 


Electric Power Board of Chattanooga - 2 - July 10, 1959 


GROUP II (Continued) 
10 - 374 KVA - (ditto) 
Price each . « «2 « 0 + + 0 © « « Oh68,00 $4,680.00 
50 KVA - (ditto) 
ee 6 ip naaiiaie imal ataice ) $1,707.00 
109 KVA (ditto) 


a eee ee $2,817.00 


= 


GROUP III 


374 KVA, 12000- 120/240 volt, sing'e rhase, 6° cycle, 
OISC, ccnventional cutdoor role mounted distribution 
transformers manufactured in accordance with the 
latest EEI-NEMA standards and are to be eouinnved with 
standard accessories, and are to have & - 24% taps 
below normal voltage. 


@ach .« «1.0 9 ené'h se 6 Seen. "Teeel 98,340.00 
50 KVA - (ditto) 


each . - +. . °. * 6©e 7 e ee e@ $569.00 Total $1,707.00 
100 KVA - (ditto) 


each». «es ee ow eo © $939.00 Total $2,817.00 
IV 


25 KVA, 7200/12470 GraY - 120/240 volt, single vhase, 
OISC, 6.) cycle, Tyne B-3, comnietely self-~“rotected 
pole mounted distribution transformers manufactured in 
accordance with the latest REA srecs, and are to be 
eouipped with standard accessories, and to have 4 - 2}% 
tans below normal voltage. 


Price each . “0. .~ . - 6 « « « © $395.00 Total $3,950.00 





ADMINISTERED PRICES 


Electric Power Buard of Chattanooga a} a July 10, 1959 


GROUP _IV_ (Continued) 
15 - 373 KVA - (ditto) 
each . «1 eo eo © © © $527.00 Total $ 7,95.00 
50 KVA - (ditto) 


Sees 21h eee eo eee Total 12,540.00 


25 KVA - 72:0 volt units similar tc those in Groun IV 
except to be furnished without tans. 


GM .64:6i dk cose 2S Total 3,590.90 


374 KVA - (ditto) 
each. . so Bem Gees Total 4,800.00 


50 KVA - (ditto) 
GGGH 2s s&s % e « « $570.00 Total 5,700.90 


Grand Total $64,438.00 


These nrices are f.o.b. St. Louis with freight vrenaid to 
rai'road de ivery roint nearest destination. 


Shipment on all items can be made from stock. 





7506 ADMINISTERED PRICES 


Slectric Fower 4card of Chattanooga - & - July 10, 1959 


We avvreciate the opnvortunity of quoting on your requirements, 
and we trust that you will find qur proposal sufficiently 
attractive to merit award of this business. 


Very truly yours, 
MOLONEY ELECTRIC COMPANY 


. a 
es 


re 8S. Thomas, 
District Manager 





ADMINISTERED PRICES 


Wadner Electric 


0600 PLYMOUTH AVENUE, SAINT LOWS 14, MO., ©. 5. A. 


AIR WAIL 


Blectric Power Board of Chattencoga 
Sixth and Market Streets 
Chattanooga 2, Tennessee 


Attn: Mr. J.@. Sanders, 
Purchasing Agent 


Subj: Quotation on Distribution Transformers 
Dear Mr. Sanders: 


Replying to your July 1 le a we are pleased to offer 
following quotation oa brateination tesmetorasre fer your coutdiene> 
tion, 


GROUP SL 


Item 1 - Ten (10) Wagner type HBB, S7-1/8 KWA, 2800/B1607 to 120/880 
volt, Single phase, 60 oygle, OIBC, po taps, conventional 
type distribution traosfermers manufactured ir accordance 

—— HEMA standasds sad equipped ath standard 
accessories. 


Your price ast each . . ee eee oat 00” 
Total net for quectity of ten (26) ; ; <  3¢920,00 
Delivery: Prom stook. 

Pive (5) ditto item 1 exeept 50 KVA. 


Your price net each. . . wf ampced 
fotal net for quantity of fave “(5)° 
Delivery: Prom Stock. 


Sour 35 


Item 1 - Ten (10) Wagner tyre MRK, @§ KVA, 7200/12470¥ to 120/240 
volt, single phase, 60 cyele, OISC, conventional outdoor 
pele rountea type distributies transformers aawafsetures in 
ecoordance with @he lates® ERI-WENA standarés and to be equip- 
ped with standard accessories and to have & - 84% tepe below 
normal voltage. 


Your price net each... . ie oo .00Y 
Your total net for quantity of ten “¢io} : a aca a ‘3 
Delivery: From stock. 


Th qoertion ts for future dlivery and, therefore, ebeet to plea changne end ether Terme and Conditions 


om the reverse this page 





7508 ADMINISTERED PRICES 


wn a3 
—, 


ae WadnerFl Ric G ti 


Electric Power Board 


of Chattanooga Continued Page 2 Quotation No 69 Dete 1/8/59 


Item 2 - Ten (10) ditto item 1, group Il, except 37-1/2 KVA. 


Your price net each. ... ip te 1961 as, oe 
Total net for quantity of ten (ao) ee oe ee 
Delivery: From .gtock 


Three (3) ditto item 1, group II, except 50 KVA. 


Your price net each . «. « oe . 
Total net for quantity of three (3) - 1,707.00 
Delivery: From stock 

Three (3) ditto item 1, group II, except 100 KVA. 


Your price net each. . Ce. hie ae 9.00 » 
Total net fer quantity of three (3) : o 0 0 « 6 -85837.00 
Delivery: From stock 

GROUP I 


Item 1 - Pive (5) Wagner type HEK, 37-1/2 KVA, 12000 to 129/2k0 volt, 
60 cycle, single phase, OISC, conventional outdoor, pole’ 
mounted distribution transformer manufactured in accordance 
with the latest EEI-NEMA standards and to be equipped with 
standard accessories and to have 4-248 taps below normal. 


Your price net each... oF ge SB 066.00 
Total net for quantity of five (5)... .. .. 2,340.00 
Delivery: From stock. 

Three (3) ditto item 1, growp III, except 50 KVA. 

Your price net each. . . oe 2 eee 

Total net for quantity of three (3) seis sein 

Delivery: From stock. 


Three (3) ditto item 1, group III, except 100 KVA. 


Your price net eaoh...... Sas eta ee .00” 
. Per ase © Se, i7 


Total net for quantity of three (3 
Delivery: Prom stock. 


GROUP IV 


Item 1 -#Ten (10) Wagner type HEF-3, 25 KVA, 7200/12870GY to 120/240 
volt, singte phase, 60 cycle, OISC, type CSP, completely 
self protected, pole mounted, distribution transformers 
manufactured in accordance with latest REA specifications 
and equipped with standard accessories and to have 4-246 
taps below normal. 


2917.00 


perce * 


Your price net each... iss ss ae 
Total net for quantity of ten U6) eee eee ae 00 
Delivery: From stock 

“These transformers are equipped with two pole mounting positions. 


567 





ADMINISTERED PRICES 


Wadner Electric Grporation 
Electric Power Board 


_of Chattanooga Continued «=» Page2 Quotation No__©9 _ ata_1/8/59 _ 


Item 2 - Pifteer (10) ditto item 1, group IV, except 37-1/2 KVA. 
With two pole mounting positions. 


Your price net each. . o « cio Qe» SRR. OR 
Totai net for quantity of fifteen 4s)" oe @¢ « Tee 
Delivery: From Stock 


Twenty (20) ditto item 1, group IV, except 50 KVA. 
With two pole mounting positions. 


Your price net each. .... rere et ld 
Total net for quantity of twenty * (20) ae ee 4 eee 
Delivery: From Stock. 


Ten (iC) Wagner type HEF-3, 25 KVA, 7200/12470Y to 120/240 
volt, ditto item 1, group IV, except to be furnished without 
taps. wed 
Your price net each. . are) ex: we eee 
Total net for quantity of ten (20)° eo © © eo « 693e990;00 
Delivery: From stock. 


Ten (10) ditto item 1, group V, except 37-1/2 KVA. 


Your price net each ..... ees aa @, ee 


Total net for quantity of ten (ao): ae eens Seen 
Delivery: Three (3) weeks from receipt of order. 


Ten (10) ditto item 1, group V, except 50 KVA. 


Your price net each... . ‘case. aear 
Total net for — of ten (20) oe 0 oo « $0700.00 ° 
Delivery: From stock. 


Terms: Net 30 days, F.0.B. 8t. Louis, Missouri, with freight allowed 
to destination. 


"Prices will be those in effect at time of shipment except that in the 
event of @ price increase, prices stated herein are not subject to ia- 
crease on shipments made within 90 days from effective date of increase. 
Any price increase on shipments | made beyond 90 days but not exceeding 

12 months shall not exceed 10%." The above clause is applicable provided 
purchaser specifies delivery within 90 days from date of order. For de- 
liveries specified beyond 90 days and not exceeding 12 months from date 
of order, prices will be subject to adjustment to the Oompany's prices in 
effect at time of shipsient and any increase shall not exceed 10%. 





ADMINISTERED PRICES 


Waidner Floctric Gorporeation 


Electric Power Board 


Page. Quoteticn No__f9 __. Data 7/8/59. __ 


We appreciate very much the opportunity of quoting on the above trans- 
formers and hope we shall have the pleasure of serving you on your 
requirements. If we may be of further help in any way, please feel 
free to contect us. ; 


Yours very truly, 
WACMERK ELECTRIC CORPORATION 


Earett @. Sherrill 
Atlanta Bales Office 


EGS :hb 
cot Mr. W.J. Hagan 
Chattanooga, Tennessee 





ADMINISTERED PRICES 


709 East 12th Street 


ALL DEPARTMENT: 
PRIVATE WRAN: + 


CHATTANOOGA, TENN. 


daly 10, 1959 


Electric Power Board of Chattanooga 
City 


Attn: Mr. J. G. Sanders 
Purchasing Agent 


Gentlemen: 


In accordance with your request of July 1, we are pleased to 
quote the following: 


GROUP 1 


Item 1 


10 = 5@A2312N37C, 374 KWA, 2400/4160Y-120/2k0 volt 
Conventional transformers less taps, oil type 


Price . . 2 +. ee so $391.O0ea. . . . . . .83910.00 


Item 2 


5 = Westinghouse S#A2312N50C, 50 KVA ditto 
Price . . 2 2 2 « 2 0 « QU 7PeO0ee « 2 oo « « $2395.00 


GROUP 2 
Iten 1 
10 = Westinghouse S#47212N25¢C, 25 KvA, 7200/12L,70Y- 


120/240 volt Conventional transformers with 
4-244 taps below normal 


Price. «sec eceee $358.000a. 2 se woe $3580.00 


INDUSTRIAL ELECTRICAL PLUMBING HEATING AND CONTRACTORS SUPRFUES 
ROOFING MACHINE TOOLS FACTORY EQUIPMENT INSULATING MATERIALS 


35621 O—60—pt. 13——53 





ADMINISTERED PRICES 


MILLS @ LUPTON SUPPLY COMPANY 
“OUPER - SERVICE” 
CHATTANOOGA, TENNESSEE 


10 - Westinghouse SYA7212N37C, 37 KVA ditto 
Price . 0.2 0 « 0 0 © « G6B Oakes. 0 $4,580.00 


Item 3 

3 - Westinghouse S#A7212N50C, 50 KVA ditto 

PEIOC © 6 046: 6 2EMO6 00 $569 .00ea. eeree $1707.00 
Itea ) 


3 - Westinghouse S@A7212N99C, 100 KVA ditto 
Price. - 66:4. 5 sme $939.00ea. oeeee $2817.00 


GROUP 3 


Itea 1 


5 - Westinghouse S#A1112M37C, 374 KVA 12000-120/2h0 
volt single phase, 60 cycle conventional type with 
4-24¢ taps below normal 


Price . . « « « oo «© « $Uu68.O0ea . . . . « © $230.00 
Item 2 

3 ~ Westinghouse SAl112NS0C, 50 KVA ditto 

Price. « 6 2 0 © 6 © © §569.00em . « « « « « $1707.00 
Item 3 

3 - Westinghouse Sgalll2N99C, 100 KVA ditto 

Price . . « « « © © « © @939-00ea . . . . « « $2817.00 
GROUP L 
Item 1 


10 - Westinghouse S#D7212X25L, 25 KVA 7200/121,070/120/240 
volt, single phase, 60 cycle, CSP-B3 with L-244 taps 
FEA . 2 20 0 0 6 8 $395 -O0ea. 2 oe oo $3950.00 
Item 2 


15 - Westinghouse S#D7212X37L, 374 KVA ditto 
Price « « « « 2 6 « + © $527.00ea . « oe « « $7905.00 





ADMINISTERED PRICES 


MILLS @ LUPTON SUPPLY COMPANY 
“@UPER - CERVICE” 
CHATTANQOGA,. TENNESSEE 


Page - 3 - 


Item 3 


20 - Westinghouse SYD7212X50L, 50 KVA ditto 
Price . . o 0 « « + © « $627-Q0ea . . . . « « $12,510.00 


GROUP 5 
Item 1 


10= Westinghouse S$#D7112X25L, 25 KWA 7200/124070/120/2k0 
volt, single phase, 60 cycle, CSP B-3 less taps 


Price. . «0 2 0 0 0 o G359eO0RR. 2 ow wo $3590.00 
Item 2 


10 = Westinghouse S¥D7112137L, 37$ KVA ditto 
Price . « «2 « « « © « $480.00em . . « « « « $4800.00 


Ttea 3 


10 - Westinghouse S#D7112X50L, 50 KVA ditto : 
Price . . 2 « 0 0 © © © $570cO0em . . « « « « $5700.00 


TBEMS - Net, 30 days 
F.0.B. - Your warehouse 


DELIVERY - As required 


We appreciate the opportunity of quoting on the above transformers. 
We shall be pleased to receive your arder. 


t 


Very truly yours, 
MILLS & LUPTON SUPPLY COMFANY 


JOHN B. CRIMOMINS, JR., Asst. Sec'y-Treas. 





ADMINISTERED PRICES 


PENNSYLVANIA TRANSFORMER DIVISION Ona = 
MCGRAW EDISON COMPANY 
Bex 330 © Cononsburg, Pennsylvania 039660 be 


(ELECTRIC POWER BOARD OF CHATTANOOGA "a —_vvev 7, 1959 


Gexvn ane Maaxery Sruceve 
CuaTTanooea 2, Tanmaesece 


L al 


Pennsylvene Transformer Oivinion SELLER hereby proposes to sell te you, he PURCHASER, the follomag equipment, subyect to the terms end cont) » 
fractuding those on the reverse wide of this sheet) at the following price end tor shipment of the opprommate time, afl os shown herein, end for de very f O8 
SEPPING POINT 

Praped end Allowed to Rarirood Fregh! Stoton Newres! Desination 


| 


F 
REWER YOU TO SH 
AND |ALL PROVIS! ET | AREAPPLICAS 


MOTE Pedere faces least ore net apecobte to Irewerme:s treenone Recearo 


Osveston Paeposa. Enctncen 
Tees oan INTERSTATE TRANSACTION ond os mech evetren ae Gthger er oF ow pert owt ranged! te omy 
Satan, Une © other toning lows of any Hote of he (mind hen of Ameae jo of omy Coy or ether tung Deeranrevureen Traneronuce Sacce 
eres tr tat Pees Re os eon “armen 8 be on ont wr * ett he treme mn 
ms be tomers ee apes ee me Nt mS Oe we cemmene Om) mee tenes foo 





ADMINISTERED PRICES 


PENNSYLVANIA TRANSFORMER DIVISION | 


McGRAW-EDISON COMPANY D=39660 Pe 


TRANS FOR MEAS 


i ®, 60 *6., Oa-Ovur Ce Tree T 5 
Hoofkredver2o/she verte. Pr een mveuviona. Tyec Transrenueas 


PRICE EACH: $391.00 SHIPMENT: 30 save on seenen 


ott Rn, MAVING THE GAME SPECIFICATIONS AS iTcm |. 


PRICE EAOH: $479.00 SHIPMENT: 30 cave on soonce 


Hien, Jat; 60 rehy eg 55°C., OA-Ovrecea venviowat Tyree Taaneronucas, 


70¥= 120/240 ve.Ts, mavine FC TAPS CELOW menmaL, 
PRICE EACH: $3556.00 SHIPMENT: 30 eave on seoneca 


teva, MAVING THE Same SPECIFICATIONS as iTEw ft. 


PRICE EACH: $468.00 SHIPMENT: 30 save on soonca 


re ava, MAViNe THE SAWE SPECIFICATIONS ae iTtee I. 


PRICE EACH: $569.00 SHIPMENT: 30 eaves on soonca 


oe L 
. KVA, HAVING THE SawE sPEOEFieaTIOns as ivce |. 


PRICE EACH: $939.00 SHIPMENT: 30 Bays on seonca 


Tce 
i .- KVA, 4, 60 ovo.es, 55°C., sire Comventiomar Tyee Traaneroawens, 


12000-120/20 vorre, mavine FC Tare seLew monuar. 


PRICE EACH: $68.00 SHIPMENT: 30 save en seonca 


Pe, MAVING THE SAwE SPEOIFIOCATI One as item |. 
PRICE EACH: $569.00 SHIPMENT: 30 wave en sooner 


as 5 
- KVA, MavVine THE SAwWE sPECEFFOATIONS as iTew |. 


PRICE EACH: $739.00 SHIPMENT: 30 eaves en seonca 





ADMINISTERED PRICES 


PENNSYLVANIA TRANSFORMER DIVISION etre | 


McGRAW-EDISON COMPANY 


TRANSFORMERS (oonr'e.) © 


Tel, 1@, 60 cvores, 55°C., OA-Ovrecen Crass B-3, CSP Taaneronuens, 
12h a¥/7200- 120/240 vets, wmavene he: FC vaes8 GELOw NonwaL. 


~ PRICE EACH: $395.00 SHIPMENT: 30 cave on seonca 


tehtes KVA, Mavime THe GawE ePpcotFioaTiOns as ivew |. 


PRICE EACH: $527.00 SHIPMENT: 30 cave on sooner 


‘“ 
irra, WAVING THE SAWE SPEOIFIOATIONS as Tem I. 
PRICE EACH? $627.00 SHIPMENT: 30 cave on sooner 


mr KVA, 1, 60 ovorces, 55°C., OA-OQvrecon Siass B-3, CSP Taansrenuens, 
12470Ga¥/7200- 120/240 vets, wo Tape. ° 
PRICE EACH: $359.00 SHIPMENT: 30 cave on sconce 
w 
KVA, MaVine THE samc sPEOiFioaTioms as itce i. 
PRICE EACH: $1,80.00 SHIPMENT? 30 cave on soowrn 


tt KVA, MavVine THE Sawe sPECiFiocaTions as ivce |. 
PRICE EACH: $570.00 SHIPMENT: 50 eave on soonce 


PENNSYLVANIA TRANSFORMER DIVISION 
MoGaae-Eorcon Courany 


Tucosone Aionano 
Diveston Prorpecar Eneineca 
Orervareuvion Traneronmce Saree 





ADMINISTERED PRICES 


“@ PENNSYLVANIA TRANSFORMER DIVISION [SS] === 


McGRAW-EDISON COMPANY D-39660 


ACHE SSOR LES 


eee OPERATED TAP CHANGER FOR CPERATION WHER TRAMOPORUER 189 COMPLETELY 
ocmcwerneizeo. (Groves }/ ane tt! omy) 

Tamk GROUNOING PROViston (WITHOUT CONNacTeR). 

Low VOLTAGE NEUTRAL GROUNDING PROVISION. 

Lirvime tues. 

SUPPORT LUGS SUITAGLE FOR OIREOT POLE MOUNTING OR ATTAQHMENT OF OMOSSARY HANeERS. 

STAGMLESS STEEL CONNECTION OCILAGRAW HAMEPLATE. 

LiqviO LEVEL MARKING InStOE OF TANK. 


aa OPERATES TAP CHANGER FOR OPERATION GHEN TRANSFORMER 18 COMPLETELY 
Oc-ewcrnetzeo. (Group V omy) 
Two TANK GROUNDING PROVISIONS WITH CLAMP TYPE CONNECTORS. 


Ow VOLTAGE NEUTRAL SECURELY GROUNDED BITH CONNECTOR BOLTED TO EXTERIOR OF Tank 
WALL 


LirTine wues. 

Two SETS OF SUPPORT LUGS FOR MOUNTING IN ZITHER OF TWO POSITIONS SUITABLE FOR 
OIREOT POLE MOUNTING OR ATTACHMENT OF oRessaRY wamecne (LocATEO 90° From Loe 
VOLTAGE Busines). 

STAIML ESS STEEL CONNECTION Mraenam NAMEPLATE. 

LIQUEO" LEVEL MARKING INSIDE OF TanK. 
€ HIGH VOLTAGE LIGHTNING ARRESTER. 

C HIGH VOLTAGE INTERWAL PROTECTIVE FUSE Kim. 
INTERNAL LOW VOLTAGE CAWER WITH EXTERNAL OPERATING HANOLE. 
OVERLOAD SIGMAL LAMP WITH CMEROENOY CONTROL OEVICE. 


BYSHINGS 


v2 ot MIGH VOLTAGE GUSNINGS BILL ISSUE THROUGH THE SiOEWALL OF THE TANK. 


Teo ray HIGH VOLTAGE BUSHINGS WILL ISSUE THROVEN THE COVER OF THE TRANSFORMER. 


A v 
e HIGH VOLTAGE BUSHINGS WILL I68UE THROVEH THE COVER OF THE TRANSFORMER. 


Hf . LOW VOLTAGE BUSHINGS SILL I88UE THROVEN THE SIDEWALL OF TrE TaNK. 


Qik 


HIGM GRADE, LOW FREEZE CFL BILE BE PROVIOES WITH GILL POSSESS VERY OcBIRABLEC 


NOM*BLUOGING CHARACTERIGTICS, ANDO A COMOZALING POINT OF APPROXIMATELY WinUS 
0 omences C. 


TES Ts 


ALL TESTS WILL BE MADE th ACCORDARCE GITH THE Taawerenmen Test Coorg of THe 
Aucatoam Stawparnos, (57.22 of ree American Stamoanos AssoolaTion. THe PRo- 
CLOURE IM MAKING THE TESTS WILE BE Im ACCORDANCE WITH THE TESTING PRACTICE 
or Twe PENNSYLVANIA TRANSFORVER DIVISION. 





ADMINISTERED PRICES 


GENERAL @® ELECTRIC 
SUPPLY COMPANY 


& Oevrseoe OF Gente, CLECTENC Company 
112 66 W. 13TH STREET, CHATTANOOGA 1, TENNESSEE 
TELEPHONE No.....AM 3-8972 


WHEN ORDERING, PLEASE 878 
REFER TO QuoraTion No. 


Biectrie Power Board a 
he rencoge, ‘Remypesm oareo_Jely 2, 1999 


Attention: MP. J..G. Bhaiets 
Refereme: Distribution Trenafermer 
ieguireenabe fay Jet Quarter 
= x ot 
WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: 


BEescRiPrion 


eelf-cooled, vitmout taps 
Cat. 2701AB7137 transformers, reted 37} EVA | Bot 
Cat. 2701AB7150 transformers, rated 50 EVA | Net 


Distt tobias treanfermers » Cavention] 


type, type ES, T200/1287OT-120/e0 volte, 
eingle phase, 60 cycle, 2 yay 


immersed, colf-cooled, vith four wee 


below 7200 volt 
Cat. 


ALL AGREEMENTS ARE MADE CONTINGENT UPOM DELAYS BEYORE OUR CONTROL, QUOTATION 16 SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OTHERWIOE STATED, AN® ALL ORDERS ARE SUBJECT TO accEPTaNce. 

THE AMOUNT OF ANY PRESENT OF FUTURE SALES, REVENUE. EXCIGE OF OTHER TAT APPLICABLE TO THE HERCHANDIOR COVERED BY THIS QUOTA 
THOM, @R TO THE CALS OR VES THEREOF, SHALL BE ABOED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 

WE HOPE THAT WH GHALA BE FAVORED WITH YOUR O8OER, AND ASSURE YOU OF PROMPT ATTENTION. 


J. EK. @ridhle 


(SEE REVERSE GIDE FOR STANDARD CONDITIONS APPLYING) OLee OEPAET EET 


veuas Tew, 





ADMINISTERED PRICES 


GENERAL @® ELECTRIC 
SUPPLY CORPORATION 


ere 


a es 


au ik 

Distribution osfaruers, cenventi xsl 
tym, type BB, 12000-120/880 volt, single 
phase, 60 oyele, two bushing, ofl 
immersed, self-cooled, vith four 26 taps 
below 12,500 volte 


Cat. 6501402637 transformers, reted 37} Hot 
EVA 


Cat. 6501002630 trensformers, vated 50 EVA | Bot 


Cat. 6501002680 treasfaruers, reted 100 Bet 
aA 


pistrivtier emeterenre, eolf- 

type ERA, 12,470 ype ny me = 
single peace, 60 eyole, single bush: 

oil immersed, selP-cosled, vith —y 

maps delay 7200 volts 

Gat. GOLSL1925 treasfemmere, rated 25 U7: 
Cat. 68015L0537 trensfermers, 37} EVA 


Oat. 6801310950 traasfermere, rated 
50 Kv 


== Sr Se Saree 


@ oyele, single bushing, 
* eelf-sccied, vithout wpe 


Cat. 6601LEK1525 trensfausrs, #5 KA 
Cat. 6001BI0537 transformers, reted 37) 


Cat. 6801NT0950 treasfaruere, sated 50 EVA 


Firm Prise 90 @ys 
The adeve items ere evriledle fres stetk, 
wadjoct to wrier mle. 





ADMINISTERED PRICES 


QUOTATION 


MES ELECTRIC, SUPPLY COMPANY 


Wholesale Electric Supplies 
730-734 E. 11TH STREET e PHONE 6-0197 
CHATTANOOGA, TENNESSEE 


Electric Power Board of Chattanooga 


Ogu censacnamesnaseneinslhanatneseeenshenpggheeeinaediinnettiiinmpersumesmm 


Dete__JUly 9, 1959 
Sixth & Market Streets i 
Chattanooga, Tennessee 
Attention: Mr. J. G. Sanders, Pur.Agt. 


Gentlemen: In accordance with your request of July lst, 1959- we 


very pleased to quote you price and delivery on the 
following Allis-Chalmers Trensformers: 


ere 


ARTICLE [wwe PRICE | ror List DISCOUNT 





OG at 


= 


KVA- 7200-124 70Y-120/240 Volt poe aap -_ 


| ia Allis-Chalmers Mfg. Company cis cobWeel in rome 


7% KVA. Ditto as above veseeeeeea 468 [00] Bach | 





O KVA. Ditto as above ecceccoscc el DOF 


100 Kva, asetd’ ge epovd® "8 i1e7l ong tects | 
rs ie 


KVA 000 - 2h0 volt, single 
oe 60 vo. orse, conventional 








ADMINISTERED PRICES 


QUOTATION 


MES ELECTAUG SUPPLY COMPANY 


Wholesale Electric Supplies 
730-734 E. titn STREET . PHONE 6-0197 
CHATTANOOGA, TENNESSEE 


c Power Bosrd of Chattanoora Dete. July 9th, 1959 


Chattanococa,Tennessee 
Att: Mr. Sanders- 


Con't. - PAGE NO: 2 


. auantiry | | otter PRICE | TOTAL LIST | DISCOUNT | 


—_—— - apes a aie 


He i 50 KVA- Ditto as above eeccsccced 569/00) Each | 


2 bove neseseed 939/00| Bach | 


ROUP Be = 
GROUP IV pin boats 


| 25 KVA= 7200/1270 Grd. Y, 120/240 | | 

——T—_-‘volt, single phase, 60 cy. OISC, Typq 7 ma 
B-3 completely self-protected pole | 

mtd. dist. trans. mfed. in accord. P 
with the latest RHA Spec. and are H 
to be equippe w th standard eed 
and to heave l|-23% taps below norm] | 
voltage. ea 





























KVA. Ditto as above sesssszee 527400 pont. | 


O KVA. Ditto as above seercereed 627| 00} Kach | 
GROUP _V Deemed 
10 25 KVA- 7200 volts units similer to + 


those in Group 4, except to be 
furnished WITHOUT TAPS, 





| 
—P 
| 
i 
+ 
| 


g ompany seseed - OQ} Each 


3 KVA- Ditto as above eeeeeeee4 48000] Bach 








QO KVA- Ditto as above eeccccces 0 00| sae | 


| | | | 
Your order for any of the above quoted matefials | 


ice eeu erely be apprecieted | 
| TERMS: NET, 30 DAYS 
inne : 


DELIVERY: As Required. 





























ADMINISTERED PRICES 


QUOTATION 


SES ELECT SUPPLY COMPANY «= “Ys 


tacenrPenates 
Wholesale Electric Supplies 
730-734 E. \1v1 STREET = —s ew PHONE 6.0197 
CHATTANOOGA, TENNESSEE 


qT Electric Power Board of Chattanooga , July 9, 1959 


Chattanooga, Tennessee 


ATT: Mr. J. G.Sanders 
Con't. = PAGE NO: 3 of 3 


ARTICLE UNIT Price | ToTAL List | DiscouNT | 


amour 


Very Truly Yours, 








SIES ELJCTRIC SUPPLY COMPANY heey co os Ae 
(A 

| i Oh Ae | 

| nobert w. Horner, Representative | | | | | | | 





 ns6sthocipe ail ond da tenn ine tele kee 
S621 5470 9 TTT TTT 





ADMINISTERED PRICES 


Gray baR 


ELECTRIC COMPANY, INC. 
210 NORTH HIGHLAND PARK AVENUE 
CHATTANOOGA 4, TENNESSEE 


July 9, 1954 


Mr. Je Gs Saniers, Purchasing Agent 
Electric Power Boarc of Chattanooga 
Oak and Greenwood Avenue 

Chat tanooza, Tennessee 


Subjects Distribution Transformer 
Requirements for jrd Quarter 


Dear Tully: 


In response tc your inquiry, we are pleased to quote distri- 
bution transformers aw follows: 


GROUP I 
Distribution transformers, conventional type, type HS, 2400/l160Y- 
120/20 volt, single phase, 60 cycle, ? bushings, of] immersed, self- 
cooled, without taps. 
10 = Cat, 2701487137 transformers, rated 374 KVA. 


List PFPIC@ COCH eccececccccecescecese 4 745.00 
Net price each sec.cccedececccoccece 3971.00 


5 = Cat. 2701AB7150 transformers, rated SO KVA. 


List price each seccccccccccseccccese 913,00 
Net price @8Ch scccccocccocccccesece 479.00 


GROUP ITI 
Distribution transformers, conventional type, type HS, 7200/1270Y- 
120/2L0 volts, single phase, 60 cycle, 2 bushings, of] immersed, 
self-cooled, with four 24% tape below 7200 volts, 
10 = Cat. 5501AC2525 Transformers, rated 25 KVA, 


List price each Cccccccccccocccccoores 682.00 
Net price e@ch pecccccccccscccccsecces 358.00 


10 - Cat. 5591AC2537 transforners, rated 374 KVA 


ic anal 





ADMINISTERED PRICES 


List price eash SeCCRCCC~CUTScdcccccee 893.00 
Net price @8Ch ecccecccccececccsccscece 468.00 


3 = Cat. SSO1AC2550 trarsformers, rated 50 KVA. 


List Price ACN eeccccccccscscccocccce 1084.00 
Net price each eccecccccecccoccsecccece 569.00 


3 = Cat. 5591AC2580 transformers, rated 100 KVA. 


List price each ececcececcccccccccccce 1789.00 
Net price each ecereccccecccccccocsoes 939.00 


GROUP ITI 
Distribution transformers, conventional type, type HS, 1200 
120/740 volt, single chase, 60 cycle, two bushing, oil immersed, 
self-cooled, with fcur 2&4 taps below 12,000 volts 
S = Cat. 6501402637 transformers, rated 374 KVA. 


List price @ach cecccecececcoccecsces 893.00 
Net price each eeaccccccccesesccsces 468.00 


3 = Cat. 6501AC2650 transformers, rated 50 KVA. 


List price each ccccecccecccccccccoce 1084.00 
Net price each ececcccccccccccccocecs 569.00 


3 = Cat. 6501AC2680 transformers, rated 100 KVA. 


List price each ecececceccecccccccccce 1789.00 
Net price each escccceccccccccesecocos 939.00 


GROUP IV 
Distribution transformers, self-protected, type HSBA, 12,470 
GRDY/7200-120/2L0 volt, single phase, 60 cycle, single bushing, 
of] immersei, self-cooled, with four 24% tans below 7200 volts. 
10 = Cat. 6801BL1525 transformers, rated 25 EVA. 


List price @0Ch cccccccccevceseccosocce 754.00 
Net price CACh ecccccccscccccoccseseces 395.00 


15 = Cat. 6801BL0537 transformers, 37% KVA. . 


List price each coccccccccoccccccscoscs 1005.00 
Net price each ceoccccccccsepecesersoce 527.00 


20 = Cat. 6801BL0550 transformers, rated 50 KVA. 


List pri@e each cocccccccccecscceccccce 1196.00 
Net price @8Ch cecccccssocceccecccoces 627.00 





ADMINISTERED PRICES 7525-27 


GROUP V 
Distribution transformers, self-protected, type HSRA, 12,170 
GRIY/7200-129/2h0 volt, single phase, 60 cycle, single bushing, 
ofl immersed, self-cooled, without taps. 

10 - Cat. 6801BK1525 transformers, 25 KVA. 


List price @BCh ececcccccccecescccccoes 685.00 
Net price @8Ch eseccccccccesscecececccs 359200 


10° - Cat. 6901BK0537 transformers, rated 374 KVA. 


List orice each esccccecccccccssscosces 915.00 
Net price each ecccccccccccccccecosese 480,00 


10 = Cat. 68015K0550 transformers, rated 50 KVA. 


List price each ceccccccccocccccccccces 1087.00 
Net price e8ch ececcceccecsccccsecessccs 570.00 


If you require any aiditional information concerning this quo- 
tation, please contact us. If we-mav be of service to you on this 
order, please let us hear from you. 


Delg Stock subject to prior sale 
FO8: Destination 
Cash discount - net 


Yours truly, 


J. R. Feeney 
Manager 
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AUG 1 0 ge 


MEMPHIS LIGHT, GAS anp WATER DIVISION 
City of’: Wemphis 


NEANDER W. WADE, Vice PresivenT 


7 = -~ EDWIN G. DILLARD 
thd LICHTERMAN, Comm some MEMPHIS L TENN. norms Becwavany 
HORACE H. HULL.CommssiOner 
T. WALKER LEWIS, Commissioner 


August 6, 1959 


Honorable Estes Kefauver 
United States Senate 
Washington, D. C. 


My Dear Senator: 


Pursuant to your request contained in your letter 
of July 17, we have reviewed for the past three years the 
instances of identical bidding among the major manufacturers. 
We find that between July 1, 1956 and June 30, 1959, there 


‘Were ApproKimately OMe—Mundred—Imetances-that, to att” intents 


eee, 


and purposes, co could be considered a8 identical bidding. In 
some instances, minor or small manufacturers submitted dif- 
ferent bids from those of the major manufacturers, and in 
other instances, the product of some manufacturers who quoted 
a different price did not meet the requirements of the Divi- 
sion and, therefore, were not on the Division's approved list. 


We hand you herewith twelve sets of bids consisting 
of photo print of Notice to Bidders and photo print of each 


quotation réecelved purausnit to said Notice to Bidders. These 


were selected at random an believe them to be typical 
instances of identical "bide eecetved-Stbio tbe gust Eiree 
years. We” ‘sincerély hopé that they will suffice for your 
purposes. 


Sincerely yours, 


ree Wot 


Ray Morton 


President 
RM/ jp 


Encls. 12 


35621 O—60—pt. 1354 





ADMINISTERED PRICES 


Dates ly 30-59 
Order No. 76164 


Quantity: Items 1 = 200,000 lbs 2 = 105,000 lbs. 
Biddera: Oraybar G) 4 _ 
GE Supply Coppany 
Electric Supplies, Inc. 
Tenn. Valley tlec. Supply 
Anaconda 
western lectric Supply 
Kaiser Alumnirmum 
Reynolds “etals 
GE Supply Co, 
Williamson Ele ctric Supply 
Tenn, Valley Electric Supply(alt) Memphis 
Line Materials Industries | Milwaukee 
a " " (elt,) * 
National Electric Supply Co. Memphis 


PER EEEREPEEGES 


Al. 16 bids identical 
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LEGAL NOTICF TO BIDDERS 
PROPOSALS 


Proposals will be received by the 
Board of Light, Gas & Water Com- 
missioners, City of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P. ney Soe a 
Thursday, April 30, 1959, for . fur- 
nishing  f.o.b. Memphis, Tennessee, 
transportation prepaid: 


Item 1. 200,000—Lbs. 795,000 CM bare 


aluminum cable, steel. 


reinforced, composed of 
26 aluminum and 7 
steel strands, Code 
“Drake”, steel core to 
be coated with inhib- 
itor; to be shipped on 
reels containing ap- 
proximately 7,200 ft. 
each in one continu- 
ous length. 


Item 2.-106,000—Lbs. 636,000 CM bare 
= aluminum cable, steel 
reinforced, composed of 
26. aluminum and 7 
steel strands, Code 
“‘“Grosbeak”’, steel core 
to be coated with in- 
hibitor; to be shipped 
on reels containing ap- 
proximately 7,200 ft. 
each in one continu- 
ous length. 


Bidder shall, specify dimensions of 
reels on ‘which he proposes to fur- 
nish above cable. 


Time of delivery must be stated. 


Time of delivery together with price- 
will be given due consideration in. 


award of contract. 


The Board of Light, Gas & Water 
Commissioners reserves the right to 
reject any or all bids, to waive any 
informalities in the bids, or to award 
one or more contracts in any manner 
that it may elect. 


Address proposals to the Memphis 


Light, Gas & Water Division, 179 Madi-« 
son Avenue, Memphis, Tennessee. 
Mark: “Bid on Bare Aluminum 
Cable.” ’ 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 
Cc. B. Quinn, Assistant Director- 
Purchases, Stores & S‘ipplies. 
Order No. 76164. 


npr. 20, 27, 28, 29, 1959—25c. 1400 


ere _—— eee 


~" 





ADMINISTERED PRICES 


QUOTATION 


Gray.baR 


1474 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


& 


Jve~ /y 


April 30, 1959 


. ee Ges & Water Division WHEN ORDERING 


a 
Memphis, Tenn. ' 


Attention: Mr. C. B. Quinn 


Bid on Bare Aluminum Cable 


We are pleased to quote you as follows: 


Material Manufactured by Alcoa Aluminum Company of America 


1. 200,000 lbs 795,000 CM bare aluminum cable, steel 
reinforced, composed of 26 aluminum strands 
and 7 steel strands, code “DKAKE", steel core 
to be coated with inhibitor; to be shipped on 
reels containing approx. 7,200 ft. each in one 
continuous length on new 69 in, non-returnable 
reels (69 in, 0.D, x 38 in, Traverse) 22964 /1>, 


636,000 CM bare alvminum cable, steel 

reinforced, composed of 26 aluminum strands 

and 7 steel strands, code "GROSBEAK", steel 

core to be coated with inhibitor; to be 

shipped on reels containing approx. 7,200 ft, 

each in one continuous length on new 69 in, 

non-returnable reels, 2 3038/1b. 


Delivery: Two - three weeks 

FOB: Memphis, Tenn, 

Terms: Net 

Prices firm with escalation downward only, 


We hope we shall be favored with your order and assure you of prompt attention, 
Yours very truly, 
O> Sivan oy 


Ollie Swanson 
Quotation Department 


SF-55-C (6-58) 





ADMINISTERED PRICES 


GENERAL QD ELECTRIC «© Sy cau 
SUPPLY COMPANY © 3 tan “e 


A DIVISION OF GENERAL ELECTRIC DISTRIBUTING CORPORATION '!* es 
500 SOUTH FRONT ST. — P. O. BOX 2830 — MEMPHIS 2, ‘TENN. 
TELEPHONE NO..JAJ#0351 


WHEN ORDERING. PLEASE 
REFER TO quotation No. 567 


Tenn, 


patep__April 30, 1959 __ 


Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 


i ATTENTION: Mr, C. B,. Quinn il , “* , Comes Foye 


WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: 


| | 
QUANTITY DESCRIPTION DELIVERY | UNIT PRICE EXTENSION 


MATERIAL AS MFG, BY SOUTHWIRE | 


200,000# | 795,000 CM 26/7 ACSR (Drake) on iealine 
7200' reels 69" x 46" 


636,000 CM 26/7 ACSR (Grosbeak) on 7200! 
reels 69" x 46" 


REELS TO BE NO DEPOSIT 


Terms: Net 
Del.: 4% to 6 weeks 


Trans.: F,0,B, Memphis, Tennessee 











SS 
ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL; QUOTATION IS SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
& AWISE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OR FUTURE SALES, REVENUE, EXCISE OR OTHER TAX APPLICABLE TO THE MERCHANDISE COVERED BY THIS QUOTA 
TION, OR TO THE SALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 


WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER, AND ASSURE YOU OF PROMPT ATTENTION 
YOURS TauLy, 
oe 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) ; SALES DEPARTMENT 





ADMINISTERED PRICES 


Elediic S~) Supplions. One. 


WHOLESALE ELECTRIC SUPPLIES 
PHONE JA 5-0443 MEMPHIS.TENNESSEE 232 NORTH FRONT ST. P.O. BOX 515 


Mempbis Light,Gas and Water DivisloRoO TATION 


P. O. Box 388 
Memphis, Tennessee 


Date__ April 29, 1959 


Any Correspondence Pertaining 
Quotation Please Refer to it by this 


to this _No. 4 - 422 


QUANTITY | | DESCRIPTION 


Bib ON BARE ALUMINUM CABLE 


200,000 Ibs. Southwire Co. 795,000 CM 26/7 ACSR (Drake), to be 
furnished on non-returnable reels 69" x 46" with 
approximately 7200 ft. per reel. $ 29.64 cwt 


105,000 Ibs. Southwire Co, 636,000 CM 26/7 ACSR (Grosbeak), to 
be furnished on non-returnable reels 69" x 46" 
with 7200 ft. per reel i 


Terms: Net 30 days 
Delivery: Complete 4 to 6 weeks 
F.0.B. Memphis 


Above prices are firm subject 
to downward revision. 


ELECTRIC SUPPLIERS, INC. 
eo 


Whe Sn wnsteal Seiiiehng Sa 








, _ 
sel 





ADMINISTERED PRICES 


WwW. A WREN 
EXECUTIVE VICE-PRESIDENT 


, 


No.M 4472 
CftteAAee 
ELECTRICI SUPPLY QUOTATION 


MEMPHIS. TENNESSEE Prices quoted are for acceptance within 


To Memphis Light, Gas & Water Divisionpate April 29, 1959 
Address 179 Madison, Memphis, Tenn, Reference: "Bid on Bare Aluminum Cable" 


Memphis 
We are pleased to quote you as follows, F.O.B._— 


SOUTHERN ELECTRICAL 


200, 000# 795,000 CM bare aluminum cable, steel reinforced 
composed of 26 aluminum and 7 steel strands, Code 
"Drake", steel core to be coated with inhibitor; to 
be shipped on reels containing approximately 7,200 
ft. each in one continuous length, 29.64 cwt 


105,000# 636,000 CM bare aluminum cable, steel reinforced, 
composed of 26 aluminum and 7 steel strands, Code 
"Grosbeak", steel core to be coated with inhibitor; 
to be shipped on reels containing approximately 7,200 
ft. each in one continuous length. 30.38 cwt 


We propose to furnish this material on no-charge reels with the following 
dimensions: 69" Diameter, 38" Traverse, 44 1/2" overall width, and 30" 
drum diameter. 


DELIVERY: Start five weeks after receipt of order and complete two weeks 
later. 


TERMS ; Net 30 days 


Price is firm as to any increase, but subject to reduction to price in 
effect at time of shipment. 








This quotation is for acceptance as noted above and subject to the terms and conditions shown on the reverse side of this sheet 


TENNESSEE VALLEY ELECTRIC SUPPLY CO. 


Nets 46 ‘ir. 


JOHN L, SALMON 
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ADMINISTERED PRICES 


FORMAL QUOTATION 
ANACONDA WIRE & CABLE COMPANY 


25 BROADWAY. NEW YORK 4, NEW YORK 


CABLE ADDRESS: 
ANCONDWIRE, M. Y. 


DA Dare = April 28, 1959 


TO: Memphis Light Gas & Water Vv RErerence:- 
179 Madison Avenue BID: 76164 
Memphis, Tennessee DUE: April 30,49 


We are pleased to quote you direct: 


200,000 1bg. 795,000 CM bare aluminum cable, steel 
reinforced, composed of 26 aluminum and 
7 steel strands. Code "DRAKE" steel 
core to be coated with inhibitor, to be 
shipped on reels containing approxima el 
7,200 ft. each in one continuous length $59, 300.00 


REELS: Non-returnable no cha 
size-84" x 38" x30" = 
cca 


105,000 1b$. 636,000 CM bare aluminum cable, steel 
reinforced. composed of 26 aluminum 
and 7 steel strands. Code "GROSBEAK" 
steel core to be coated with inhibitor; 
to be shipped on reels containing 
approximately 7,200 ft. each in on 
continuous length. $31,899.00 


REELS: Non-returnable no charge reels. 


size-69" x 38" xX 30" 


TERMS: Net 30 days 
FOB: Memphis, Tenn. 
SHIPMENT: Within 7 weeks after receipt 


of order at our Sycamore, 
Ill. Mill 
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G 70142 FORMAL QUOTATION 
ANACONDA WIRE & CABLE COMPANY 


ena 
25 BROADWAY. NEW YORK 4, NEW YORK 


CABLE ADDRESS, 
ANCOMDWIRE, M. ¥, 


i. Anu! wa ae 


2 
Sxeer No or 
DESCRIPTION 


FIRM PRICE CLAUSE 


Prices quoted shall not be increased for 
shipments made prior to July 31, 1959. 
After that date, prices will be those 

in effect on date of shipment. 


B L _— 


SnHeers 





. S - ’ . 
—Sefvice and Pricing, Dept. 


a 








62 
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«©3060 3087 MEV. 6-87 


@ Westinghouse @ a 


ELECTRIC SUPPLY COMPANY 


r 


Wee . 


L 


WE THANK YOU FOR YOUR REQUEST OF 


QUANTITY | 


200 ,000 


105 ,000 





“ 
Memphis Light, Gas & Water Div. 

179 Madison Ave. 

Memphis, Tennessee 

Attn: Mr. C. B. Quinn,Assistant 
Director Purchases ,Stores & Stupplies] 


DESCRIPTION 
lbs. 795,00CM bare aluminum cable, steel 

reinforced, composed of 26 aluminum and 7 steel 
strands. Code "DRAKE" steel core to be coated 
with inhibitor, to be shipped on reels contain- 


ing approximately 7,200 ft. each in one con- 
tinuous length. 


REELS: Non-returnable no charge reels. 
Size -8" x38" x30" 


lbs. 636,000 GM bare aluminumcable, steel 
reinforced, composed of 26 aluminum and 7 steel 
strands. Code "GROSBEAK" steel core to be coated 
with inhibitor; to be shipped on reels contain- 
ing approximately 7,200 ft. each in on con- 
tinuous length. 


REELS: Non-returnable no charge reels. 
Size- 69" x 38" x 30" 


PRICES FIRM DOWN 

TERMS: NET 

F. O. B. MEMPHIS, TRIN. 
SHIPMENT: 7 WEEKS 

SUPPLIER: ANACONDA WIRE & CABIE 





pare APFil 30, 1959 


WHEN ORDERING \, QUOTATION 
PLEASE REFER TO / No,59-2221 


AND WE ARE SUBMITTING THE FOLLOWING QUOTATION: 


“sict- CO -| fa emai 
UNIT | TOTAL ae — 


Discow 


29.éhewt. 


30.38ewt. 











SUBJECT TO THE STANDARD ‘CONDITIONS PRINTED ON THE REVERSE SIDE OF THIS ORM AND wHicn ARE A PART HEREOF. 


WE ARE LOOKING FORWARD TO RECEIVING YOUR ORDER, AND CAN ASSURE YOU OF PROMPT SERVICE. 


ee 7 COMPANY 
« suse Aes che 
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KAISER ALUMINUM & CHEMICAL SALES, INC. 
GENERAL GALES OFFIOES 
919 NORTH MICHIGAN AVENUE ©  OHIOAGO 11, ILLINOIS 


NUMBER 


8TM1H106-Q 
tne Sais Gas 6 Kaiser Aluminum Apri 20, 2959 


179 Madison Avenue 


Electrical Conductor REFERENCE 
Memphis, Tennessee QUOTATION 
A N TION CO. Be Quinn "Bid on Bare Aluminum Cable" 
entiemen: 


We submit the following quotation in answer to your request of 


Prices for the material and shipment below are quoted on the basis of our receipt of your order before____._.._. 
We specify this date to insure prompt shipment and proper service of your order. 


Number Quantity Unit “Catalog No.” Deseription Prrtage pir Gant 
ALUMINUM CONDUCTOR STEEL REINFORCED 
1. 200,000 lbs. "Drake", 795,000 CH = 26/7 Stre 02965/1b. 
Packaged 7200 ft. on a 72" returnable reel 
2. 105,000 lbs, "Grosbeak", 636,000 CM = 26/7 Str. 03038/1b. 
Packaged 7200 ft. on a 69" retumable reel 


NOTES 


T. Gan Ship Item 1 8=10 days after receipt of order. 
Can ship Item 2 17-19 days after receipt of order. 


2 Section A-1 of the tems and conditions is amended to read as follows ~ prices 
quoted in this acknowledgement for any materials covered herely are subject to 
adjustment by seller in order to conform to seller's prices in effect at date of 
shipment. The following provision, however, is effective thru June 30, 1959, only 
the price applicable to any material other than copper conductor md shadescreen /R/ 
for which seller had a published price in effect on Dec. 5, 1958, shall not exceed 


seller's published price in effect Dec. 5, 1958, provided that shipment of the 
material is made on or before June 30, 1959. 


3. When ordering, please refer to Kaiser Quote STL~106«=Q. 


Destination: - Menphis, Tennessee 
ipment to 





aceniieieeantens poles poem 
(Shi made to nearest rail head or terminal.) 
Terms: Net 30 days from date of invoice 
Note: This is a quotation, not a contract. All orders are subject to the approval of the General Sales Office of Kaiser Aluminum & Chemical 
Sales, Inc., Chicago, Illinois, Orders resulting, from this quotation which are accepted and approved will be subject to the Terms and 
Conditions on the reverse hereof 
This quotation is made subject to correction of transcription errors. 
KAISER ALUMINUM & CHEMICAL SALES, INC. 
10 S. Brentwood Blvd. = St. Louis 5, Mo. 
Accepted by____ 


Date 
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ADMINISTERED PRICES 


REYNOLDS METALS COMPANY 


CABLE PRODUCTS. 
2500 SOUTH THIRD STREET 
r. @. BOX 1800 
LOUISVILLE 1. KY. 


QUOTATION 


Terms and conditions printed on reverse side ef this sheet, and any attachment herete 
ere to be understood os constituting @ pert of this proposal 


Date__4=-27-59 _ 
Board of Light,Gas & water Commissioners 
City of Memphis Reference Order 7616) 


179 rladison Avenue 
Hemphis, Tennessee 


We are pleased to quote you as follows: 


Description Unit Price Qvontity 
795,000 Chi bare aluminum cable steel reinforced $.2965 per lb. 200,000 lbs. 
composed of 26 aluminum and 7 steel strands. Code 

"Drake" steel core to be coated with inhibitor to 

be shipped on Reynolds 69B reels containing approxi- 

mately 7,200 ft. each in one continuous length. 


636,000 CM bare aluminum cable steel reinforced %.3038 per lb. 105,000 lbs. 
composed of 26 aluminum and 7 steel strands code 

"Grosbeak" steel core to be coated with inhibitor. 

To be shipped on Reynolds 698 reels containing ap- 

proximately 7,200 ft. each in one continuous length. 


69B reels for Items 1 and 2 

Reel diameter over-lagging - 723" 
Overall width Lh-1/8" 
Inside width between flanges 38" 
Drum diameter 30" 


Depending upon availability at time or receipt of 
order, reels of the above. dimensions might be available 
on a no charge, non-returnable basis. Availability 
subject to inquiry at time of order placement. 


Delivery by July 15, 1959. . 
FOB Lestination. 
This quotation is effective until May 15, 1959. 


Prices quoted herein are firm for shipments made on 
or befor ro le 1959. 


TERMS: Bare Cable—Net cash 30 days from date of invoice, 


Mei fy Fhe Mito /Sepgoed Miby toby BY Arid Are aypaeparsely 


Vadiagedapi i i ee ea ae pee Pht 

epee peprrpen surg diy soaprapuirryninnyaybeiedyey 

| ‘ALS COMPANY 
, NS. 1. 4 be fd 


FORM &-790-4tREV.0-65) o Te Timlin. 





ADMINISTERED PRICES 


Reynolds Aluminum Supply Company 


Our 44th Year 
P.O. BOX 4727 * N. Sta. * Memphis, Tenn. ¢ JAckson 5-4717 


ALUMINUM—STEEL- STAINLESS STEEL~ COPPER-BUILDING PRODUCTS 


QUOTATION 


Board of Light, Gas & Water Co, a 
City of Memphis pare __*/29/59 
179 Madison Avenue 
Memphis, Tennessee 


X J 


nererence wo, 20164 __ 


WE APPRECIATE YOUR INQUIRY OF —__________ AND WE TAKE PLEASURE IN QUOTING AS FOLLOWS: 


fwem] scription quantity | unit | price _| 


795,000 CM bare aluminum cable steel reinforced 
composed of 26 aluminum and 7 steel strands. Code 
"Drake" steel core to be coated with inhibitor to 
be shipped on Reynolds 69B reels containing approxi 
mately 7,200 ft. each in one continuous length. Lbs. 
636,000 CM bare aluminum cable steel reinforced 
composed of 26 aluminum and 7 steel strands code 
"Grosbeak" steel core to be coated with inhibitor. 
Lbs. 
N 
Non-Ret 


To be shipped on Reynolds 69B reels containing 
approximately 7,200 ft. each in one continuous 
length. 105 ,000 


69B reels for Items 1 and 2 

Reel diameter over-lagging - 72-1/2" 
Inside width between flanges 38" 
Over-all width 44-1/8" 


Drum diameter 30" io dharzp 


dnablb 
This quotation is effective until May 15, 1959. 


Prices quoted herein are firm for shipments made on 
or before July 31, 1959. 


SHIPPING. by July 15, 1959 —F.0.B Doct ination 
TERMS Net_30 Days ALL ORDERS QUOTED ARE SUBJECT TO PRIOR SALE. 


WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER,AND ASSURE YOU OF PROMPT ATTENTION. 


YOURS TRULY, 


REYNOLDS ey) & "90 
ALUMINUM a 2} ER - REYNOLDS ALUMINUM SUPPLY “—r 


SUPPLY CO 
¥ BY coowners 


ATLANTA— BIRMINGHAM —LOUISVILI E — MEMPHIS — MIAMI — NASHVILLE — RALEIGH—RICHMOND— ameiapesy 2 ‘ 








ADMINISTERED PRICES 





Pens s6-107-A1 


aes GENERAL@QELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC DISTRIBUTING CORPORATION ‘ ] 
500 SOUTH FRONT ST. — P. O. BOX 2830 — MEMPHIS 2, TENN. “%, 
TELEPHONE NO. JA7+0351 


WHEN ORDERING, PLEASE 
REFER To quotation No. 566 


~ ~5 
pateo.___ April 30, 1959 


Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 























ATTENTION: Mr. C, B, Quinn i 
WE THANK YOU FOR YOUR INQUIRY 2 ___AND ARE PLEASED TO QUOTE AS FOLLOWS 
Zz easaiivies: * DESCRIPTION ot cn | DELIVERY UNIT PRICE EXTENSION 
. MATERIAL AS MFG. BY REYNOLDS me ae “ao: 
200,000 lbs, 795,000 CM bare aluminum cable steel rein- 
forced composed of 26 aluminum and 7 steel 
strands. Code "Drake" steel core to be 
coated with inhibitor to be shipped on 
Reynolds 69B reels containing approximately’ 
7,200 ft, each in one continuous length, 29.64 cwr 
105,000 lbs. 636,000 CM bare aluminum cable steel rein- 
forced composed of 26 aluminum and 7 steel 
strands code "Grosbeak" steel core to be 
coated with inhibitor. To be shipped on 
Reynolds 69B reels containing approximately 
7,200 ft. each in one continuous length, 30.38 Cwr 
69B reels for Items 1 and 2 No Charge 
Reel diameter over-lagging = 72=1/2" Non-Returhable 
Over-all width = 4h-1/8" | 
Inside width between flanges 38" 
Drum diameter 30" 
Terms; Net 
Del,: By July 15, 1959 — 
Trans,: F,0,B, Memphis, Tennessee 
| j 
| 
i iy 
! 5 
| 





= ——= = a om ee a= = = « 





ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL; QUOTATION IS SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
(HERWIGE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 
THE AMOUNT OF ANY PRESENT OR FUTURE SALES, REVENUE, EXCISE OR OTWER TAK APPLICABLE TO THE MERCHANDISE COVERED BY THIS QUOTA 
TIOM, OR TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 
WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER, AND ASSURE YOU OF PROMPT ATTENTION ; 
Yours Truty, ’ : ( 
‘ , ae 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) SALES DEPARTMENT 








ADMINISTERED PRICES 7545 


QUOTATION 


<3 


WILLIAMSON DISTRIBUTING CORPORATION 


1603 WHEATON ORIVE 
MEMPHIS 17, TENNESSEE 


Memphis Light, Gas, & Water Division Date April 28, 1959 
179 Madison Avenue Quotation No. WDC-P-3030 
Memphis, Tennessee Reference Order #76164 


Attention: Mr. C. B. Quinn, Asst. Director- 
Purchases, Stores and Supplies 


Gentlemen: 


We are pleased to quote on your inouiry for bare aluminum cable. 


Item Quantity Description Price Per Unit 
le 200,000 # 795,000 OM bare aluminum cable, $ 29.64/ewt 


steel reinforced, composed of 26 
aluminum and 7 steel strands, Code 
"drake", steel core to be coated 
with inhibitor; to be shipped on 
approximately 7200' Reels 69"by 46". 


2. 105,000 # 646,000 OM Bare aluminum cable, 
steel reinforced, composed of 26 
aluminum and 7 steel strands, Code 
"Grosbeak", Steel core to be shipped 
on apporximately 7200' reels 69"by 46",  $40,38/cwt. 


Manufacturer--Southwire Company 
Carrollton, Ga. 


Reels to be No Deposit 


Price firm through July 31.1959 


F. 0. B. Point Memphis, Tenn. 
Delivery Schedule: Complete four (4) to six (6) weeks. 


Yours very truly, 
Williamson Distributing Corp. 
/ ry 
a | Tf ptt De Ad 
ilTiamson, Manager 


35621 O—60—pt. 13 


55 








7546 ADMINISTERED PRICES 


FORM 8-20-4 i 


GENERAL CABLE CORPORATION cunt sneremeret 
1792 LaTHAM STREET WHEN REPLYING MENTION 
_ ere 6, eee i bl 7 94-095 





Aprit 30, 1959 


Mr. C. B. Quinn 

Memenis Licut, Gas & Water Division 
179 Maoisow Avenue 

MemPHtis, TENNESSEE 


Dear Mr. Quinn: 


\ a“ 
WE ARE PLEASED TO QUOTE THE FOLLOWING PRICES FOR YOUR CONSIDERATION: 


PRICE 


Se 200,000 iss. [223400 CM 26/7 Bare 
R put ue ow reecs (78" x 32" x 32") 
EACH REEL CONTAINING APPROX. 7200 FT. 
Cove "Drake." $29.65 cwr. 
: 105,000 tes. 636,000 C.M.. 26/7 Bare 


ACSR put up ow reecs (72" x 32" x 32") 
EACH REEL CONTAINING APPROX. 7200 Fr. 
Cove "“Grosseax" $30.38 cwr. 


Prices are Firew 
REELS ARE NO DEPOSIT, PLEASE RETURN 


Snipment: St. Louis, Missourt 5 weeks 
Tekus: NET CASH 30 DAYS 


F.0.B. : MemPenis, TENNESSEE 








> THE TERMS AND CONDITIONS ON THE BACK HEREOF ARE PART OF THIS QUOTATION. 
. 0. B. : 
Sales Department 


Terms ae “ty ’ ae o 


Shipment: Pa T. C : Haunuw cw 
MemPnis MAwaAcea } 


(OVER } 
12% 


TATION a | 
QUOTATIO | WY | 
S } 











ADMINISTERED PRICES 7547 


| L € SALMON W. A. WREN 
' PRESIJENT ExECUTIVE VICE-PResioEnT 


aga-S 


No.M 4473 
CILUICAACE 
ts ++ sss 


ELECTRIC I SUPPLY QUOTATION 


MEMPHIS, TENNESSEE Prices quoted are for acceptance within_______ days. 








ToMemphis Light, Gas & Water DivisionDate April 29, 1959 


Addre#79 Madison, Memphis, Tennessee Reference: "Bid on Bare Aluminum Cable" 





We are pleased to quote you as follows, F.O.B. agate 


PARANITE 


200, 0004 795,000 CM Bare aluminum cable, steel reinforced, 
composed of 26 aluminum and 7 steel strands, Code 
IT. "Drake", steel core to be coated with inhibitor; 
to be shipped on reels ccntaining approximately 
7,200 ft. each in one continuous length, 29.64cwt 


105,000# 636,000 CM Bare aluminum cable, steel reinforced, 
iT. composed of 26 aluminum and 7 steel strands, Code 
"Grosbeak", steel core to be coated with inhibitor; 
to be shipped on reels containing approximately 
7,200 ft. each in one continuous length, 30.38 cwt 


Reels will be 72" No Deposit non-returnable reels. 


DELIVERY: “12-14 weeks 
TERMS; Net 30 days 


Price is firm as to any increase, but subject to reduction to price in 
J effect at time of shipment. 


This quotation is for acecptunce as noted above and subject to the terms and conditions shown on the reverse side of this sheet. 


TENNESSEE VALLEY. ELECTRIC SUPPLY CO. 


/ 


By li Ain = { (’, 


/ JOHN L, SALMON 





ADMINISTERED PRICES 





269-T 


LINE MATERIAL INDUSTRIES 


McGRAW-EDISON COMPANY 
GENERAL OFFICES © MILWAUKEE 1, WISCONSIN 





Division pate__ April 29, 1959 


O_ 
179 Madison Avenue QUOTATION NO. i 
Memphis, MEQ-h727 


ress your reply se te above Quetation number 
_Mr,. C. Bs. Quinn, Assistant Director iT64 "Wore! ehead “StL y Wemphis’, Tenn, 












item | Qventity CATALOG NO. DESCRIPTION 


bie unites a oa aaiadail 
y Your Ref; 


| "Bid on Bare Aluminum Cable." 
ai 


l200, oO Keiser 795,000 CM bare aluminum cable, 
Lbs.| "Drake" | steel reinforced, composed of 
| : . | 26 aluminum and 7 steel strand 
steel core to be coated with 
| inhibitor; to be shipped on 
reels containing approximately 
7,200 ft. each in one continu- 
OUS lengtKns.cocccrccccscceseres 22965 Lb. Net| 10 Daye 
| 


2. (105, opo Keiser |636,000 CM bare aluminum cable, 
Lbs.| "Grosbeak" steel reinforced, composed of 
| '. 26 aluminum and 7 steel strandd, 
| steel core to be coated with 
| | inhibitor; to be shipped on 
| reels containing approximately 
| | 7,200 ft. each in one continu- 
| | OU MONE crccccecicscccesesad 3030 |Idea Net| 19 Daye 


NET PRICE 


























l. 





|Reels will be no deposit. 
| Prices are firm through July 31) 1959. 


ee 
We appreciate the opportunity of quoting, 
order. 


and hope to be favored with yo 





























All material is subject to prior sale 


Prices quoted F. O, g,_Memphis, Tenn. _ Cheapest transportation allowed. 


form 2943 Rev 9 





THE ABOVE QUOTATION SUBJECT TO TERMS AND CONDITIONS ON THE REVERSE saran Supervisor 








iT 





le 


2. 








ye 


aye 














200,000 Southwirg 795,000 CM bare aluminum cable 


105,000 Southwirg 636,000 CM bare aluminum cable 








All material is subject to prior sole 


Prices quoted F. O, 8. Momphis, Tenne Cheopest transportation allowed 


—EEE 





ADMINISTERED PRICES 


McGRAW-EDISON COMPANY 


GENERAL CFPFICES © MILWAUKEE 1, WISCONSIN 


1o__Memphis Light, Gas & Water Division 
179 Madison Avenue 


Memphis, Tennessee re 


Plea: 


Director 11 


fe our 










OESCcRIPTION 


Your Ref.: 


"Bid on Bare Aluminum Cable." 


0 





steel reinforced, composed of 
26 aluminum and 7 steel stran 
steel core to be coated with 

inhibitor; to be shipped on 

reels containing approximatel 
7,200 ft. each in one continu 
OUus lengthescessccsecscecsese 


steel reinforced, composed of 
26 aluminum and 7 steel strani 
steel core to bé coated with 
inhibitor; to be shipped on 


7,200 ft. each in one continu 
OuB lengths cccccesessssccsese 


Reels will be no deposit. 
|Prices are firm through July 314 


jand hope to be favored with you 








MATERIAL INDUSTRIES 





reels containing “one sont ina 


We appreciate the opportunity of 














THE ABOVE QUOTATION SUBJECT TO TERMS AND CONDITIONS ON THE BEVERSE SIDE 
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LE 4-4 





pate__April 29, 1959 
QUOTATION NO. 


oddress your reply referring to above Quotation number 


wMgrehead St., Memphis, Tenn. 


4-6 Wke 





1 


INDUSTRIES 


ch Supervisor 


ja 





ADMINISTERED PRICES 


CLIFF AMIDE! PRES 


Al HANSARD V. PRES. 
CHAS. E MAY V. PRES 


ED. STAFFORD SECT. @ TREAS 


NATIONAL ELECTRIC SUPPLY C0., INC. 


280 POPLAR AVENUE 
PHONE JA 6-6152 
MEMPHIS 3, TENNESSEE 


Aprit 30, 1959 


Mr. C. B. Quinn 
MewPuts Licut, Gas & Water Division 
179 Maoison Avenue 


Dear Mr. QuINN: 


WE ARE PLEASED TO QUOTE THE FOLLOWING GEWERAL CABLE CORP. PRICES 
FOR YOUR CONSIDERATION: 


200,000 .ss. 
put up ow Reecs (78" x 32" x 32") 
EACH REEL CONTAINING APPROX. 7200 FT. 
Cope "Drake." 


636,000 C.M. 
ACSR put up ow reecs (72" x 32" x 32") 
EACH REEL CONTAINING APPROX. 7200 FT. 


105,000 tes. 


Prices ARE FIRM = DOWNWARD 
REELS ARE WO DEPOSIT, PLEASE RETURN 


St. Louis, Missouri 

NeT cash 30 dars 

MEMPHIS, TENNESSEE 
Yours VERY TRULY, 


LECTRIC SUPPLY CO,INC, 


C. E. MAY, V.PREStOENT 








Da 


“ry 


Ri 





ADMINISTERED PRICES 





BANE ALUMINM CABLE 


Dates 10-16=58 
“ryder We 65356 
Cuantitys 1,314,800 lbs. 


Ridder Tennessee Valley Electric iad Kenphis — 
Vestirnghouse . sane 
Greybar ® same 
Line Material (A1t) . see 
Generel “lectric Sup ly sare 
-lectric Supliers, Inc. 5 sane 
Anaconda peregmne sa me 
lew Yo 
villianson Distributing Co. Memphis same 
Xaiser Alumnium . Ste Louis same 
Reynolds jetals malas Va. same 
General Cable Nemp:is same 


All 13 bids identieal 











ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


Proposals will be received by the 
Board of Light, Gas & Water Com- 
missioners, City of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o'clock P.M., 
C.S.T.. Thursday, . October 16, 1958, 
for furnishing f.0o.b. Memphis, Ten- 
nessee, transportation prepaid: 


1,312,800—Lbs. 795,000 CM bare alume 
inum cable, steel reinforc- 
ed, composed of .26 alum- 
inum and 7 steel strands, 
Code “Drake’’, steel core 
to be coated with inhibitor; 
to be shipped on reels con- 
taining approximately, 7,200 
ft. each ,in one continuous 
length. 


Bidder shall specify dimension of 
reels off which he proposes to fur- 
nish above cable. 


Preferred delivery: Approximately 
one-fourth of the above quantity in 
each of the months of November and 
December, 1958, and January and 
February, 1959. Bidder shall state if 
he can meet these deliveries. 

The Board of Light, Gas & Water 
Commissioners reserves the right to 
reject any or all bids, to waive any 
informalities in the bids. or to award 
one or more contracts in any manner 
that it may elect. 

Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madi- 
son Avenue, Memphis, Tennessee. 

Mark: “Bid on Bare Aluminum 

Cable.” 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 
C. B. Quinn, Assistant Director- 
Purchases, Stores & Supplies. 

Order No. 65356. 

Oct. 8, 13, 14, 15, 1958—25c. 3137 


ict eaneebiemeeloceiemmemiental 

















ADMINISTERED PRICES 7553 








Ww A WREN 
“2 Pre be i Sys Executive ViCe-PREsioENT 
ee 4ek a ~? 
a Cy No.M 2986 Gotiv 
To 99 99.9, ‘. 
Cf2sCAACE =e 
-t-s-  e _ ee = 
EEF OT Ue Pa QUOTATION “’} 
CFrLe EIR 7 
COMPANY iit 
MEMPHIS, TENNESSEE Prices quoted are for acceptance within days. 
fo Memphis Light, Gas & Water DivisionDate October 16, 1958 
si Reference: 
Address 1 79 Madison, Memphis, Tennessee eee "Bid on Bare Aluminum Cable" 
We are pleased to quote you as follows, F.O.B Memphis 


hi ort CO O4f 40-5 sad 
PARANITE Motes npr at roneaP 
CoE BRyeser C42 -2/-41P 
1,312,800 Lbs, 795,000 CM Bare aluminum cable, steel 7 Pe ee 
reinforced, composed of 26 aluminum 5 a¥eg 
and 7 steel strands, Code "Drake", 
steel core to be coated with inhibitor; 
to be shipped on reels containing 
. approximately 7,200 ft, each in one 
continuous length, 33.79 cwt 


Reels will be 69" or 72" Reels, No Deposit will be required on reels, 
If the Division has no use for the empty reels, we would like to request 
permission to pick them up at your convenience, 


DELIVERY: As requested 


TERMS; Net 30 days 


Price is firm as to any increase, but subject to reduction to price in 
| effect at time of shipment, 





This quvtation is fur acceptance os noted above and subject to the terme and conditions shown on ty erve side of this sheet 
TENNESSEE VALLEY ELECTRIC SUPPLY CO. 
, } a. 
j By “Mw . tO | 
JOUN L, SALMON 


we 





ADMINISTERED PRICES 





L € SALMON WwW. A WREN 
PHESIUENT 






Executive Vice-Pre 
Cs oY No.M 2987 
7 /p oOo, 2 

enessce Valo: Sorerid 

i-s 2 8 BE bs 8 

oe “4 a f B-f- ~ Q 

PIECIRICISEILY N 
COMPANY 
MEMPHIS, TENNESSEE Prices quoted are for acceptance within days, 








To Memphis Light, Gas & Water DivisionDate October 16, 1958 


Address 179 Madison, Memphis, Tennesse@eference: Bid on Bare Aluminum Cable 





We are pleased te quote you as follows, F.O.B. Memphis 


SOUTHERN ELECTRICAL 


1,312,800 Lbs. 795,000 CM Bare aluminum bees steel 
reinforced, composed of 26 aluminum 
and 7 steel strands, Code "Drake", 
steel core to be coated with inhibitor; 
to be shipped on reels containing 
approximately 7,200 ft. each in one 
continuous length, 33.79 cwt 


Dimension of reels will be 69" flange, 30" drum, 38" traverse with 
444 overall width, Reels are no deposit returnable reels. 


DELIVERY: As requested 
TERMS: Net 30 days 


Price is firm as to any increase, but subject to reduction to price in 
effect at time of shipment, ° 








Th quctation ts fur aeeeptance as noted above and subject to he terme end condttivas shown va the rx 


TENNESSEE VALLEY E 


side of this sheet. 


LECTRIC SUPPLY CO 


Fe Fhe 


JOUN L,. SALMON 











lays. 


w 


wt 


ADMINISTERED PRICES 7555 





4 - %-l 
LINE MATERIAL INDUSTRIES 7? 


McGRAW-EDISON COMPANY 
GENERAL OFFICES * MILWAUKEE 1, WISCONSIN 





1o_Memphis Light, Gas & Water Division pate__ October 16, 1958 
, Madison Avenue 
aan. Tennessee __ QUOTATION NO. MEQ-4500 





Mr. C. Be Quinn, Assistant Director Renee ee ee ee eee eee 


Purchases, Stores & Supplies _ow ottce ot PoOoBox 4819,Mamphis, Tann. 


itm Quontity CATALOG NO. DESCRIPTION — 


ee ead napene a asiceeesiaeecneeei tania 
Your Ref.; 





Kaiser 
"Drake" 


1. 2,3124800 795,000 CM bare aluminum cable, 
tbe steel reinforced, composed of 
26 aluminum and 7 steel strand 
steel core to be coated with 
inhibitor; to be shipped on 
reels containing approximately 
7200 ft. each in one continu- 
OUS leongthes.ccovscecescereses 













As 
Cwt. rc 


Non-returnable, no charge reels 


| Price is firm through February, 
| based on receipt of order for m 
| quantity of 20,000 lbs. 


In the event of a price reducti 
lower price will apply. 


We appreciate the opportunity o 


and hope to be favored with your order, 




















a 











ah 


All material is subject to prior sale Cte MATE joustares 
Prices quoted F. 0. 8, Memphis, Tenn. . Cheapest transportation allowed 


form 2943 fev. $ A ae t 
THE ABOVE QUOTATION SUBJECT TO TERMS AND CONDITIONS ON THE REVERSE SIDE Bre ch a k 
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7556 ADMINISTERED PRICES 


WESCO 8087 REV. 6-87 


@ Westinghouse @ 


ELECTRIC SUPPLY COMPANY 
845 North Main Street 
> Tennessee 


249-9 








DATE_Qatober 16,1968 
rc 
Mr. C. B. Quinn, Assistant Director 
. Purchases, Stores & Supplies 
TO:— Memphis Light, Gas & Water Division WHEN ORDERING \, QUOTATION 
. 179 Madison “venue PLEASE REFER TO / No, 58-2523 
Memphis Tennessee 
LC al 
WE THANK YOU FOR YOUR REQUEST OF October 8, 1958 AND WE ARE SUBMITTING THE FOLLOWING QUOTATION: 
QUANTITY DESCRIPTION | aN reics TOTAL of Eeun DELIVERY 
<scmieanmeed 


| 
1 1,312,800 Lbs. $795,000 CM Bare Aluninua Cable, steel 
reinforced, composed of 26 aluminum and 7 
steel strands, code "Drake", steel core 
be coated with inhibitor; to be shipped 
on reels containing approximately 7,200 

| ft. each in one continuous length. $.3379 Pex} bb. Ps 


As 
Required 


REELS TO BE NOW RETURNABIE 
DIMENSIONS AS FOLLOWS: 69" flange 36" 
traverse 30" drum. 

















SUBJECT TO THE STANDARD CONDITIONS PRINTED ON THE REVERSE SIDE OF THIS FORM AND WHICH ARE A PART HEREOF. 


WE ARE LOOKING FORWARD TO RECEIVING YOUR ORDER, AND CAN ASSURE YOU OF PROMPT SERVICE. 


WESTINGHOUSE ELECTRIC SUPPLY COMPANY 
is 


oO. 8 


Memphis, Tennessee “i 











| 


638 | 








ADMINISTERED PRICES 





QUOTATION 


Use GT baR 


yr oe ay OMPANY, INC. 
1474 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


October 16, 1958 





68 
Memphis Light, Gas and water Division Re ee — 
179 Madison Avenue — 
Memphis, Tenn, 
Attn: Mr, C. B. Quinn 
Bid on Bare Aluminum Cable, Due 10/16/58 
Prices subject lo change without notice and ipulated quantities or to stipulated destination may incur price adjustment. Prices shown Ge not include any sales, 
- - Bee ee ee Be Se Sire ee cies ane eat wae ae ee 
of order wueject to Mt Seller is not to be eo ae livery it 32 ee. Rea 2 ae om 2 nanan 
RY tne Federal Government or or fg FO yh agency, officer or official thereof, or if by strikes, fire, floods, accidents, o 
farrier, inability (0 obtain wltable and vuficlent. labor, and necessary supplies raw materials or other unavoidable contingencies beyond Seller's control. the Seller shall not be liable 
— for any consequential or special damages. The Seller's warranty shall SES even of tae munctactoer 


We take pleasure in quoting as follows: 


1. 1,312,800 © lbs, 795,000 CM bare aluminum cable, 
steel reinforced, composed of 26 
Sluminum and 7 steel strands, Code 
“Drake”, steel core to be coated 
with no-oxe-id inhibitor; to be shipped 
Lred on reels conteining approximately 7,200 
ft. each in one continuous length, as 
manufactured by Aluminum Company of 
Amer ica, 33.79 Cwt. 


Material in lengths specified to be furnished on new 
#69D non-returnable wood reels having a 69" 0.D, and 
36" traverse, 


FO: Memphis 

Terms: Net 30 days 

Del: As specified, one quarter in Novemver and December, 
1958, and January and February, 1959, or sooner if 
desired, 

Prices firm with escalation downward only, 


We hope we shall be favored with your order and assure you of prompt 
attention, 


Yours very truly, 
) / 
) f 
AL CA LOCO 


i R. C, Lucas 
Quotation Clerk 


ANY 


3 


$F-55-C (6-58) 








7558 ADMINISTERED PRICES 


LINE FAATERIAL INDUSTRIES 


McGRAW-EDISON COMPANY 
GENERAL OFFICES © MILWAUKEE 1, WISCONSIN 





To 195 Madieot Ay Gas & Water Division DATE October 16, 1958 
adison Avenue 
Memphis, Tennessee — ; QUOTATION NO. MEQ#4499 
Please address your reply referring to above Quotation number 
= Ce Be Sgimms_Aeataben’ rector to our office or. 20 eBox 4819,Memphis, Tenn. 
urchase : fe 3! eens ce 
Tem Quventity | ER: NO DESCRIPTION NET PRICE unit otal 
t = + 


a a 
rT casn | sniPrinc 
orse time 


Your Ref.: 


"Bid on Bare Aluminum Cable." 


es +. ee ee ee 


1. 21,312,800 795,000 CM bare aluminum cable 
tide] steel reinforced, composed of 
26 aluminum and 7 steel 
strands, Code "Drake", steel 
core to be coated with inhibi 
tor; to be shipped on reels 
containing approximately 
7,200 ft. each in one con- As 
tinuous length....e.cssceseee| $33.79 |Cwt, Net | Requiroe¢ 


Returnable, no deposit reeis. 


Reel Dimensions; 78" Flange Diameter, 
38" Traverse, 45" overall width. 





| These reels will be picked up wy the 
| manufacturer's truck at your cdnvenienge. 
| For an order received prior tollan indugtry 
wide price increase no change will be made 
in the price on shipments befoge Januaty 3), 
14959 and shall not be increased by morg than 
5% for shipments after January|31, 1959 b 
before July 31, 1959. 


We appreciate the opportunity of quoting, 
and hope to be favored with your order 




















. — = ai ial ‘ ‘ 1 
Ail material is subject to prior sale LINE MATE ees 


by Southwire Truck 
Prices quoted F. O. B Memphis, Tenn. a Ganges transportation allowed.” 


By c ~The dita” 


Form 294) Rev 3 R. ~. Johnson 
THE ABOVE QUOTATION SUBJECT TO TEMS AND CONDITIONS ON THE @F se SOE Br neh Supe rvisor 


jd 


cn 


(SEE 








ADMINISTERED PRICES 7559 


FORM JC-107-At 


co GENERAL @@ ELECTRIC is 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC DISTRIBUTING CORPORATION 
$00 SOUTH FRONT ST. — P. O. BOX 2830 — MEMPHIS 2, TENN. 
TELEPHONE NO..JA7=0351 


WHEN ORDERING, PLEASE 
REFER TO quotation No. 883 


| paTep__Octoher 16, 1958 _ 


Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 
L. ATTENTION: Mr. C. B. Quinn ol 


we THANK you FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FO 


= Sa EE Ee = = 
QUANTITY DESCRIPTION ges DELIVERY UNIT PRICE EXTENSION 


MATERIAL AS MANUFACTURED BY SOUTHWIRE 














1,312,80G/ 795,000 CM bare aluminum cable, steel re- 
inforced composed of 26 aluminum and 7 
steel strands, Code Drake, steel core to b | 
coated with inhibitor; to be shipped on 
reels containing approximately 7,200 ft. 
each in continuous lengtr on metal reels 33.79 Cwr 


rec 


NOTE: Reel Dimensions: 78" Flange diametar, 
38" Traverse, 
45" overall width 


Reels are as stated above. No deposit 
but returnable at completion of job. 


Terms: Net 
Del,: Approximately 1/4 in each of the 
montis of Novenber and December, 


1958 and January and February, 195: 


Trans.: F,0,B, Memphis, Tennessee 





Above price is firm; however, in the event | 
of a decrease, price will be adjusted down- 
ward. 











patdetieidihii Dee es ee | | { 


aa I IS 





ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL: QUOTATION IS SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OTHERWISE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OR FUTURE GALES, REVENUE, EXCISE OR OTHER TAK APPLICABLE TO THE MERCHANDISE COVERED BY av Tue quota 
TION, OR TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 


WE HOPE THAT WE SHALL 8H FAVORED WITH YOUR ORDER, AND ASSURE YOU OF PROMPT ATTENTION. od 
yours ns begn cE Fir tis 
- 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) 


~~ 


So . DEPARTMENT 


' 
& 








7560 ADMINISTERED PRICES 


Cledhic Supplions, Onc. 


WHOLESALE ELECTRIC SUPPLIES 
PHONE JA 5-0443 MEMPHIS. TENNESSEE 232 NORTH FRONT ST PO. BOX 515 


’ UOTATION 
Memphis Light, Gas and Water Division 2 Date____ October 16, 1958 


P. 0. Box 388 
Memphis, Tennessee 


Any Correspondence Pertaining to this No 
Quotation Please Refer to it by this . 


QUANTITY | DESCRIPTION | TERMS PRICE 
| : 


10 - 728 


BID ON BARE ALUMINUM CABLE 
1,312,800) Ibs. Southwire Co. 795,000 CM bare aluminum cable, 

steel reinforced, composed of 26 aluminum and 

7 steel strands, code "Drake", steel core to 

be coated with inhibitor; to be shipped on 

reels containing approximately 7200 ft. each in | | 
continuous length. To be furnished on returnable 
metal reels but no deposit is required. . $ 33.79 cwt. 


Reel Dimensions: 78" flange diameter, 38" traverse, 
45" overall width. 


Note: Empty reels should be held until picked up 
by Southwire truck. 


Terms: Net 30 days 
Delivery: As required 
F.0.8. Memphis 


For an order received prior to an industrywide price 
Increase no change will be made In the price on shipments 
before January 31, 1959 and shall not be increased by 
more than 5% for shipments after January 31, 1959 but 
before July 31, 1959. 


ELECTRIC SUPPLIERS, INC. 


oY Favikele’ 
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7562 ADMINISTERED PRICES 


FORMAL QUOTATION 


44) a 
ANACONDA WiRE & CABLE COMPANY 
HASTINGS-ON-HUDSON 6. NEW YORK 
SE, - 
To: eS. & Water Div. om== pare 10/14/58 
Memphis, Tennessee Rerenence:- Order # 65356 

Dues Oct, ee 2300 PM GI? 
SuHeer No. or Sweers 











PRICE AND DELIVERY 





QUANTITY 





We are pleased to quote you as follows: 


Net 30 days 
Memphis, Tennessee 
As required 









Reels to be furnished in approx, 7,200 ft, lengths on 
167 - &-43 returnable reels charged extra d& $60.00 each, 
Reel dimensions 69" flange 36" traverse 30" drum, 


Prices are firm for 30 day acceptance and shipment as 
required, 


‘Tits QUOTATION 18 SUBJECT TO CHANGE WITHOUT NOTICE AND IS MADE FOR IMMEDIATE pocerraats. 

ALL ORDERS ARE SUBJECT TO CREDIT APPROVAL AND THE TERMS AND CONDITIONS SET Fi 
THE REVERSE SIDE HEREOF. 

ALL ORDERS ARE ACCEPTED WITH THE UNDERSTANDING THAT YOU WILL BE INVOICED AT OUR PRICES 
(4 EFFECT ON THE DATE OF SHiPMEN 


av. ‘va PTD. 3-87 








D 


Te 








Y 


PM CST 
rs 


F 


ADMINISTERED PRICES 7563 


Fone KAISER ALUMINUM & CHEMICAL SALES, INC. 
GENERAL SALES OFFICES 
919 NORTH MICHIGAN AVENUE ¢ CHICAGO 11, ILLINOIS 


NUMBER 


. a STln9BGeQ 
Kaiser Aluminum Oesepae 25, 1958 


Memphis Light Gas & Water Divi 


179 Madison Avenue Electrical Conductor REFERENCE 
Memphis, Tennessee QUOTATION 
Gentlemen: 


We submit the following quotation in answer to your request of ~~ Denne te CS 
Prices for the material and shipment below are quoted on the basis of our receipt of your order before 2201/58 ees 


We specify this date to insure prompt shipment and proper service of your order. 


1 Code Word or Ty, 


tom , ‘ , pe of pane 
Number Quantity Unit Catalog No Description ‘ackage er Unit 


BARE ALUMINUM CABIE A. C. S. R. 


1. 1,312,800 Lbs. "Drake" 795,000 CM 26/7 72008 on $0.3379/Lb. 
72" reels 
Non-Returnable 
No Charge Reels 
NOTES: 


1. Prices firm thru February 1959. 
2. Prices quoted are F.0.B. Memphis. 
3. Delivery as required between Nov. 1, 1958 thru Feb. 28, 1959. 


lh. Prices quoted are based on receipt of order for minimum quantity.of 20,000/, 





Memphis, Tennessee 
Destination; = —___ ee ee - 
(Shipment to be made to nearest rail head or terminal.) 
Terms: Net 30 days from date of invoice. 
Note: This is * quotation, not a contract. All orders are subject to the approval of the General Sales Office of Kaiser Aluminum & Chemical 


Sales, Inc., Chicago, Ilinois. Orders resulting from this quotation which are accepted and approved will be subject to the Terms and 
Conditions on the reverse hereof 


This quotation is made subject to correction of transcription errors. 


KAISER ALUMINUM & CHEMICAL SALES, INC. 


10 So. Brentwood Blvd., St. Louis, Mo. 
Accepted by 





ay A 7 
a: Gatti 
L. Struttman 
a ae 








WILLIAMSON PRBRIB 


XRXQX BAKA X: 





7564 ADMINISTERED PRICES 


QUOTATION 24 tes 


coe 


. Memphis Light, Gas, & Water Division 


. 179 “odison Avenue 
- Memphis, Tennessee 


Attention: Mr. ©. B. Quinn, Assistant Director- 


Purchases, Stores, & Supplies 


Gentlemen: 


UTING CORPORATION 


n Drive 
Memphis 17, Tennessee 


Date October 16, 1958 
Quotation No. WDO-2020 
Reference Order No. 65356 
Bid opening Oct. 16, 1958 


We are pleased to quote on your inquiry for Bare Aluminum Cable 


ITEM QUANTITY 
E 1,312,800 Lbs 


DESCRIPTION PRICE PER UNIT 
795,000 OM bare aluminum cable, steel $33.79/cwt. 


reinforced, composed of 26 aluminum | 
and 7 steel strands, Code "Drake", 

steel core to be coated with inhibitor; 

to be shipped on reels containing 

approximately 7,200 ft. each in one continuous 


length. 


Can be supplied on 7,200 ' metal returnable (no deposit) reels, 78" 


flange diameter, 38" traverse, 45"overall width. 


Manufacturer requests that he be advised when reel are empty so that 
reels may be picked up by manufacturer's trucks. 


For an order received prior to an industry-wide price increase, no 

change will be made in the price on shipments before January 31, 1959, 
and shell not be increased by more than 5% for shipmente after January 
31, 1959, but before July 31, 1959. 


AS MANUFACTURED BY THE SOUTHWIRE COMPANY 


F.O.B. Point: Memphis, Tennessee 
Delivery Schedule: As required 
Terms: Net 30 days 


Terms and conditions on reverse side are a part of 


ments and are looking forward to the 


of serving you. 


quotation. We appreciate your having us quote on your require 


Yours very truly, 


WILLIAMSON DISTRIBUTING CORPORATION 


scan eglatee, lilt papain 


Chartes T. Williamson, Jr. 


Te 


| 








ADMINISTERED PRICES 7565 


QUOTATION 
REYNOLDS METALS COMPANY 
Reynolds Metals Building 








Terms ond conditions printed on reverse side of this 
sheet, end ony attachment herete, ere to be undersiood 
@s constituting @ pert of this proposal. 


l To: Memphis Light, Gas and Water Division 
179 Madison Avenue 


Memphis, Tenn. pate.,.Cctober 1h, 1958 
id on Bare AYum. 
REFERENCE NO..C2>le- 













UNIT PRICE 


$.3379/1b. 





1958 795,000 CM bare aluminum cable steel reinforced, composed of 
26 aluminum and 7 steel strands, code "Drake". Steel core to 
be coated with inhibitor; to be shipped on reels containing 
approximately 7,200 ft. each in one continuous length. The 


cable will be shipped on 69B. No charge returnable reels. 





Reels are subject to returnwithin 16 months freight collect, 

R_UNIT to our Listerhill, Alabama Plant. 

/ cuts Any reels not returned within 18 months are subject to a 
| charge of $60.00 each. 


FOB: Memphis, Tenn. 


If award is received by October 17, 1958, we can deliver 
200,000 lbs. in November, 456,000 lbs. in December and 
328,000 lbs. per month in January and February, 1959. 

If award received after Uctober 17, 1958, can deliver one- 
half of total quantity in December and one-fourth per month 
in January and February of 1959. 


This quotation effective until October 31, 1958. 





END USE: 


CREDIT TERMS: BMRABOK TOXAPEROUALKOEXEMGUGER Net 30 days. 
CORAL OL ota ILS ta Ue KX alk BARK K 


quire- werWoLys’ pias COMPANY l 
x" Cf Hf rschrieid 
FORM a-790( REV. 3-50) Per one sate camel 


447. 


TION 





ADMINISTERED PRICES 





FORM 8-L0-A 


QUOTATION <P 


Y 


NO. OF SHEETS 


GENERAL CABLE CORPORATION evant no 


1792 LaTHam STREET WHEN REPLYING MENTION 


MEMPHIS 6, TENNESSEE wo, 94=155 





Mr. C, B, Quinn October 15, 1958 
Memphis Light, Gas & Water Division 

179 Madison Avenue 

Memphis, Tennessee 


Dear Mr. Quinn: 


We are pleased to quote the following material for your consideration: 


1. 1,312,800 Lbs. 795,000 CM 26/7 ACSR Bare (1094 1bs,/Mft.) —<——— 
7200 ft. per reel. 33.79 Cwt, 


Terms: Net cash 30 days. 

Shipment: St. Louis Wire Plant--start 30 days after 
receipt of order at plant complete at rate 
of 400,000 lbs. per month, 


Reel deposits, extra: 
Item 1--167-84"--$200.00 each extra. 


FOB: Memphis, Tennessee 


Prices are firm, 





THE TERMS AND CONDITIONS ON THE BACK HEREOF ARE PART OF ‘THIS QUOTATION. 

F.0.B 
Sales Department 

Terms: 

Shipment: P 


Ze * 
Memphis Manager 





Dat 


ORD 


Bid 








ADMINISTERED PRICES 


SINGLE PHASE ELECTRIC METERS 


"> Dates e259 
ORDER Noe 7h526 
Quantitys 1,000 


Bidders: General Electric 
Westinghouse 


Tennessee Valley Elec. 
Sup. 


Cwt, Meter Service & Supnly 


ft tt 


Duncan Electric Co, Lafayette, Ind. 
Sangamo Electric Co, Sorfngfield, 111 


All aix bids identical 


| CObBA 





7567 


15.90 ea. 


7568 ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS | 


Proposals will be received by the 
Board of Light, Gas & Water Com- 
missioners, City of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
- Tennessee, up to 2 o’clock P, | ae A 
Thursday, April 2, 1959, for fur- 
nishing f.o.b. Memphis, ‘Tennessee, 
transportation prepaid: : 


4000—30 ampere (200 ampere capac~ 
ity), 240 volt; 3 wire, single 
phase, 60 cycle, socket type 
meters, 5 place direct reading 
clock type dial registers; Gen- 
eral Electric Type I-60S; West- 
inghouse Type DS; Sangamo 
Type J2-S; Duncan Type MK-S, 
or equal. 


Preferred deliveries: 1000 meters in. 


each of the months of May, June, July 


and August, 1959. Bidder shall state 


if he can. meet this delivery. 


The Board of Light, Gas & Water 
Commissioners, réserves the right to 
reject, any or all bids, to waive any 
informalities in the bids, or to award 
one or more contracts in any manner 
that it may elect, 

Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madie 
son Avenue, Memphis, Tennessee, 

“ Mark: “Bid on Single Phase Electrio@ 

Meters.” ee 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 
C. B. Quinn, Assistant Director— 
Purchases, Stores & Supplies. 

Order No. 174526. 

Mat. 23, 30, 31, April 1, 1959—25c. 4429 


— 








ADMINISTERED PRICES 7569 


APPARATUS SALES DIVISION 


(7-> 
G E N E R A L ee E LE CT R | C " QUOTATION NO. 405-1-21126 


COMPANY on form 13004 21 rev. 
ot GENERAL OFFICE, SCHENECTADY 5, N. ¥ 
of NOTICE this quetetion on the equipment described below is subject to the 
(7) 0 terms and conditions on the face and beck of this letter, and is void unless 


| . accepted within 15 deys from date hereof and, in the meantime, is subject to 


change upon notice, It supersedes all previous quotetions and agreements 
relating to this transaction. Please refer te this quotation by number in ony 
order placed with vs for this equipment, and address all letters te our office at 


A 
' 


Memphis, Tennessee 
April 2, 1959 


Memphis Light Gas & Water Division 
Memphis, Tennessee. - Z , 


Attention - Mr. C. Be. Quinn, Asst. Director Shee 
Purchases Stores & Supplies. ae 


Gentlemen: 


We are pleased to offer the following quotation on Single Phase 
Electric Meters in accordance with your advertised request. 


4000 - 30 ampere (200 ampere capacity), 240 
volt, 3 wire, single phase, 60 cycle, 
socket type meters, 5 place direct 
, reading clock type dial registers, ! 
General Electric type I-60S, cat, 700X1G1 


NET PRICE EACH, . . . . . . . . . . ° $15.90 


| — The above price is f.o.b. Memphis, Tennessee, with freight allowed 
to nearest freight station. 


The price stated herein shall be subject to adjustment at the time 
of shipment; except that the unshipped portion of orders placed 
prior to the effective date of an increase will be protected for 
: 90 days from the effective date of that price increase, However, 
on orders placed prior to the effective date of any increase for 
shipment beyond 90 days from the effective date of the increase, 
any such adjustment hereunder shall be equal to any percentage 
adjustment in the Company's published prices and applicable discounts 
from the date of the order to the date of shipment, but any increase 
shall not exceed 10% for shipment in one year, 
* 


' Terms = net 30 days. 
Shipment as specified. 


EG FRANK :LS Yours very truly, 


apt domanse 


SALES ENGINEER 


se 


' tev, 23-58 GHOM 





ADMINISTERED PRICES 


Westinghouse 


ELECTRIC CORPORATION 
ee 


625 EXCHANGE BLOG. 
Memphis Light Gas & Water Div. MEMPHIS 3, TENNESSEE 
179 Madison Ave. 


Memphis, Tenn. April 1, 1959 


Peo 


os ‘Swerve Maree oY F7 ox 


Subject: Bid on Single Phase Electric Meters 


Gent lemen: 


As requested in your recent advertisement we wish to 
submit the following quotation. 


4000 - style 2P2G10 Type DS meters, 30 amp. 
(200 ampere capacity) 240 volt, 3 wire, 
single phase, socket type, 5 place 
direct reading clock type dial registers. 


Price = $15.90 net each. 


Shipment; As requested in ad, or sooner. 


The above price is f.o.b. Memphis. Terms net 30 days. 


The above price is firm for 180 days. 


- 


Very truly yours, 
} 4 
/, Li 
whe, hidgrie 


Sales Engineer 


amvhouse 








& & SALMON 
PRESIDENT 


LIUeCAACe 


ADMINISTERED PRICES 7571 


W. A WREN 
EXECUTIVE VICE-PRESIDENT 





No.M 4401 


ELECIRICMSEPLY QUOTATION 


om PANY 
MEMPHIS. TENNESSEE Prices quoted are for acceptance within____ days. 





To Memphis Light, Gas & Water DivisionDate April 2, 1959 


Addresq 79 


We are plea 


4000 


DELIVERY: 


TERMS: 


Price is 


"Bid on Single phase Electric 





Madison, Memphis, Tennessee Reference: 2 
sed to quote you as follows, F.O.B. ee siti oi 
4 FIEWF KES? 
SANGAMO woe otead ry ‘ ue ¥- razr 


Cas ‘ iting BRP AF, Af Cre S72, 
No. 0-49363 Sangamo Type J2S, Class 200, test 
amperes 30, 240 volt, 60 cycle, 3 Wire, single 


phase, socket type meters, § dial direct reading 
clock type registers 15.90 each 


From stock as required: 1000 meters each in the months of 
May, June, July and August, 1959. 


Net 30 days 


firm as to any increase, ‘but subject to reduction to price in 


effect at time of shipment. 


The thution in fur a vious wetted abu ved subject to th terms and cunditions shown on the roverse side of this sheet. 
TENNESSEE VALLEY ELECTRIC SUPPLY CO. 
i, 
sa ha Fl a es ; 


/ JOHN L. SALMON 











ELECTRIC WATTHOUR METERS 


SOCKETS AND ACCESSORIES 
WATER METERS AND SUPPLIES 


ADMINISTERED PRICES 


JOE W. DEMING, Mgr. 
T. |. DEMING, See, 


METER SERVICE & SUPPLY CO. oo 
1496 Humber Street 
MEMPHIS 6, TENNESSEE 


March 30, 1959 


Memphis Light, Gas & Water Division 
179 Madison Ave. 
Memphis, Tenn. 


Attn: Mr. C, B, Quinn 
Gentlemen: 


In response to your legal notice to bidders for 
proposals on watthour meters, we are pleased to quote 
as follows: 


4000 = #5212L,-05 Duncan MKS Watthour Meters 
30 ampere (Class 200 ampere capacity) 
240 volt 3 wire 1 phase 60 cycle 
socket type, 5 place direct reading 
clock dial type registers @....$ 15.90 each 


Deliveries can be made from our Memphis stock in 
the months of May, June, July and August, 1959 at the rate 
of 1000 per month or any amounts as specified. Prices are 


f.0.b. Memphis, Tenn., transportation prepaid and allowed, 
net 30 days. 


Very truly yours, 
METER SERVICE & SUPPLY CO. 


. 


J na wd. att 


Joe W. Deming, Mgr. 


JwD/td 











ADMINISTERED PRICES 7573 


DUNCAN ELECTRIC COMPANY. inc. 


WATTHOUR METERS: DEMAND METERS: METER MOUNTING EQUIPMENT 


LAFAYETTE, INDIANA 
March 30, 1959 


Memphis Light, Gas & Water Division 
179 Madison Avenue 
Memphis, Tennessee 


Attention: Mr. C,. B. Quinn, Assistant Director 
Purchases, Stores & Supplies 


Gentlemen: 


In response to your quotation for bids on singlephase 
watthour meters, opening at 2:00 P.M, April 2, 1959, we are 
pleased to quote as follows: 


4,000 ~ Cat. #5212-05, Class 200 TA 30, 240 volt, 
3 wire Singlephase type MK~S watthour 
meter, 5-dial register...cesceeseeess915.90 Net Ea. 


Terms of delivery are f.0.b., Memphis, Tennessee and 
terms of payment are net 30 days. Deliveries can be made as 
suggested in your inquiry, or sooner if wanted. 


Prices shown are those now in effect and will be firm 
for 90 days after any price increase. Billing will then be at 
prices in effect on date of shipment but any increase will not 


exceed 10% of prices shown within twelve months. Any decrease 
in price will apply immediately. 


Yours very truly, 
DUNCAN ELECTRIC COMPANY, INC. 


Manager ern Division 


WEDeffendall:el 








ADMINISTERED PRICES 


Quotation from Date___March 26, 1959 


SANGAMO ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 


PLEASE REFER TO THIS 
NUMBER IN PLACING ORDER 
TO: Memphis Light, Cas & Water Division 


179 Madison Avenue 
Memphis, Tennessee §9-332 


“Bid on Singlephase Electric Meters” 
SUBJECT: Opening Date 2:00 P.M. C.S.T. 
Thursday, April 2, 1959 


Catalog Unit Lia EXTENSION 
Description No, List i oT 


Sangamo Type J2S, Class 200, test 

amperes 30, 240 volt, 60 cycle, 3 

wire, singlephase, socket type 

meters, 5 dial direct reading 

clock type registers 0-49363 $15.90 ff 

DELIVERY: From stock as required: 

1000 meters each in the months of 

May, June, July and August, 1959, 

ECE:mls 

ec: Tennessee Valley Electric Sy. - aphis 
Central South District 


TERMS OF SALE 


ATT: 


ACCEPTANCE ~- Receipy of onoen wirnin 30 cAYS Arran GATE OF QUOTATION, 


TERMS - Net 30 Daves On ESTABLISHED CREDIT OR ACCEPTASLE PAYMENT GUARANTEE. 


F.0.8.— POINT OF SHIPMENT WITH FULL FREIGHT ALLOWED TO CUSTOMERS NEAREST FREIGHT STATION VIA CHEAPEST CARRIER 

iM THE CONTIGUOUS AREA OF ConTinenar Uniteo Srares. n 
e 

PRICE POLICY- Prices wit #& acsusTeo TO SANGAMO PRICES IN EFFECT AT TIME OF SHIPMENT; HOWEVER, IF APRICE INCREASE @ECOMES 
EFFECTIVE AFTER DATE OF THE ORDER, IT WILL NOT APPLY To ITEMS SHIPPEO WiTnin 90 DAYS FROM THE EFFECTIVE OATE 
OF THE PRICE INCREASE, ANY ADJUSTMENT SHALL BE EQUAL TO ANY PERCENTAGE ADJUSTMENT IN THE ComPANY!® PUBLISHED 
PRICES AND APPLICABLE DISCOUNTS FROM DATE OF ORDER TO THE DATE OF SHIPMENT, BUT WILL NOT #& mone THAN 10% 
ABOVE THE PRICE AT WHICH THE ORDER WAS ENTEREO FOR A PERIOD OF TWELVE MONTHS AFTER DATE OF ORDER, Ir A PRICE 
DECREASE BECOMES EFFECTIVE AFTER DATE OF ORDER, IT WILL APPLY TO ITEMS SHIPPED SUBSEQUENT TO DATE OF PRICE 
OECREASE, 


DELIVERY - Promises OF OLLIVERY FROM STOCK ARE SUBJECT TO PRIOR BALE. 


Not nesronsimie FOR DELAYS IN DELIVERY 


AS A RESULT OF STRIKES, FINES, ACCIDENTS SANGAMO ELECTRIC COMPANY 


OR OTHER CAUSES BEYOND OUR CONTROL ?, YY, f 
- & tel 


E. C. Elliott 
le tae ee a ASSISTANT SALES OFFICE MANAGER 











Rls 


0.00 


COMES 
ck OATE 


L1eneo 


. PRICE 


r PRICE 


ADMINISTERED PRICES 


COPY 


SINGLE PHASE ELECTRIC METERS 


Date: 10-24-57 


Order No. 46614 
Quantity: 4,000 
Bidders: Tenn, Valley Electric Supply Memphis 


G.E. Schnectady, N.Y. 
Westinghouse Memphis 

Meter Service & Supply Memphis 

Duncan Electric Lafayette, Ind. 
Sengem Elec, Co. Springfield, Ill. 


All 6 bids identical. 


7575 


$15. 10 ea, 


PEE EE 








ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


sTopess will be received by the 
Board of Light, Gas & Water Com- 
missioners, ity of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P.M., C.S.T., 
Thursday, October 24, 1957, for fur- 
nishing  f.o.b. te ia Tennessee, 
transportation prepaid: 


4,000—30 ampere (200 ampere capac- 
ity), 240 volt, 3 wire, single 
phase, 60 cycle, socket type 
meters, 5 place direct reading 
clock type dial registers; Gen- 
eral Electric Type I-60S, West- 
inghouse Type DS, Sangamo 
Type J2-S, Duncan Type MK- 

: S, or equal. 

Preferred deliveries: 1,000 meters in 
each of the;months of December 1957, 
January, Febryary and March 1958. 
Bidder shall. state if he can meet this 
delivery. wae 

The Board of Light, Gas & Water 
Commissioners reserves the right to re- 
ject any or all bids, to waive any in- 
formalities in the bids, or to award 
One or more contracts in any manner 
that it may elect, but no contract will 
be awarded for less than 1,000 meters. 

Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madi- 
s0n Avenue, Memphis, Tennessee. . 

. Mark: “Bid on Single Phase Electric 
hac Meters.” 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 
C. B. Quinn, Assistant Director— 
Purchases, Stores & Supplies. 
Order No. 46614. 


Oct. 16, 21, 22, +23, 1957—25c. . 285 
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Pdi Qin 


= aa SALMON -* i" W. A WREN 
Pre ’ 


Executive Vice-Farsipent 
~ 


o~ alloy No. M 244 He 
Joh vabnaine | : 


JE | sisspay QUOTATION 














MEMPHIS. <csannaas Prices quoted are for acceptance within___days. 
to Memphis Light, Gas & Water Division Date October 24, 1957 
Address 179 Madison, Memphis, Tennessee Reference: "Bid on Single phase Electric Meters" 
We are pleased to quote you as follows, F.O.B. Memphis, Tennessee _ a= aah pet 

a 
SANGAMO 

1,000 No. 0-49363 Sangamo Type J2S Class 200, test amperes 30, 

200 ampere capacity, 240 volt, 60 cycle, 3 wire, single- 

phase, socket type meter, 5 dial register $15.10 each 


“"LIVERY: Immediately from factory stock or as you direct. 
TERMS: Net 


Prices are firm on any orders placed prior to January 1, 1958, and firm for all 


shipments made through March 31, 1958 - Any decrease in prices will be effective 
immediately. 





This quotation is for acceptance as noted above and subject te the terms and conditions shown on the reverse side of this sheet. 


ear .) ELECTRIC SUPPLY CO. 


JOHN L. SALMON 


35621 O—60—pt. 1357 
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APPARATUS SALES DIVISION 1 %7- ) 
GENERAL Ga ELECTRIC Quotation no, 405-1-21026 
oMP. on form 13004.....20.th..rev. 


GENERAL OFFICE, SCHENECTADY §&, WN. Y. 
NOTICE this quotation on the apparetus described below is subject to the 
terms and conditions on the face and back of this letter, and is void unless 
accepted within 15 days from date hereof and, in the meantime, is subject te 
change upon notice. it supersedes all previous quotations and agreements 
releting te this transaction. Please refer to this quotation by number in any 
order placed with us for this apparatus, and address all letters to our office at 
Memphis, Tennessee | 


October 24, 1957. 


Memphis Light Gas & Water Division 
Memphis, Tennessee, 


Attention - Mr. C. B. Quinn, Asst. Director - 
Purchases, Stores & Supplies. 


' 


Gentlemen: 


We are pleased to quote as fellows on single phase watthour meters 
in accordance with your advertised request. 


4,000 - type I-60-S, Cat. 720X1G1, 30 ampere 
(200 ampere capacity) 240 volt, 3 wire, 
single phase, 60 cycle, socket type 
meters, 5 place direct reading clock 
type dial registers, 


NET PRICE EACH - $15.10 
Terms —- net 30 days. 
Shipment can be made as required. The above price is f.o.b. Memphis, Tenn, 


There will be no price increase in 1957 on this order. Therefore, 

our standard 90 day protection clause will protect a 1957 dated order 
for these 4,000 meters thru March 31, 1958.’ After that date, the 
price stated herein shall be pee lete to adjustment at the date of 
shipment. Any such adjustment hereunder shall be equal to any percen- 
tage adjustment in the Company's published prices and applicable 
discounts from date of order to the date of shipment, but any increase 
hereunder shall not exceed 10% increase for shipments within 12 months, 


Yours very truly, 


q i ) 
/ , te +t. % 


SALES ENGINEER 





EB FRANK:LS 


Form 13004 20threv. 10-20-55 300M 








2 the 
nless 
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WESTINGHOUSE 
ELECTRIC CORPORATION 


© 


825 EXCHANGE BLDG. 


Memphis Light Gas & Water Div. MEMPHIS 3, TENNESSEE 
179 Madison Avenue 
Memphis, Tenn. October 2, 1957 


Subject: Bid on Single Phase Electric Meters 


Gentlemen: 


As requested in your recent advertisement we wish to submit 
the following quotation: 


4000 - Type DS Style 2P2G10, 30 ampere, 20 volt, 3 wire, single 
phase, 60 cycle socket type meters, 5 place direct reading 
clock type registers - 


Price - $15,10 net each, 
Shipment - as you require. 


The above price-is f.o.b. Memphis. Terms net 30 days. 
‘ 

Price Policy: 

Prices will be adjusted to Westinghouse prices in effect at time 
of shipment except increases will not exceed 10% for shipment made with- 
in 12 months after date of customer order. However if a price increase 
becomes effective after the date of the order, it will not a@ply to 
items shipped within 90 days from the effective date of the price increase. 
Furthermore in the event-of a price increase you have the option of re- 
leasing all unshipped meters and Westinghouse guarantees to deliver these 
within the 90 day period, ‘ 


Very truly yours, 


4G aor 7 


Sales Engineer 


Subject to the terms and conditions on the back of this quotation 
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ELECTRIC WATTHOUR METERS 


= METER SERVICE & SUPPLY CO. are 
1496 Humber Street 2H / 


MEMPHIS 6, TENNESSEE 


Octcber 21, 1957 


Memphis Light, Gas & Water Division 
179 Madison Ave. 
Memphis, Tenn. 


Attn: Mr. C, B. Quinn 


Gentlemen: 


In response to your legal notice to bidders for the 
purchase of watthour meters, we are pleased to quote as follows: 


4,000 = $212h-05 Duncan Watthour Meters Type MKS 30 amp 
(200 amp full load rating) 20 volt 3 wire 1 phase 
with ca dial clock type register @.....$ 15.10 each 


Shipment can be made as suggested of 1000 meters per 
month, beginning December, 1957 and continuing through Jan., Feb. andi 
March, 1958. The terms of delivery are F.0.B. Memphis, Tem., net 
30 days. 


The price as quoted is that now in effect and will continue 
90 days after any price increase. Billing after that will be at the 
price in effect at time of shipment not to exceed 10% of the above 
price for 12 months. In the event of a price decrease, the new price 
will apply. 


Very truly yours, 
» ao jin SERVICE & SUPPLY CO, 


w. 


Joe W. Deming, Mgr. 
JWD/ta 
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DUNCAN ELECTRIC COMPANY, :xc. 


WATTHOUR METERS-DEMAND METERS:METER MOUNTING EQUIPMENT 


LAFAYETTE, INDIANA 
October 18, 1957 


Memphis Light, Gas & Water Division 
179 Madison Avenue 
Memphis, Tennessee 


Attention: C. B. Quinn, Ass't. Director - Purchases, 
Stores & Supplies 


Gentlemen: 


In response to your legal notice to bidders, we are pleased to. 
quote on Duncan watthour meters. This is the proposal to be considered 
at 2:00 P.M, Thursday, October 24, 1957. 


4,000 = Catalog #52124,-05, 30 Ampere, 240 Volt, 3 Wire Type MK-S 
Singlephase Watthour Meters, Socket Type, with 5-dial 
Direct Reading Register...cscccscseseceeesl5e10 net each. 


Shipment can be made as suggested, that is, 1,000 meters per 
month starting in December, 1957. The terms of delivery are f.0.b., 
Memphis, Tennessee. Terms of payment are net 30 days. 


Prices quoted are thossnow in effect and will be firm for 90 
days after any price increase. Billing will then be at prices in effect 
on date of shipment but any increase will not exceed 10% of prices quoted 
within twelve months. This quotation is subject to acceptance within 
30 days. 

Yours very truly, 


DUNCAN ELECTRIC COMPANY, INC. 


LUBA, 


Manager Sou Division 


WkDeffendall:el 
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Quotation from Dote__Cctober 21, 1957 - 


SANGAMO ELECTRIC COMPANY . Rt ge =" 
SPRINGFIELD, ILLINOIS 


PLEASE REFER TO THIS 
Board of Light, Gas & Water Commissioners NUMBER IN PLACING CADER 
TO: City of Memphis 
179 Madison Avenue 
Memphis, Tennessee 


57-240 
ATT: 


SUBJECT: Your Order No. 46614 
Bid On Singlephase Electric Meters 





Unit 
List Deliver 


Sangamo Type J2S Class 200, test from stock 
amperes 30, 200 ampere capacity, 

240 volt, 60 cycle, 3 wire, 

singlephase, socket type meter, direct. 
5 dial register 


ACCEPTANCE ~ Receipt or onpen within 30 cave AFTER DATE OF QUOTATION, 


TERMS - Nev 30 Avs OW ESTABLISHED CREDIT OR ACCEPTASLE PAYMENT GUARANTER, 


F .O.B, POINT ~ CusToman's nEAnceT FREIGHT STATION VIA CHEAPEST CARRIER ON THE CONTIGUOUS AREA OF CONTINENTAL UniTen STATES. 
® 

PRICE POLICY ~ Ir 1s tHe poricy of tHe Sawaamo Evectnic Company To ANNOUNCE A PRICE INCREASE AT LEAST TWO WEEKS BEFORE iT 
(8 TO @E EFFECTIVE AND TO MAKE SUCH INCREASES ONLY AT THE BEGINNING OF CALENDAR QUARTERS. Prices WiLt #© Ac- 
4U8TED TO SANGAMO PRICES IM EFFECT AT THE TIME OF SHIPMENT, HOWEVER, IF A PRICE INCREASE BECOMES EFFECTIVE 
APTER THE DATE OF ORDER, IT WILL MOT APPLY TO ITEMS SHIPPED WITHIN 90 DAYS FROM THE EFFECTIVE DATE OF THE PRICE 
INCREASE. PRICES CHARGED ON ANY SHIPMENTS MADE IN TWELVE MONTHS APTER DATE OF ORDER SHALL BE NOT MORE THAN 
10 PERCENT AsOyE THE PRICE AT WHICH THE ORDER WAS EWTERSO. A DECREASE IN PRICES MAY BE MADE AT ANY TIME AND 
BILLING ON SHIPMENTS MADE SUBSEQUENT TO SUCH DECREASE WILL NOT EXCEED THE NEW NET PRICES. 


DELIVERY - Promises OF DELIVERY FROM STOCK ARE SUBJECT TO PRIOR BALE. 


Not ReeronsiaLe FOR DELAYS IN DELIVERY 


AG A RESULT OF 1KES, FIRES, ACCIDENTS SANGAMO ELECTRIC COMPANY 
Of OTHBR CAUSES BEYOND OUR CONTROL. Fe nt kal ’ ( 
; se is wv @ 


Tirce OFFICE MANAGER POWER EQUIPMENT 


A FORM 24721 METERS AND ACCESSORIES, CAPACITORS AND TRANSFORMERS 
EP TY - oe te ™ - - 
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COPY 


COPPER WIRE AND CABLE 
Date = 9-20-56 
Order Wo. 27179 
Quantity = 400,000 ibs. 
Bidder 


and Amount - G, E. Supply Co. 


Graybar (Alt.) 

Q. E. Supply Co, (Alt.) 
Westinghouse Elec. Supply 
Westinghouse Elec. Supply (Alt.) 
Tenn. Valley Elec. Supply 
Anaconda , 
Phelps Dodge 


All bids identical except one. 


Meaphis All bids identical 
except G. E. Supply 

Memphis bid on wire manu- 
factured by South- 


Hastings, N.Y. 
New York City 
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LEGAL NOTICE TO BIDDERS 
PROPOSALS 
Proposals will be received by the 
Bourd of Light, Gos & Water Com- 
‘missioners, ity of Memphis, at its 
offices, 1799 Madivon Avenue, Memphis, 
Tennessee, up to 2 o'clock P.M.. C.S.T., 
Thursday, September 20, 1956, for tur- 
nishing approximately 
400,000—-Pounds of bare and/or 
weatherproof copper wire 
and cable 
Wire size or gauge, temper, whether 
solid or stsunded and whether bare 
or triple braid weatherproof will be 
determined at the time release for 
shipment is authorized 
Bidder shall quote base price for 
bare wire and cable and base price 
for triple braid weatherproof wire 
and cable based on contract for a 
minimum of 100,000 pounds 
Final price shall be governed by 
base price in effect at the time of 
shipment, together with adders for 
stranding, temper, and transportation 
charge applicable to quantities re- 
leased for shipment. Bidder is re- 
quested to attach his published _ 
schedule of adders to his quotation 
The Board of Light. Gas & Water 
Commissioners reserves the right to re- 
ject any or all bids, to waive any in- 
formalities in the bids, or to place 
one or more contracts with whomso- 
ever it may elect, but no contract 
shall be placed for less than 100,000 
pounds of bare and weatherproof wire 
and cable. 
Address proposals to the Me:nphis 
Light, Gas & Water Division, 179 Madi- 
gon Avenue, Memphis, Tennessee 
Mark: “Bid on Bare and Weather- 
proof Copper Wire & Cable.” 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 


C. S, Beatus, Director--Purchasea, 
Stores & Supplies. 








Order No. 27179. ‘ ‘ 
Sept. 10, 17, 18, 19, 1956—25c. 3278 


All identical except General Electric Supply Company's bid on wire 
manufactured by Southwire Company, which is $1.27 per hundredweight 
lower under certain conditions. 


No difference in other bids when established amount for transportation 
is added where bidder did not include transportation. 
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FORM JC-107-A1-GES 


a oe GENERAL @@ ELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC COMPANY 
500 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NOVA..7-553) 


WHEN ORDERING, PLEASE 
REFER To quotation No, 1879 


parep_September 19, 1956 


Memphis Light, Gas & Water Division 
179 Madison Avenue 
Memphis, Tennessee 


L_ BD ON BARE AND WEATHERPROOF COPPER WIRE &-ohBLE 
WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: 


sn eusenirvion geome | eorrmee | een 


MATERIAL AS MFG. BY SOUTHWIRE 
400,000/ | Bare and/or Weatherproof copper wire and cabje. 


Tie current base price for bare copper wire Bnd cable is §45.35/cwt. And 


$43.78/cwt. for weatherproof copper wire and|cablle. From] the current] base 
price, we shall allow a price reduction of $1.27/ewt. for|a minimum ofder 
of 100,000. 


In the event of an industry-wide price decrefAse tase price shall be af the 
new base price or the price computed above; whichever is Jower. In the event 
of an industry-wide price increase, base prife shpll be at the new babe price 
less $1.27/cwt. Delivered price shall be the app ‘opriate| base price, 
together with adders for stranding, temper, @nd transportation charge} as 
published by Hawkins Freight Guide, applicable ta quantities released] for 
shipment, Southwire's current price sheets for bare and weatherproof 

copper wire - BWPC 2-7 dated July 12, 1956 @nd BHPC 3-7 dated Februafty 21, 
1956, are attached and made a part of this qpotatiion. 


Reels billed extra. 
Terms: 1/2 of 1% 10th prox. 


Del: As required 
t Trans: F.O.B Memphis 


tion 


a 





ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL; QUOTATION Is SUBJECT TO CHANGE WITHOUT ‘NOTICE UNLESS 
OTHERWIO® STATED, AND ALL ORDERS ARE SUBJECT TO ACCEFTANCE. 


THE AMOUNT OF ANY PRESENT OR FUTURE SALES, REVENUE, EXCISE OR OTHER TAK APPLICABLE TO TWE MERCHANDISR COVERED WY THIS QuOTA- 
TION, OR TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 


WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER, AWD ASSURE YOU OF PROMPT ATTENTION 


eas tapos andl Ct- Cloned 


(SEE ‘REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) “ea.ee DEPaRTH OT 
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QUOTATION—THE RIECHMAN-CROSBY CO. 


223-229 SOUTH FRONT STREET POST OFFICE BOX 173 
MEMPHIS 1, TENN. 
LOCAL PHONE JA 5.2461 


Memphis Light, Gas and Water Division Date September 20, 1956 


179 Madison Avenue, Memphis, Tennessee 


ntion Mr.__C+_S- Beatus_ Re: Inquiry__Bid_on Bare ani Weather-proof Copper 


Wire & Cable. 





Gentlemen: 


We are pleased to quote the following prices F.0.B_ Memphis, Tennessee Termal/2% 10 days, Net - 3 


sub; immediate acceptance prices also sub to change without notice. The addition of future tax 
pias i cn ld frend mt pd yt prc the ne ana ad i the ee ec i payed tes” 






























trem | QUANTITY | UNIT DESCRIPTION DELIVERY DATE 


00,000 |Lbs.| Bare and/or Weatherproof Copper Wire and 
Cable. 





__ BARE - = Inc n coils -~ 


Es On yn reels plead 


WEATHERPROOF -- ‘In ncoils _ 
senate __Onreels 


PRICFS: __The above ve prices are our b base i 
prices P.O. Memphis, Tennessee, are our 





additions for temper, size etc. as per ou 
attached Price Sheets. Material, when 
iigpes, wAtt De ES Fh ow petece 58} 
effect on the days on which shipments ere | 
made. These prices are based on a minim 
order ani shipment of 30,00 0 lbs. 











a xT 
3 a position to furnish this Bare ani/or Wee 
Wire ani Cable as it may bé required 








SUPPLIER: _ “Phelps Dodge Copper P Products Co poration 











Fromm 08 om CAeeteres OD 


Yours sili 
THE RIECHMAN-CROSBY CO. 
By_ Lind ky th... 


H. H. GRAUTHAM, Electrical ‘Dep rtis ~ 





| 
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VORM 5-20-48 4 


QUOTATION VY 
GENERAL CABLE CORPORATION li z ‘aise 


1792 LATHAM STREET WHEN REPLYING MENTION 








MEMPHIS 6, TENNESSEE No. 
-1 
i sine nlobpeobttaneiesiuoaneiesaeeetsieensitnecindadanicinaiieiiaisiciina 
mk 8 MEMPHIS LIGHT GAS & WATER DIVISION Septenser 19, 1956 
—— - 179 MADISON AVE. 
xe ap- MEMPHIS, TENNESSEE 


to. 


ATTN: Mr. C. S. Beatus 


DATE 





_ WE ARE PLEASED TO QUOTE PRICE AND DELIVERY ON THE FOLLOWING ITEMS 
— FOR YOUR CONSIDERATION: 


ccna lieutenant 


sa ITEMS: ecard 








Ne 100,009 Les. COPPER BARE WIRES AND CABLES .......++.BASE Price | $45.35 CwT. 
MINIMUM 


2., 100,000 tes. COPPER WEATHERPROOF WIRES AND CABLES....8ase erice| $43.78 CwT. 
MINIMUM 

NOTE: ALL SHIPMENTS OF WEATHERPROOF #2 AND SMALLER WILL BE IN 

-O1LS ANO #1 AWG AND LARGER ON REELS, UNLESS PUT UP IS REQUESTED 

OTHERWISE ON BARE WE PROPOSE TO SHIP ALL STRANDED | TEMS ON REELS, 

SOLIO sizes #2 AWG AND SMALLER IN COILS; #1 AWG AND LARGER OW REELS). 


SHipment: St. Louss - Item 1 - 5-10 bays 
St. Louis - Item 2 =- 10-20 vars 


a Terms: Net 30 DAYS FROM DATE OF INVOICE, & OF 1% CASH DISCOUNT 
FOR PAYMENT WITHIN 10 DAYS FROM DATE OF INVOICE. DISCOUNT APPLIES 
TO INVOICE VALUE OF MATERIAL ONLY. — 


PRICES LISTED OR QUOTED ARE THOSE PRESENTLY IN EFFECT. MATERIAL 
WILL BE INVOICED AT BRICES IN EFFECT ON DATE OF SHI PHENT. 


THE TERMS AND CONDITIONS ON THE BACK HEREOF ARE PART OF THIS QUOTATION. 
MEMPHIS, TENNESSEE Sales Department 


F.0.B 


Terms 
= j Shipment: Pe 


T « HANNUW 
MemPHis. MANAGER 


(OVER) 
at 
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QUOTATION 


Ce) Gray baR 


ELECTRIC PANY, INC 
14616 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


September 20, 1956 


WHEN ORDERING 
s Light, Gas and Water Division PLgase MENTION oy 
179 Madison Avenue 
Memphis, Tenn. 


Attn: Mr. ©, 8. Beatus 


Oe ee eae 





We teke pleasure in quoting es follows: 
General Cable Quotation: 


1. 100,000 lbs. Copper bare wires and cables Base Price $15.35 Owt, 
‘Mindmum) : 

2. 100,000 lbs, Copper weatherproof w rea and cables Base Price $13.78 Cwt. 
(Mind mum) : 


Notet = shipments of weatherproof #2 and smaller will be in coils 
d #1 AWO and larger on reels, unless up is requested 
naanetos on bare we propose to ship all stranded items on 
reels, solid sizes #2 AW and smaller in cdile; #1 AWO and 
larger on reels. 


See price sheets attached for adders. 
Reels extra, 

Terms: $ of 1% 

FOB: 


Del: Item 1 ~- 5 to 10 days from %, Louis 


Ttem 2 = 10 to 20 days from St. Louls 
OR as 


as required 
Prices in effect at time of digas 
We hope we shall be favored with your order and assure you of prompt attention. 


Yours truly, 


] ans noe, 
. F, Branson 
fo UZ Qotation Clerk 
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QUOTATION 


(Ge Gray v baR 
CLECC REY SOMSANY, Inc. 


September 20, 1956 


Memphis Light, Gas and Water Division PLEASE MENTION 
179 Medicon Avenue 
» Terme 


Attn: Mr. C. S, Beatus 
Bid on Bare and Weatherproof Copper Wire and Cable 





vciguated quseution or to, sigutsiad Gonention my leur orien oderiaesl. Prien tans, shawn @ nt laciede 0p sae 


Cres sition cubis. sotie eal ton, tied m 
Prom ec cam wih sac ag oy ga pn 4 Fa now or hereafter imposed upon sales or thipmenis under the terms hereo! 
Tnatied Saeatee be peel Hi ts meme Sn ey Weg mpi eon eee 
Seer tou Sate a wn ted nen anata a tne oh aoe or hall the . 
We take pleasure in quoting as follows: 
Gentral Cable Corp. Quotation: 
400,000 lbs, bare and/or weatherproof copper wire and cable 
Base price for bere ° 45035 Ow. 
Bese price for weatherproof +3278 Owt. 


See attached sheets for adders, 

Reels extra, 

Terme: 4 of 1% 

FOB: Memphis 

Del: As required, 

Prices in effect at time of shipment. 


We hope we ehall be favored with your order and assure you of prompt 
attention. 


Yours truly aS 


jaa , pov : 


Se rag” ae 


wHC es) 





ADMINISTERED PRICES 





am A eee 


ami GENERAL @@ ELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC COMPANY 
500 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NO..JA..7.-5531 


WHEN ORDERING. PLEASE 
REFER To QUOTATION No, 1872 


pareo_cePtember 19, 1 S56 


Memphis Light, Gas & Water Division 
179 Madison Avenue 
Memphis, Tennessee 


L_ BID ON BARE AND WEATHERPROOF COPPER WIRE t-ohBLe 
WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: 


QUANTITY DESCRIPTION 


MATERIAL AS MFG. BY ANACONDA 


400,000# |Bare and or weatherproof copper wire and cabl 
(Sizes to be specified later) 


We are attaching herewith Section 1, Page 21, 
and Section 2, Page 21 for quoting informatio 
other than base prices and freight which are 


as follows: 
Base - Bare Wire 45.35 ld 
Base - Weatherproof Wire 43.78 lb 


Freight Carload 1.07/Cwt in Coils 
" " 1.33/Cwt on reels 


Note: In lieu of contract of 100,000 lbs. and over Bs set forth fin inquiry, Anaconda's 
present policy is to accept 30,000 lbs. or ovpr, Which prife compares With 
100,000 lbs. previously offered. 


Reels: | Returnable Reels charged extra. 


Terms: |1/2 of 1% 10th prox. > 
Extra terms and conditions of sales in accordance with Section 1, Page] 21, 
and Section 2, Page 21 attached. 


(Cont'd on page 2) 


ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL; QUOTATION IS SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
\ERWIGE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OR FUTURE SALES, REVENUE, EXCISE OR OTHER TAX APPLICABLE TO THE MERCHANDISE COVERED BY THIS QUOTA- 
TIOM, OR TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER. 


ee ee gaae 


¢ Pipttt- 


{SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) OEPARTMENT 


Pelee | ores | ere 


t 
| 
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10-407-B1 
sev. 2-52) 


GENERAL @@ ELECTR 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC DISTRIBUTING CORPORATION 


QUOTATION NO 1872 


| mate 
QUANTITY | DESCRIPTION oF caw 








Mill. 


Ic 


DELIVERY 


7591 


Page e 
4 
a / 


UNIT PRICE EXTENSION 








Shipment; Shipment as required consistent with ~ eee from Sycamore, [llinois 
| | 


Trans: F.0.B. Memphis Tennessee 
| 


Clauses: | Clauses C &D, E&G, of attached terms and |cond{tions ate to be considered 


an integral part of this quotation. 
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. CO FORM A-PO8T7 A REV. 8-81 7 F - 3 8 
WESTINGHOUSE 
ELECTRIC SUPPLY COMPANY 
appress__ 845 North Main Street 
__Memphis, Tennessee pate_Sept. 20, 1956 
rs Cc. &. ap vse a 
. Purchases, > & Supplies 
TO:— | Memphis Light, Sse & Water Division QUOTATION 
. 179 Madison 4venu ll 
Memphis 1, 7 oe PLEASE REFER TO “ No, 56-6513 
u —_ - ig 
WE THANK YOU FOR YOUR oe OF Septamier 2 10, 1956 AND ARE PLEASED TO QUOTE YOU AS FOLLOWS: 
~~ QUANTITY a. DESCRIPTION. 7 |—- caiF ear FE DELIVERY 
Iten Qty. SUPPLIER ANACONDA WIRE & CABLE COMPANY 
1 400,000 | Lbs. Bare and or weatherproof copper wire & 
cable (sizes to be specified later) 
We are attaching herewith Section 1, Page 21, 
and Section 2, Page 21 for quoting information 
other than base prices and freight which are as 
follows: 
Base - Bare Wire 45.35¢ Lb. 
Base - Weatherproof Wire 43.78¢ 1b. 


Freight Carload $1.07 cwt in coils 
® 8 1.33 ewt on reels 


Note: Im lieu of contract of 100,000 lbs. and over 
as set forth in inquiry, our present poli 
is te accept 30,000 lbs. or over, which 
price compares with 100,000 lbs. previous 
offered. 


Reels:Returnable reels charged extra. 


Terms: 1/2 of 1£ 10 days from date of invoice, 
net 30 days from date of invoice. 


Extra terms and conditions of sales in 

accordance with Section 1, Page 21, and 

é Section 2, Page 21, attached. 
” $UBJECT JO THE STANDARD CONDITIONS Pa ITE KMOWLEDOE. INFGRMATION AMO OELIr, TH WHICH ARE A aneein 8s 


° 
THE AFFIRMS THAT TO THE BEST OF ITS KNOWLEDGE, INFORMATION GELIEF, THE PRICES QUOTED HEREIN 
Nor ‘txt to ED ANY APPLICABLE CEILING PRICE ESTABLISHED BY LA\ 











WE HOPE WE SHALL BE FAVORED WITH YOUR ORDER AND ASSURE YOU OF OUR PROMPT 
ATTENTION 


WESTINGHOUSE BUBCIRIC SURPLY COMPANY 
‘Memphis, Tennessee Vy 
fe Re en a 
J. B. Crone, Sales Assistant 


F. 0. 8. 
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Page #2 


we 4 A087 A REV, 8-8 


@ WESTINGHOUSE @ 
ELECTRIC SUPPLY COMPANY 


appress__ 845 North Main Street 
1956 
: Memphis, Tennessee 


pate_Sept. 20, 1956 


i 
Mr. C. S. Beatus, Director 


\ . Purchases, ogg ae to ni 9 
TO:— . Memphis Light, later on WHEN ORDERING UOTATION 
} Madison 








fe WE THANK YOU FOR YOUR meee OF AND ARE PLEASED TO QUOTE YOU AS FOLLOWS: 
pe Quantiry DESCRIPTION | omit Pal 5 - -|efza] © DELIVERY 





Mill's Schedule from Sycamore, Illinoi 
M411. 


Clauses: Clauses C & D, E&G, of attached terns) 
and conditions are to be considered an 
integral part of this quotation. 


SHIPMENT: Spipment as required consistent with 








cane aetna ne ae sar 
OMDITIONS Pail cr 8 ra ven pre, 8 ys AND WHICH ARE A Pi Pes 

fae’ seus, inane teary THAT 1S THE BEST OF } INFORMA) 

NOT EXCEED ANY APPLICABLE CEILING mice t TSTABLISHES neo by Law. ee Oe on 


WE HOPE WE SHALL BE FAVORED WITH YOUR ORDER AND ASSURE YOU OF OUR PROMPT 
ATTENTION 
ANY WESTINGHOUSE ELECTRIC SUPPLY COMPANY { 
0.8 ' 


it ‘ 
Memphis, Tennessee one ~t 
"J. B. Oron les Assistant -=—=——~ST 


35621 O—60—pt. 1: 








ADMINISTERED PRICES 


WEOCO FORM A-8087 A REV. 5-81 


© WESTINGHOUSE 
ELECTRIC SUPPLY COMPANY 


Appress__845 North Main Street 
__Memphis, Tennessee pate__Sept. 20, 1956 
Mr. ©, 8, Beatus, Director 


~ 
. Purchases, “¢ores & Supplies 


1O— , — Light, Gas & Water Division WHEN ORDERING \, QUOTATION 
+ amie, coctonss 4 PLEASE REFER TO . 


WE THANK YOU FOR YOUR aapernys OF ——* 10,1956 AND ARE PLEASED TO QUOTE YOU AS FOLLOWS: 


c 


PRICE Rare ae 
QUANTITY [ DESCRIPTION le eee ef 
UNIT | TOTAL oe 


Item Qty. ‘SUPPLIER PHELPS DODGE COPPER PRODUCTS CORP. 
1 00,000| Lbs. Bare and/or Weatherproof Copper Wire and 


Cable. 
BARE - In Coils 46.429 1b. 
On reels 46.58¢ 1b. 


WEATHERPROOF - In Coils ‘ buh .85¢ lb. 
On reels 45.11¢ 1b. 


PRICES - 

Above prices are our base prices F.0.B. Memphis 
Tennessee, are our prices in effect today, and 
are subject to additions for temper, size etc, ” 
per manufacturers published price sheets. 
Material, when shipped, will be billed at our 
prices in effect on the day on which shipments 
are made. These prices are based on a minizun 
order and shipment of 30,000 lbs. 


TERMS - 
Our terms are: Net cash thirty days or one half 
of one percent for payment within ten days > an 





date of invoice. Invoices will be dated the 
of shipment. . 


SHIPMENT - 

At the present tims, we are in a position to 
furnish this Bare and/or Weatherproof Wire and 
Cable as it may be required by you. 


SUBJECT TO THE STANDARD CONDITIONS PRINTED ON THE REVERSE SIDE OF THI: AND oalier, tine Paicee oacttes neat os 
THE ir iaee THAT TO THE peat ory 
Ror Gitito aan Cano Rich’ asians youre AND BELIEF, THE PRICES QUOTED HERE 














WE HOPE WE SHALL BE FAVORED WITH YOUR ORDER AND ASSURE YOU OF OUR PROMPT 
ATTENTION 


WESTINGHOUSE ELECTRIC SUPPLY COMPANY 








ADMINISTERED PRICES 7595 


4. &. SALMON WwW. A. WREN 
PRESIDENT Executive VICE-PRESIDENT 


C 


2 te 7-4 
No.M 6025 v 


QUOTATION 


MEMPHIS, TENNESSEE Prices quoted are fer acceptance within_____days. 


o/; 





1956 





To Memphis Light, Gas & Water Division Dute September 20, 1956 


179 Madison, Memphis, Tennessee eee CONE a ee 


C/L Freight equalized with St. Louis, Missouri, or 
We are pleased to quote you as follows, F.0.B._negrest basing point-at-time of shipment, és 


> Address 


sLIVERY MIDLAND WIRE CORPORATION 


400,000 # Bare and/or Weatherproof copper wire and cable. 


Base Price for Bare Wire and Cable 45.35 cwt 
Base Price for Weatherproof Wire and Cable 43.78 cwt 


Above prices based on contract for a minimum of 100,000#, 


DELIVERY: "As Required" 
TERMS: 4 of 1%, 10 days - Net 30 days 


Final price shall be governed by base price in effect at the time of shipment, together 


with adders for stranding, temper, and transportation charge applicable to quantities re- 
leased for shipment. 


(PANY 


ay 
his quotution is for aceeptunce a» noted above and subject to the terme and conditions shown on the reverse side of this sheet 


TENNESSEL VALLEY ELECTRIC SUPYLY CO. 





By 
j JOHN L. S\LMON 
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ADMINISTERED PRICES 7597 


FORMAL QUOTATION 
ANACONDA WiRE & CABLE COMPANY 


o-_ pA Hastincs-on-Hopson 6 
ANCOMOWIRE. HW. Y. 
trom New Your * 
Memphis Light, Gas & Water Division Se 
179 Madison Avenue bars September 17, 1956 
T 
Memphis, Tennessee ee ites 
Due 9/20/56 
Suet No. No. ] oF SHecte 
We are pleased to quote you as followss 
ITE NO QUANTITY 
1 400,000 Lbs. Bare and or weatherproof copper wire & Cable 


(Sizes to be specified later 


We are attaching herewith Section l, Page 21, 
and Section 2, Page 21 for quoting information 
other than base prices and freight which are as 
followss 


Base ~ Bare Wire 45.98¢/ Lb. 
Base = Weatherproof Wire 44.53¢/ Lbe 


Freight Carload 1.07/owt in Coils 
1.33/owt on reels 


Notes In lieu of contract of” 100,000 lbs. and over as set forth in inquiry, our 
present policy is to accept 30,000 lbs. or over, which price compares with 
100,000 lbs. previously offered. 


Reelss Returnable Reels Charged Extra 


Terms: 1/2 of 1% 10 days from date of invoice, net 30 days from date of invoices 


Extra terms and conditions of sales in accordance with Section 1, Page 21, 
and Section 2, Page 21 attached. 


Shipments Shipment as required consistent with Mill's Schedule from Sycamore, Illinois 
Mill. 


P.OeBe Memphis, Tennessee 


Clauses; Clauses C & D, E & G, of attached terms and conditions are to be considered 
an integral part of this quotation 


aaaaaooooooooooeEEoEEEEEEEEEEe——————————————————————————— > 








7598 ADMINISTERED PRICES 


PHELPS DopGE CopPrER PRODUCTS CORPORATION 





September lb, 1956 


Memphis Light, Gas & water Division 
179 Madison Avenue 
Memphis, Tennessee 


Attention: Mr. C.S. Beatus, Director - Purchases, Stores & lies 





Gentlemen: 


In answer to your Legal Notice to Bidders, we are pleased to quote our current prices, 
as follows: 


MATERIAL © 


400,000 lbs. Bare and/or Weatherproof Copper Wire and Cable - 
BARE © IN COLlScccccccccccescccesslibeli2¢ lb. 
@ TOOL Bvecccccccccccccce coliOeO0¢ lb. 


WEATHERFR OOF ° TN. COdlS cccccccesccccccccs oltteS5¢ lb. 
a TOOLScccccccccccccccsecelSellg lb. 


PRICES = The above prices are our base prices FeQ.B. Memphis, 
Tennessee, are cur prices in effect today, and are subject to additims for temper, 
sise etc. as per our attached Price Sheets. Materiai, when shipped, wiil be billed 
at our prices in effect on the days on which shipments are made. ‘These prices are 
based on & minimum order and shipment of 30,000 lbs. 


TERMS © Our terms are: Net cash thirty days or one half of 
one percent for payment within ten days from date of invoice. Invoices will be 
dated the day of shipment. 


SHIPMENT = At the present time, we are in a position to furnish 
this Bare and/or Weatherproof Wire and Cable as it may be required by you. 
OTHER CONDITIGS « Other conditions, printed on the reverse side of this 


sheet, form part of. our proposal. 


We appreciate the opportunity given us of quoting, and trust we may be favored with 
an order. 


Very truly yours 
PHELPS DODGE COPPER PRODUCTS CORPORATICN 
American Copper Products Division 


L.Be MBAR. 


CONDITIONS PRINTED ON REVERSE SIDE OF THIS SHEET CONSTITUTE A PART OF THIS LETTER 





eee ee 








Date = 10-l-56 
Order No. 27915 
Quantity - 14,325 feet 
Bidder 
and Amount - Anaconda 
| Phelps Dodge 
08, General Cable 
Okorite Company 
John A. Roebling's Sons 
| Tenn. Coal amd Iron 


ADMINISTERED PRICES 7599 


| All bids identical. 


Hastings, N.Y. $2,489.00 


per 1000 feet 
ew York Seme 
Memphis Sane 
New Jersey Same 
Atlanta Same 
Memphis Jame 











ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


Proposals will be received by the 
Board of Light, Gas & Water Commis: 
sioners, City of Memphis, at its offices, 
179 Madison Avenue, Memphis, Tens: 
nessee, up to 2 o’clock P.M., 


Thursday, October 4, 1956, for ‘furs 


nishing f.o.b. Memphis, Tennesséa, 
transportation prepaid: 

14,325—Ft. one conductor, 750 MCM, 

6l-strand soft drawn concen- 

tric round copper, 15,000 

volt cable with 175 mils of 

impregnated paper insulation 


and 105 mils of lead sheath: 


thickness; three one conduc- 
tor cables to be wound sim- 
ultaneously on the same reel 
to make three phase assem- 
bly; to be furnished on 6 
reels, in accordance. with 
schedule of cutting lengths 
prepared by the Division; 
cable to be manufactured and 
tested in accordance with 
AEIC Specifications, 9th Edi- 


tion. 

Schedule of cutting lengths may be 
obtained at the office of the Director 
of Purchases, Stores & Supplies,. and 
bidder is requested to include in his 
quotation the size of the reels neces- 
sary to ship the required cutting 
lengths. 

Time of delivery must be stated. 
Time of delivery together with price 
will be given due consideration in 
award of contract. 


The Board of Light, Gas & Water 


Commissioners reserves the right to 
reject any or all bids, to waive any in- 
formalities in the bids, or to award 
contract to whomsoever it may elect. 
Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madfe 
son Avenue, Memphis, Tennessee. 
Mark: “Bid on Paper Lead Cable.” 


MEMPHIS LIGHT, GAS & 
WATER DIVISION 
Cc. S. Beatus, Director—Purchaseg 
Stores & Supplies. 
Order No. 27915. 


Sept. 25, Oct: 1, 2, 3, 1956—25c. 3412. 
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FORMAL QUOTATION ( Wate’ HA 
- 
ANACONDA WiRE & CABLE COMPANY |. #7, 
4 
SRSeite. Aw! A ‘osiedeiieieiiis ya yt 
Pe 


_\pmee New Youx 


henphis Light, Gas & Water Division = 
179 .adison Avenue pare October 1, 1956 


semphis, Tennessee Rerenencs:— iid {2791 = 10/4/56 


Sueer No. 1 No. or Svante 


=—— 





eecr aedik. Ly Jaard (fe -t-S6 


} »@ are pleased to quote you as follows: ugprewel BES 7 tama! ro 7» So: 





UNIT Pi.ICE 
18 NO. QUANT TY PER/JFT _ TOTAL 
1 14,325" 1/C 750 MCh, 61/#, 175" Paper Insulation 
type Cb (Anaconda Carbon black construction) 
2105" copper bearing lead 16KV Grd. 
Per AFIC 9th Edition $2,469.00 435,654.93 
: ¢ + VW 63 
6 64" Keturnavle heels © {200.00 ea. charged lenchinitiinde 
— extra arene 


Ship following 3 1/C paralleled on: 


Reel #1 - 
2 


3 x 800 paralleled 
- 3x600 " 
3$ - 3x 750 e 
4-<*+ 3x 780 ® 
5 = 3x 850 . 
6 = 3x 826 e 


FeOeke lemphic Tennessce 


terms: 1/2 of 1% 10 days irom dute of invoice, net 30 days irom date of invoice. 

Shipment; Shipment cen ve effected 4 to § weeks after receipt of order at our 
iestings on Muacon 6, wew York Will 

Clause: Clause C & D of attached terms and conditions are considered an integral 

part. of this quclatione 


Parallolin,, Charge of (500 per (‘S't. charged extra 
FET PCE 

“Pricet amd doth: iow ¢ ' Lr imevenee or deervence) for tl 
CD ' Oo SPO re hee 6 teteiemh be 





be t's 








| THIS QUOTATION 19 SUBIEET TO LANGE WITHOUT NOTICE AND IS MADE FOR IMMEDIATE ACCEPTANCE. 
ALL ONO % AME BULJECT TO CHEOIT APPROVAL AND THE TERMS AND CONDITIONS SET FORTH ON THE REVERGE 810K HEREOF 
ALL OROEWS ANE AC.APTED WITH THE UNDI “STANDING THAT YOU WILL 8S INVOICED AT OUR PRICES IN EFFECT ON THE DATE OF SHIPMENT. 


ANACONDA WIRE AND caste Goupany,/ 
o e 4 

( Pp 
Oa @e2 Se c= 3 in Me s 


eS : ae #43 


| Vincont fe Caffuey, Chic’ Jlerk: i [ 
701 ’ 


Sret-ee Jiwoblation vepte, liactings Jill 








7602 ADMINISTERED PRICES 


PHELPS DopGE CoprER Propucts CORPORATION 


300 PARK AVENUE NEW YORK 22, N. Y. 





October 1, 1956 


Board of Light, Gas & Water, Commissioners, 
City of Memphis 

179 Madison Avenue 

Memphis, Tennessee 


Attention: Mr. C. &. Beatus, Director 
Purchases, Stores & Supplies 


Gentlemen: Subject: Our Quotation No, 56-923 


In response to your recent advertisement covering one item of Paper Insulated Lead 
Covered Copper Cable, we take pleasure in submitting our proposal, subject to the 
following terns and conditions of sale. 


Material: 

14,325 feet, single conductor, 750,000 CM, non-compact stranded round 
copper conductor = insulated with .175" impregnated wood pulp paper - including 
metallized paper tapes under and over the insulation - .105" lead sheath - 15,000 
Volts - grounded neutral service - to be furnished on 6 reels paralleled for three 
phase assembly 
BLewrceveccececeeececec cee e © 6 6 © obegO9e00 per thousand fect. 
Paralleling Charge: 

A separate charge of $5.00 per thousand feet will be made for all cable 
shipped in parallel lengths, 


Price: 





F.0.B. Memphis, Tennessee transportation prepaid including return freight 
on the empty cable reels. 


Escalator Clauses ‘ 
ce quoted herein is that in effect today, 


We are agreeable to accepting a contract on either of the following basis:- 


A...When shipped, material is to be invoiced at the price appearing on the 
order, 


B...Price quoted herein is that in effect today and shall be adjusted 
at the times of shipments for changes in prices of copper and lead 
which may occur between the date of quotation and the dates shipments 
are made, All adjustments will be calculated using applicable metal 


factors and instructions given in our Paper Insulated Cable Price 
Schedule. 





id 


ght 


asist- 
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ents 
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Puetrs Dopoe Coprer Propucts Corporation 
-2= 


Metal factors now in effect are copper plus eighteen and one half 
(plus 18.5) and lead minus one and one half (minus 1.5). 


Terms of Pa tz 
3 cash thirty days from date of invoice. e half of one percent cash 
discount for payment ten days from date of invoice. 


Inspection and Acceptance: 
Inspection and final acceptance of the cable to be at our plant Yonkers, 
New York prior to shipment, 


Reels and Lage 
are not included in the price of the cable but shall be charged, net 
thirty days, without discount. 


6 8" Reels @ $200.00 each 


If such reels are returned to the point of origin in good condition, freight 
collect, within twelve months from date of shipusnt from the factory, credit will be 
allowed to buyer at prices charged. 


Any such reels requiring repairs will be accepted, at the option of the 


Seller, in which case a reasonable charge for repairs will be deducted from the credit 
allowances : 


No credit will be allowed for reels returned after twelve months from the 
date of shipment from the factory. 


There will be no charge made for wood lagging and no credit will be allowed 
for the return of wood lagging, 


Specifications: 
Paper insulated lead covered cable described above would be manufactured 
s tested per the requirements of the A.E.I.C. Specifications, 9th Edition dated April, 


Con ency Clause: 


ts o or of belligerent powers, wars, sabotage, explosions, riots, civil 
commotion, military or naval arrests or restraints, government interference or embargoes, 
strikes, lockouts, differences with workmen, fire, floods, lightning, tornado or winds, 
shortage of labor, fuel, power, materials or supplies, insufficent transportation 
facilities or delays in transportation of the above products or of supplies necessary for 
ite production or treatment, or accidents to plant or machinery at mines or plants where 
produced, other contingencies beyond Seller's control, whether similar or not similar 
to those specifically named, shall be acomplete excuse for any delay traceable thereto, 
deliveries to be deemed suspended so long as such causes prevent or delay its execution, 


Seller agreeing to ship, and Buyer to accept deliveries in the regular course after such 
causes have been removed, 
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ORM 6-204 








QUOTATION 
GENERAL CABLE CORPORATION exert no. 1 wo. 0° eumars 
1792 LATHAM STREET WHEN REPLYING MENTION 
MEMPHIS 6, TENNESSEE a _ we 94-168 
MemPHis Liaut Gas & Water DIVISION Octoser 3, 1956 


179 Maoison Ave. 
MEMPHIS, TENNESSEE 


Attn: Mr. C. S. Beatus 


WE ARE PLEASED TO QUOTE PRICE AND DELIVERY ON THE FOLLOWING ITEM 
} FOR YOUR CONSIDERATION: 


eticaiiianiaageis ‘ snideisitenllahadtiin __Cu. og Po. 16¢ ; 
ITEM 1, peice 








, eee 


; 14,325 FT. 1/C #750 MCM, CONCENTRIC ROUND STRANDED ConoucToR 175 MIL 
Q PAPER INSULATION, METALLIZED PAPER TAPE INSULATION SHIELD 
e~ | ING, (ALL METALLIZED PAPER TAPES INCLUDED IN INSULATION 
g~ | WALL), 105 mits LEAD sHEATH, 15 YY GROUNDED NEUTRAL PER 
AEIC 91TH. EDtTION. PARALLEL OW 6 REELS AS FOLLOWS? $2489.00 
MFT, 
; Reet 1 - 3 x f00 FT. LENGTHS. 
we Rerun 2-35 8 FT. LENGTHS. 
Reet 3 - x FT. LENGTHS. 
Reec 4 - 3 x FT. LENGTHS. 
Reet 2 ae FT. LENGTHS. 
Reet 6 - 3 x O25 FT. LENGTHS. 


PARALLELING CHARGE ~ $5.00 wet PER MFT, 


IF PULLING EYES ARE REQUIRED, A SEPARATE CHARGE oF $4.50 
EACH WILL BE MADE. A CREDIT OF $.50 EACH WILL BE ALLOWED 
FOR EACH EYE RETURNED JN GOOD CONDITION. 


Terms: NET 30 DAYS FROM DATE OF INVOICE, + OF 1% CASH DISCOUNT 

FOR PAYMENT WITHIN 10 DAYS FROM DATE OF INVOICE. DiScOUN 

APPLIES TO INVOICE VALUE OF MATERIAL ONLY. 

SHIPMENT: START IN 15 DAYS, CoMPLETE IN 25 DAYS, ST. 
Louis, Mo. 








a — — ao 
THE TERMS AND CONDITIONS ON THE ART OF THIS QUOTATION. 
F. O. B. 
Sales Department 
Terms Lo 
Shipment: 7 


- C. HANNUM 
MEMPHIS MANAGER 
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ADMINISTERED PRICES 


FORM 8-20-48 


QUOTATION 


GENERAL CABLE CORPORATION enero. 1 no. or eomers 


1792 LATHAM STREET WHEN REPLYING MENTION 


MEMPHIS 6, TENNESSEE no. 94-168 








MemPHtis Liaut Gas & Water Division Octoser 3, 1956 
179 Maoison Ave. 
MEMPHIS, TENNESSEE 


Attu: Mr. C. S. Beatus 


WE ARE PLEASED TO QUOTE PRICE AND DELIVERY ON THE FOLLOWING iTEM 
FOR YOUR CONSIDERATION: 


Cu. 40g Pa. 16¢ 


ITEM 1. 





14,325 FT. 1/C #750 MCM, CONCENTRIC ROUND STRANDED conoucToR 175 MIL 
PAPER INSULATION, METALLIZED PAPER TAPE INSULATION SHIELO 
ING, (ALL METALLIZED PAPER TAPES INCLUDED IN INSULATION 
WALL), 105 MiLS LEAD SHEATH, 15 7 GROUNDED NEUTRAL PER 
AEIC 9tn. EDITION. PARALLEL ON REELS AS FOLLOWS? 


geo FT. LENGTHS, 
FT. LENGTHS. 
FT. LENGTHS. 
FT. LENGTHS. 


Reet 
Reet 2 FT. LENGTHS. 
Reet x O25 FT. LENGTHS. 


PARALLELING CHARGE ~ $5.00 weT PER MFT, 


Ree. 1 
Reet 2 
Reet } 


IF PULLING EYES ARE REQUIRED, A SEPARATE CHARGE OF $4.50 
EACH WILL BE MADE. A CREDIT oF $.50 EACH WILL BE ALLOWED 
FOR EACH EYE RETURNED IN GOOD CONDITION. 


Terms: Net 30 DAYS FROM DATE OF INVOICE, + OF 1% CASH ov sgount 
FOR PAYMENT WITHIN 10 DAYS FROM DATE OF INVOICE. DiscouN 
APPLIES TO INVOICE VALUE OF MATERIAL ONLY. 


SuHipmMent: Start iN 15 DAYS, COMPLETE IN 25 DAYS, ST. 
Louis, Mo. 





THE TERMS AND CONDITIONS ON THE BACK HEREOF ARE PART OF THIS QUOTATION. 
F.0.B 
Sales Department 
a 


Terms « 
Shipment: A 


- Co Annum 
MEMPHIS MANAGER 





ADMINISTERED PRICES 


nse 6-90-0 REV 249-J-S4 
Quwotation— GENERAL CABLE CORPORATION Gaara 


iY 


REEL DEPOSIT, EXTRA: 
REEL 1-1 reer 
REEL 2-1- reer 
REEL “1 REEL 
REEL “1 REEL 
REEL 5-1 reer 
REEL 6-1 reew 


SEE REVERSE SIDE FOR EXPLANATION OF THE FOLLOWING CLAUSES: 


GCC Reet Deposit Cause. 
Test & Acceptance CLAUSE. 
Guarantee CLAUSE. 


ACCEPTANCE WITHIN 30 DAYS FROM OPENING DATE OF BID. 


Firm Price. 


FOB: MewPHis, TEWNESSEE 


= 


THE TERMS AND CONDITIONS ON THE BACK HEREOF ARE PART oF ‘THIS QUOTATIO 


N. 
F.O. B. 


Sales Department 
Terms: 


IT.:C. Hannum 
MewPHis MANAGER 





vem 


1. 


ADMINISTERED PRICES 


THE OKONITE COMPANY 
Pa 


MANUFACTURERS OF INSULATED WIRES, CABLES ANO SPLICING TARES 
Pouncee 1076 


QUOTATION 


Memphis Light, Ges and Water Division 
179 Madison Avenue 
Memphis, Tennessee 


Attention: Mr. C. 5. Beatus, Director 


Purchases, Stores and Supplies 


OKONITE REF. 0-344 '. customer rer, Order No. 27915 


. Bids Due; en, ™ 
CONDITIONS OM REVERSE OF THIS SHEET FORM A PART OF THIS QUOTATION. 10/ /56 


WE ARE PLEASED TO QUOTE AS FOLLOWS: 


QUANTITY 


14,325" 


SHIPPING 
weient 
DESCRIPTION 


1 conductor 750 MCM 61x.1109" strands, three 

metallized paper tapes over the conductor, 

and one metallized paper tape over the in- 

sulation as pert of .175" wall of impregnated 

wood pulp paper insulation, .105" Stabilized 

Lead, 15 KV grounded neutral system, per 

ABIC 9th Edition, and in strict accordance 

with your specifications $2489.00 |1.568") S26 | 6165$ 


The above cable requires six 84" reels at 
$200.00 each, extra, 





Paralleling charge is $5.00 per 1,000 feet 
of single conductor ceble. 


Inspection and Acceptance; Orders are 
accepted based on inspection and final 
acceptance at the factory. If inspection 
is not made by « representative of the 
purchaser, we will make the inspection and 
furnish copies of our inspection reports. 


Terms of Payment: Net cash days from date 
of invoice. A discount of 1/2 of 1% will be 


allowed for payment within 10 days from date 
of invoice. 





ADMINISTERED PRICES 


THE OKONITE COMPANY 
L™& 


MANUFACTURERS OF INSULATED WIRES, CABLES AND SPLICING TAPES 


qT 
POounoso 1078 n 
n 
TC 
Gi 
SHIPPING 
ak ae “D 
Prices are firm subject to 30 days = 
scceptance and immediate release for 
manufacture. 
I 
Copper base: $.40 Lead base: $.16 a 
F. 0. B. Memphis, Tennessee 
INCLUDING RETURN FREIGHT ON EMPTY REELS. 
Terms: See Page #1 
suipmenr 4 - 6 weeks efter receipt mann 


of order at the factory. THE OKONITE COMPANY ‘ 


om" WITTE, DISTRICT MANAGER 
’ s 
iG (ot? 


nb p viw OF cas 


356: 





ADMINISTERED PRICES 


.-.4 -Jonn A. ROEBLING’s SONS CORPORATION QUOTATION 


Svnussat of Tes Corcasso Fou sxe lnon Coarcasnon 


br 934 AVON AVE. ATLANTA, GA, Date 10=2=56 
Pless 3-2990 


TO Memphis Light Gas & Water Div. - 
City of Memphis, Tennessee Relerence-Your Inquiry 


27915 


GenTLEMEN: Mp, C, S, Beattus, Dir. of Purchases Cc. 8S. Beattus 
"~ thank you for your inquiry and are pleased to submit our quotation on the following products: 


Based on: 


Og CU. 
14 LD. 


Price per M ft, 


14,325 ft.| 750,000 CM, Single Condr., 61 Wire Strand; .175 § 2,189.00 
Wood Pulp Paper Semi-Conducting Carbon Black 
Tape over bare strand, and over the insulation; 
2105" Lead, 15 KV Grounded Neutral Per AEIC 
9th Edition. 


3 lengths paralleled on a reel. 6-8," Reels @ 
200.00 ea. 
Returnable for 
credit. 


2 Reel lengths 600 ft, 
2 Reel lengths 750 ft. 
1 Reel length 5650 ft, 
1 Reel length 625 ft, 


Paralleling charge $5.00 per M ft. 
If required, pulling eyes @$.50 oa. 


"Pirm Price" for acceptance prior to November 


The terms and conditions of sale shown on the back hereof are also « part of this quotation insofar as they apply. 


Yours truly g, K, Hayes 
JOHN A. ROEBLING’S SONS CORPORATION 


35621 O—-60—pt. 13— 





ADMINISTERED PRICES 


Aiashi Saal mttiprane 


MANAGER OF GALES ?. 0. BOX 54 
Memphis, lermessee 
October 1, 1956 
SP=21 


Memphis Light, Gas and Water Division 
P. 0. Box 388 
Memphis, Tennessee 


Attention: Mr. C. S. Beatus, 
Director of Purchases 


Gentlemen: BID: PAPER AND LEAD CABLE” SP’ MS" USfORER Y , 1956 


In reply to your inquiry we are pleased to quote for your consideration as 
follows: 


14,325 Ft. 750 MCM 61 Strand.Copper Conductor, 175 Mils Paper Insulation 
including Metallized Paper Tapes Under And Over Insulation, 105 Mils 

Lead Sheath, Nominal 0.D. 1.63", Three Such Conductors Laid Parallel 
$2,489.00 per 1,000 Ft. Of Single Conductor F.0.B. Memphis, Tennessee, 
Transportation Charges Prepaid Plus $5.00 Per 1,000 Ft. Paralleling Charge. 


Net Weight Per 1,000 Ft. 5,10 Lbs. 
Material to be on reels in accordance with cutting schedule Requisition 1653). 


Reels extra at $200.00 each. Reels shall be paid for (net, no cash discount) 

at the same time as material. Full credit will be allowed on empty reels returned 
to Worcester, Massachusetts mill in good condition not later than twelve (12) 
months from date of shipment. Reels may be returned freight collect at our 
expense providing shipped by most economical means in lots of 200 pounds or more. 


Terms: 30 = 1/2 = 10. 


ane are firm for acceptance within 30 days. We estimate shipment within 11 to 12 
weeks, ; 


We would sincerely appreciate the opportunity to supply your requirements. 
e Yours very truly, 
TENNESSEE COAL AND IRON DIVISION 


+: a « on oF ee 


BY: Dh y Dy deed ecg) 





ADMINISTERED PRICES 


STEP VOLTAGE REGULATORS 


Date = 1-31-57 
Order No. 33162 


Quantity - 5 (with slight variations in each of items) 


Bidder 
and Amount - Pennsylvania Transformer Co. Cannonsburg, Pa. 


Westinghouse 

Power Equipment Company 
General Electric 
Allis-Chalmers 


All bids identical. 


(1) $30,778.00 ea. 
(2) 30,778.00 ea. 
(3) 26,814.00 ea. 
(4) 22,579.00 ea. 


All other 
submitted 
bids iden- 
tical. 





ADMINISTERED PRICES 


REVISE 
LEGAL NOTICE TO BIDDERS 
PROPOSALS 
ran will be received t 
ee Martleon iy 2 


Madison. Avenue. 
nnessee, to 2 o'clock a 
ursday,” + Seouary” 3h, 31 
nishing  f.o. 
transportation ak 


Item 1. 2~Outdoor, automatic, 
voltage 


en rage and. ‘lower ee 


telt-cocled. dé mounted on 
whee! standard 
ven guuge agi 4 with did 
rection of motion perpendicu- 
lar to a line drawn through 
the Centers of the three line 
side bushings; overall height 
from bottom of wheels to 
of bushin; +" shall not ex 
Swerve (12) feet and project- 
floor area shall not exceed 
ten feet by ten feet; all bush- 
ings shall have straight, 
braidiess, expansion type 
connectors for 1” IPS gopper 
bus tubing; complete with 
all standard auxiliaries and 
sets of selsyn regulator posi- 
tion moog on ed oon (to 
-be_ installed the factory 
with the exce Sten of remote 
on flush indicating instry- 
ents, Westinghouse Type 
Kr. 24, General Electric Type 


AB- - or Fi which are to’ 


be shi peed sopetately for in- 
stallation by Division on 
” steel panels). The posi- 
on indicating instruments 
shall show “RAISE” to the 
ri ht and “LOWER” to the 
Allis-Chalmers Type 

AFR: General Electric Type 
MLT-33; Westinghouse Type 


UR, r eq 
Item 2. 1—Same. as Item 1 above,’ ex- 
cept bushings shall have 
t connectors for 500 
popes cable 
c. Itern 1 above, ex- 
shall be 600 KVA. 
1 above, ex- 
= lator to be furnish- 
with out reactors and re- 
mote semi-flush “4 
instrument. shall be West- 
inghouse Type KA-25, Gen- 
eral Electric Type AD-17, or 
equa: 


Bidder shall include witn his quo- 
tation detailed outline dimensions of 
the equipment he proposes to furnish 

Should the outline dimensions of one 
item be different from that of other 
items, bidder shall include with his 
quotation detailed outline dimensions 
of each item where the dimensions 
are different. * 

Successful bidder shall furnish shop 
Grawings to the Division for approval 
before fabrication and shall also fur- 
—_ four sets of schematic wirin 

eae soacee instructions an 

cement parts list before time for 
shipment. 

It is preferred that each item be 
quoted separately. However, should 
fidder's quotation combine two or 
oe items, or should bidder quote 
lump sum for all items, muceteatus 
bidder, at the Division's 
furnish unit prices for eac S item for 
accounting purposes. 

must be stated. 
gether with price 
due ‘consideration in 
award of contract. 


The ore of Ligtit, Gas & wae 
Commissione the right 


t oo ids, to i 

ect a of a waive 
indo ct any bids, or to = ang 
the different Ban or an: ———— 
thereof as eee con’ 


Address ry to oe Memphis 
Light, Gas ~ Divigien. re Maa 
ia. Memphis, 


tan: ‘te on Step Sanne Regu- 
rs. 
MEMPHIS LIGHT. GAS & 


WATER DIVISION 
Cc. 8. Destes, Director—| 
Stores & 


& Supplies. 
Order No. 33182. 
Jan. 15, 28, 29, 30, 1957—25c. ' 


est, ‘shall 


Penns: 
(inclu 


ae 
Prepo« 





ADMINISTERED PRICES 


A McGRAW ELECTRIC COMPANY DIVISION 
) Box 330 o Canonsburg, Pennsylvania 


-35563 4s | 
+L ae 


WN PENNSYLVANIA TRANSFORMER COMPANY il 
P-3 


C ml 
MEMPHIS LIGHT GAS & WATER DIVISION 
179 Madison Avenue 


Memphis, Tennessee 


Pennsylvania Transformer Company, SELLER, hereby proposes to sell to you, the PURCHASER, the following equipment, subject to the terms and . onditions 
(including those on the reverse side of this sheet) of the following price and for shipment at the approximate time, all as shown herein, and for delivery F.O8. 
suenerens..______ Memphis, Tennegsee ith Freight 
Prepord and Allowed to Railroad Freight Station Nearest Destination._ 


| es eae tn SHHPMENT 


*Plus and minus 10% regulation in 32-5/8% steps at 347 amperes. > 





PLEASE SEE ATTACHED SHEETS AS LISTED BELOW, 
Litem | NUMBERS 


5H PRICE QUOTED IS FIRM FOR 6 MONTHS 
2, 3, 4, 5, Catalog 5506, 6 


PENNSYLVANIA TRANSFORMER COMPANY 





NOTE Fedora! Excise Toses ore not opphcable to Transhormers 


Tha 9 on INTERSTATE TRANSACTION ond. as wth, involves ne obigenon on our part with reupect fo ony 
Seles, Use oF other toning lows of ony-State of the United Sater of America (or of amy City or other taxing 
etherty @ ony wach State) in whch omy pwrchow hereunde: may be lacated and ar in which the ondormers 
ney be located. end ths proposal dos not mchude, nor do we atime ony wuch tases, ony 








ADMINISTERED PRICES 


Westinghouse 


ELECTRIC CORPORATION 


G 


Ite 


826 EXCHANGE BLOG. 


* Memphis Light Gas & Water Div. . MEMPHIS 3. TENNESSEE 


179 Madison Avenue 
Memphis, Tennessee January 30, 1957 


Subjects Bid on Step Voltage Regulators 


Gentlemens 
As requested in your recent advertisement we wish to Ite 
submit the following quotations 


Item 1, 2 = outdoor, automatic, step voltage regulators 3 phase, 
60 cycles, 750 KVA Type URS with 3% reactors installed 
in the tank for use on a 1270/7200 wye system plus and 
minus 10% regulation in 32-5/8% steps, OISC, with trucks, 
and electrically operated remote position indicator, all 
in accordance with your advertisement. 


Price = - = = $30,778 net each, 
Item A - Alternate 


As an alternate, we can supply a standard 600. KVA, type URS 
regulator with load range selection such that at plus and 
minus 5% regulation the unit will regulate 130% of nameplate 
current or 360 amps in this case, Individual CL reactors 
(oil immersed) for external application with the above 
regulator will be supplied. This combination otherwise is 
similar to the item described above, 


Price « = = = $26,819 net onthe 


Same as Item 1 except bushings shall have straight connectors 
for 500 MCM copper cable. 
Price - - = = $30,778 net each, 


Item 3. 1 = 600 KV¥A, type URS, step voltage regulator having the same 


You can 86 SURE... iF iwsWestingho: ie 





ADMINISTERED PRICES 


characteristics as Item l. 
Price - - + = $26,81) net each. 
Item 3A = Alternate 


As an alternate to Item 3, we can supply a standard, 
500 KVA, type URS regulator, with load range selection 
such that at plus or minus 5% regulation the unit 

will regulate 130% of nameplate current or 360 amps 

in this case. Individual CL reactors (oil immersed) 
for external application with the above regulator 

will be supplied. The combination otherwise is similar 
to Item 3 described above, 


Price - = = $24,282 net each. 

1 - 750 KVA, type URS, step voltage regulator, 3 phase, 
60 cycle, voltage 1270/7200 with plus or minus 10% 
regulation in 32-5/8% steps. Maximum amps 313, 
wheels and electrically operated position iniicator. 


Price = = = = $22,597 net each. 


Shipment - all items = 20 weeks, 


The above prices are f.o.b. Menphis. Terms net 30 days. 


The above prices are firm. 


Our dete. led Spec: ticabeen has been held 


the mas). Wew,!/ forward OS Seon 


up (h 
as porscble 
Very truly yours, — 


- WESTINGHOUSE ELECTRIC CORPORATION 





ADMINISTERED PRICES 


M. J. MALLERY BENTON MALLERY M. McCBRIOE 


es 


RE ori —_—e NY 


OFFICE PHONE CROSSTOWN STATION 
BROADWAY 8-2667 0 P.O. BOX 5655 
4 | df) 


FITZHUGH BUILDING WwW 1352 MADISON AVE. 


MEMPHIS, TENN. 


Jamary 31, 1957 
Memphis Light, Gae & Water Division 


179 Madison Averme 
Memphis, Tennessce 


Attention - Mr. Cc. 8. Beatus, Director 
Purchases, Stores, & Supplies 


Subject = Bid on 5 - Step Voltage Regulators 
To be Opened January 31, 1957 
Gentlemens 


Referring to your Invitation for Bide on 5 Step Voltage Regulators, 


the Moloney Electric Company of St. Louis, Missouri, are pleased to quote 
the followings 


2 = 750 KVA Outdoor Automatic Step Voltage Regulators 
as per your specifications 
Pri 


Bc rs eccececcces cess 0 0 6 § Rg700 aah 


1 = 750 KVA Ditto, as per your specifications, 
Price » ee ee ee eee ee oe ow © © § 778 -00_each: 


1 = 600 KVA Ditto, as per your specifications, 
Price .. 6 2 ee ee eee ew oh oo © § 26,814.00 cach. 


1 = 750 KVA Ditto, except without reactors, 
Price «2 2+ 2 6 © ee te oo 8 ww © § 225597200 each, 


Above prices are quoted on the basis of published specifications 
as attached. 


Shipment can be made on the above in 12 weeks after receipt of order 
with full information at the factory. 


of 
"Prices are firm for shipment within 6 months after receipt/order.” 





In 


ADMINISTERED PRICES 


Memphis Light, Gas & Water Division Memphis, Tennessee 


179 Madison nae Jamary 31, 1957 
Memphis, Tennessee 


f.0 
Te: et ° 


Full specifications and descriptive cirmlars attached. 


Hoping to have this bid receive your favorable consideration, 
we are 


Yours wery truly, 


MOLONEY ELECTRIC COMPANY 
J. J.Knox, Vice Pres. 





ADMINISTERED PRICES 


APPARATUS SALES DIVISION 


GENERAL @® ELECTRIC quorarsee wiéti2isostese 


MPANY on form 13004.1.9¢). rev. 


GENERAL OFFICE, SCHENECTADY 5, WN. Y. 
Please refer te this Quotation by aumber in 


It 
Memphis, Tennessee 
January 31, 1957. 
Nemphis Lirsht Gas & Water Div, 
Memphis, Tennessec,. 
Attention = Mr. C. S. Beatus, Director - 
Purchases, Stores & Supplies. 
In accordance with your advertised request, we wish to submit bid 
on Step Voltage Regulators in accordance with your specifications, 
Item no, 1: 
(2) Special, three-phase, oikimmersed, self-cooled, 
outdoor type, automatic, step-voltage regulators. 
Rating: .Type MLT=32, 60 cycles, 750 Kva (55°C), 
12,470 volts, 347 amperes, To provide 
voltage regulation of 10% raise and 10% 
lower in 32-5/8% steps. 
Regulator to be complete with internal 
reactors hying approximatcly 3% reactance, 
Trucks for motion in one direction. Selsyn 
regulator position indicating equipment, Ite 
Standard accessories, 
These regulators to be in accordance with 
G,. &, Specification STL-6058, Item no, l. 
These regulators to be exact duplicates of 
the (5) units shjpped under item no, l, 
G. E, Req. Mem=7777, during Hay, 1956. 
NET PRICE EACH, . ° 7 . . ° . . . . . . . . . . a $30,778.00 
LOT NET PRICE for a total of (2) units. . « « « « $61,556.00 
Item no, 2: 
(1) Same as Item no, 1 above, except bushing shall have 
straight connectors for 500 NCM copper cable. 
NET PRICE EACH, . . . . . . e . . . 7 . . . . . $30,778.00 
Te: 
Pbrareeaien bncoyit extens comegeas wiht 20 dave Damn Gate basset, ent, tn che enoeatinnn, te cations to change epen aetien, Se expends ch The 
ene emma ape none ml BREET LO transaction. 


‘THIS QUOTATION IS MADB‘GUBJECT TOOUR STANDARD CONDITIONS OF SALE PRINTED ON THE REVERSE OF THIS PAGE 
Form 13004 19th rev. 66-53 300M 





ADMINISTERED PRICES 


GENERAL @ Evectaic 


Item No, 3:3 


(1) Special, three-phase, oil-immersed, self-cooled, 
outdoor type, automatic, step-voltage regulator. 


Rating: Type MLT-32, 60 cycles, 600 KVA (55°C} 
12470 volts, 278 amperes. To provide 
voltagce regulation of. 10% raise and 10% 
lower in 32-5/8% steps. 


Regulator . is to be complete with internal 
reactors having approximately 3% reactance, 
Trucks for motion in one direction, Selsyn 
regulator position indicating equipment, 
Standard accessories, 


These regulators to be in accordance with 
G. E, Performance Specification STL-6058, 
Item no. 3. 


NET PRICE EACH, « « « «© © © © © © 0 0 8 ow oo $26,814.00 . 


Item No, 4: 


(1) Cat. 29D1242 three-phase, oil-immersed, self-cooled, 
outdoor type, automatic, step-voltage regulator, 


Rating: Type MLT=32, 60 cycles, 750 Kva (55° C), 
13800 volts, 313 amperes. To provide 
voltage regulation of 10% raise and 10% 
lower in 32-5/8% steps 


This regulator is suitable for operation 
at 12,470 volts at rated KVA. 


These regulators to be in accordance with 
G, &. Performance Specification STL-6058, 
Item no, 4, : 
NET PRICE BACH. « « 6 6 6 @ 68 & 6 6 & © 0&8 $22,597.00 
Terms = net 30 days. 


The above prices are f.0.,b, Memphis, Tennessee, 





ADMINISTERED PRICES 


GENERAL @® ELectaic 


Porformance Specification: Attached you will find copies of G.%, 
lerfornance Specification No. S'L-G6058, for Items no. 1,2,3, and | 
A 


Descriptive Yulletins Attached you will find several copies of 
bulletin GHA-6552,. 


Shipnent: Shipment on Items no. 1 thru 4 will be approximately 12 
Seeks from receipt of order and complete information at factory. 


Price Policy: The prices stated herein-are firm for normal shipment 
not to exceed 6 months from date of order. 

f Iten 
Comments: Please note that we are taking no exceptions to your 
requirements, We belicve that the above proposal is complete in 
every respect, however, if we can be of any further assistance, Iten 
please do not hesitate to contact us. 


We wish to thank you for the opportunity of presenting this bid 
and trust it meets with your favorable considcration, Iten 


Yours very truly, 


, f if 
/ yz. ¢ Pw 
s Md,” 6 tay J 
MANAGER — i 
HF HEMKARSLS 
enc 





ADMINISTERED PRICES 


FORM 3992-10 
Printed in U.S. A. 


ALLIS-CALLIERS > MANUFACTURING company 
Pll Wiiceanicsinssncarisiiariic, «Sel SE I 


With S LIGHT, GAS & WATER DIVISION 
(Hereinafter called the Purchaser) 
others 


cHlention —— Your Reference No. 
Allis—Chalenove Mianufacturing Company 


(hereinafter called the Com to sell and deliver to the Purchase: tl a 0 
buy and accept from the Cae equipment described below, f. 0. b. aie Witintet? : Memp is 
freight allowed and prepaid. 

Item #1 - 2 - 750 KVA, 12470/7200¥ volt, 347 ampere, 60 cycle, 3 phase 
type AFR step voltage regulators. To provide + 10% in 
32-5/8% steps. To be in accordance with specification No. 
12171. Net price each $30,778.00. 

Item #2 - 1 - 750 KVA, 12470/7200¥ volt, 347 ampere, 60 cycle, 3 phase 
type AFR step voltage regiator to provide + 10% regulation 
in 32-5/8% steps. To be in accordance with specification 
No. 12172. Net price $30,778.00. 

Item #3 - 1 - 600 KVA, 12470/7200Y volt, 278 ampere, 60 cycle, 3 phase 
type AFR step voltage regulator to provide + 10% regulation 
in 32-5/8% steps. To be in accordance with specification 
No. 12173. Net price $26,'814.00. 


Price: (in words) 3 
Shipment: —_75. Daya Joems_Net_cash 30 days. 


5 Dhis Proposal ut emaia in sie: tr 30 _ day, unless changed in the interim upon written 
notice from the Company. It shall not be binding upon the Company until accepted and returned by 
Purchaser, and approved in writing by one of the Company's Regional or District Managers. 
Please return____1 __ signed copies of this Proposal, or your Purchase Order referenced with 


the Company's proposal or contract number and date, and any documents and related correspondence 
to the Allis-Chalmers office at: 


PRICE POLICY CLAUSE 
The price is firm, 
PURCHASER’S ACCEPTANCE ALLIS-CHALMERS MAN 


The foregoing Proposal, including the Conditi 
of Sale on the Sovenae eide hereof, wr hereby conagend. 


(Name of Purchaser) 


(City and State) 





ADMINISTERED PRICES 


ALLES-CALCERS & [ NATUFACTURING COMPANY 


PAGE 2 


Item #4 - 1 - 750 KVA, 13800 volt, 313 ampere; 60 cycle, 3 phase type 
AFR step voltage regulator to provide + 10% regulation in 
32-5/8% steps. To be in -accordance with specification 
No. 12174. Net price $22, 997 «\ oo. 





ADMINISTERED PRICES 


Date - 8-23-56 
Order Ho. 25987 
Quantity - 1000 


Bidder and Amount - G. E. Supply Co. $18.50 ea. 
Oattis Elec. Supply 18.50 ea. 
‘Tenn. Valley Elec. Supply 16.50 ea. 
Graybar (G.E. Quotation) 18.50 ea. 
Graybar (Hubbard) 18.50 ea, 


General Electric 18.50 ea. 


Westinghouse 18.50 ea. 
Line Material Co. 18.50 ea. 


G. EB. Supply Co. (Hubbard) 18.50 ea. 


All 9 bids identical. 





ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


Proposals will be received by the 
Board of Light, Gas & Water Com- 
missioners, City of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P.M., C.S.T., 
Thursday, August 23, 1956, -for fur- 
nishing f.o.b. Memphis, Tennessee, 
transportation prepaid: 


1000—9000/12000 volt lightning arresters, 
complete with mounting bracket 
and U-bolt for use on 314” x 416” 
crossarm; to be Joslyn #J-9231-P 
with J-9209 mounting bracket; 
Hubbard #2332) =«6with) = = =—#2337 
mounting bracket; Westinghouse 
#1616-553; General Electric 
#9LA21B51, Electric Service Co. 
#800542; Line Material #AVI1L39, 
or equal. : 


Time of delivery must ‘be’ stated. 
Time of delivery together with price 


will be given due consideration in 
awaid of contract, 


The Board of Light, Gas & Water 
Commissioners reserves the right to re- 
ject any or all bids, to waive any in- 
formalities in the bids, or to award 
contract to whomsoever it may elect. 


Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madi- 
son Avenue, Memphis, Tennessee. 
.Mark: “Bid on Lightning Arresters.” 

MEMPHIS LIGHT, GAS & 

WATER DIVISION 
Cc. S. Beatus, Director—Purchases, 
Stores & Supplies. 
Order No. 25987. 


August 14, 20, 21, 22, 1956—25c. 3069: 





ADMINISTERED PRICES 


otbrremny CLinshs 
OTA ORS Z ; 


ee srr 
“a GENERAL @@ ELECTRIC /..2. 22087 
i SUPPLY COMPANY /*~**° 


A DIVISION OF GENERAL ELECTRIC COMPANY 
500 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NO..JA7=5531 


WHEN ORDERING, PLEASE 
REFER To quotation No, 1686 


Memphis Light, Gas & Water Division 
179 Madison Avenue 

Attention: Mr. C. S. Beatus 
Memphis, Tennessee 


WE THANK YOU FOR YOUR INQUIRY 


DESCRIPTION 


Model 9LA21B51, 9000/12000 volt lightning 
arresters, complete with mounting bracket 
and U-bolt for use on 3-1/2" x 4-1/2" cross 
arn. 


Terms: NET 

Shipment: 200 from stock, balance in 2 
weeks, 

Trans: F,0.B., Memphis 


Above price is firm for 6 months. 


ALL AGREEMENTS ARE MADE CONTINGENT UPON BELAVS BEYOND OUR CONTROL: QUOTATION 16 SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OCTHERWIGE STATED, AND ALA ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OF FUTURE GALES, REVENUE, EXCISE OR OTHER TAX APPLICABLE TO THE MERCHANDISE COVERED BY THIS @uUOTA- 
TOM, OR TO THE GALE OF USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER. 


WE HOPE THAT WE GHALA BE FAVORED WITH YOUR ORDER, AWD ASSURE YoU OF ATTENTION. 


Se re ) j 
CLE. reer 


Yours TauLy, . r- Pe 
{ Me FEO? 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) “" qabee oaranremer 


35621 O—60—pt. 1360 





ADMINISTERED PRICES 


Neo" tok: 
CAE A Orie 
se 
\;wHoLesace €cléebprvaic suPrPPrPLti€gse- 


PHONE S-0443 * 240 NORTH FRONT STREET © P.0.B80X SIS 
Memphis (1) Tennessee 
QUOTATION 
Memphis Light, Gas and Water Division 


P. 0. Box 3868 
Memphis, T,nnessee 


Any Correspondence Pertaining te this 
Quetation Please Rotor to it by this 


QUANTITY 
ee :;| 


| 


BID ON LIGHTNING ARRESTERS 


Crystal Vaive tightiing arresters {800542 with 
NEMA Standard bracket $ 18.50 ea 


Terms: Net 30 days 

Oelivery: 500 from factory stock 
500 in 3 weeks 

F.0.B. Memphis | 


| 


Price ts firm for 90 days from the date of a price 
revision on orders then on hand. When shipments are 
made more than 90 days after a price chanye the 
material will be invoiced at prices then in effect. 


If prices are revised downward, the lower prices will 
take effect on all shipments on and after the date of 
price reduction, 











| 
| 





To 
Ad 


We 


ADMINISTERED PRICES 


t. —& SALMON WwW. A. WREN 
PRESIDENT EXECUTIVE VICE-PRESIOLNT 


#8 : 4 ade 4. 23 
eS No.M 5952 <47/-4- /¥ 

2 ORPAAGZ | . 7 

| $2 2 ote 

259% 20. eg 8 a oF Ft72. 6 8G 
Ob cht RIA SELLS OU OTATION 

COMPANY 
MEMPHIS, TENNESSEE Prices quoted are for acceptance within ___days. 


Jo Memphis Light, Gas & Water Division Date August 23, 1956 
Address 179 Madson, Memphis, Tennessee Reference; Order Noe 25987 


Memphis 


We ure pleased to quote you as follows, F.O.B,._____ 


JOSLYN 


9000/12000 volt lightning arresters, complete with 

mounting bracket and U-bolt for use on 3-1/2" x 

4-1/2" crossarm; Joslyn #J-9231-P with J-9209 mount- 

ing bracket 18.50 each 


DELIVERY: One week 
TERMS: Net 30 days 


Firm prices are quoted for immediate acceptance. 


This quotation is fur acceptance as nuted above and subject to the terms and conditions shows om the reverse side of this shert 


TENNESSE VALLEY ELECTRIC SUPPLY CO. 


tdci: 


JOHN Le SALMON 





ADMINISTERED PRICES 


1414 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


August 22, 1956 


Memphis 1 » Gas and Water Division 


» Tenne 
Attn: Mr, 0, 8, Beatus 


Terns: Net 
FOB; Memphis 
Del: 200 factory stock, balance 2 weeks 
Pricest Firn 


pet sae ae Se RES SE PP ST ean eEINS gee et graye 
a ° 


Yours truly, 





ADMINISTERED PRICES 


QUOTATION ’ 


Graybar 


1416 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


August 22, 1956 


Memphis Light, Gas and Water Division ey — 


Memphis, Ten. 
Attny Mr. C, 5, Beatus 





We take pleasure in quoting as follows: 


1000 = 9000/12000 volt lightning arresters, complete 
with mounting bracket and U-bolt for use on 
x kg" crossarms to be Hubbard #2332 with #23 
mounting bracket 


We hope we shall be favored with your order and assure you of prompt 


attention. 
Yours truly, 


eo se 

. it P a Pinan 
“Je F. Branson 
Quotation Clerk 


/ 


S 





ADMINISTERED PRICES 


APPARATUS SALES DIVISION 


GENERAL G) ELECTRIC quotation Wo, 5'1-0-20-003 


on form 13004....A.0¢)\.....rev 


GENERAL OFFICE, SCHENECTADY 5, N. Y. 
Please refer te this Quotation by number in 
ony order placed with us fer this apporetus, 
end address all letters te ovr office at 


Je@uphis, Tennessec 
Ausust 21, 1956. 


Veuphis Light Gas & Water Jive 
Nenuphis, Tennessee. 


Attention = Ur. C. S. “catus, Director - 
Purchases Stores & Supplies, 


Gentlenens: 


. 


Ye wish to quote on the following lightning -arresters in accordance 
with your advertised request, 


1000 = model 9LA21851, 9000/12000 volt 
lirchtning arresters, complete with 
mounting bracket and U-bolt for use on 
3-1/2" x 4-1/2" crossarnm. 


NET PRICY’ LACHs $18.50 
SNIPHei’: 200 from stock, balance in 2 weeks. 


Terms =— net 30 days. 
The above price is f.o.b. Memphis, Tennessee, and is fi::: for 


six months, 


Ve wish to thank you for the opportunity of presenting this quotation 
and trust it meets with your faVorable considcration, 


Yours very truly, 


Ofc uice x 


MANAGER 


Uiiie 35 dave Ram dete teveel, and, in the mesntions, to euhject to change upen notion, It supepsedes ald |i 


This quotation is void unless 
previous quotations end agreements 


‘THIS QUOTATION 18 MADE SUBJECT TO OUR STANDARD CONDITIONS OF SALE PRINTED ON THE REVERSE OF THIS PAGE 
Form 13004 19th rev. 8-6-53 300M 





ADMINISTERED PRICES 


WESTINGHOUSE 
ELECTRIC CORPORATION 


© 


‘Memphis Light Gas & Water Div. 
179 Madison Avenue 
Memphis, Tennessee August 23, 1956 


625 EXCHANGE BLDG, 
MEMPHIS 3, TENNESSEE 


Subject: Bid on Lightning Arresters 


Gentlemen: 


As requested in your recent advertisement we wish to 
submit the following quotation: 


1000 - 9000/12,000 volt lightning arresters, Type LX, 
Style 1616553, complete with mounting bracket. 


Price = $18.50 net each 

Shipment - Stock. 

The above price is f,o.b. Memphis, Terms net 30 days. 

Prices will be adjusted to Westinghouse prices in effect at 
the time of shipment; however, if a price increase becomes effective 


ation after the date of the order, it will not apply to items shipped within 
180 days from the effective date of the price increase. 


Subject to the terms and condishiee on the back of this quotation 





ADMINISTERED PRICES 


wYy LENE RIATERIAL COMPANY 


GENERAL OFFICES © MILWAUKEE 1, WISCONSIN 


& Division pate__ August 22, 1956 


1 Av QUOTATION NO. MEQ-337) 
Memphis, Te nnessee Please address your reply referring te above Quotation number 
_Attantion: CC, S, Beatus, D -P.0.Box 819 ,Memphis 


director te our office ot: 


Bid on Lightning Arresters 


9000/12000 volt external gap 

Lightning arresters complete wi tj 
EEI-NEMA hangers for use on 

B-1/2" x 4-1/2" crossarms. . . «| 18.50 


#350 from stock ~ balance within BO days 
This price is firm. In the eve 
lower price will take effect 

fter the date of the price reduption. 


Ve appreciate the opportunity of] quoting) 
avored with your order, | 





| 


inicio 


All moterivl 1 subject ‘9 pra sale LINE MATERIAL COMPANY 


omeed 


Prices quot’ +. O. 6. Nennhis, Tenn, ._. Cheapes: trcasportation allowed. By. es “hr 
R. E.,/Johnson 
form 2043 fev. 3 Branch Supervisor 


Me ABOVE 201s LUN (0 om AO CONDITIONS OM THE REVERSE $1DE 


ib 


WHEN YOu OF) ~E MAAK a SPECIEY “LINE MATERIAL” 


Wt hen levbé Corfruny Liviston 





ADMINISTERED PRICES 


GENERAL (%) ELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC COMPANY 
$00 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NO.JA7=5531 


WHEN ORDERING, PLEASE 
Rerer To quotation No, 168) 


Memphis Light, Gas & Water Division oareo___August 22, 1950 
Attention: Mr. C..§, Beatus 


P, 0. Box 368 
Memphis, Tennessee 


La. ont 


WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: ” 


QUANTITY DESCRIPTION 


MATERIAL AS MANUFACTURED BY HUBBARD & CO, 


2332 9000/12000 Volt Lightning Arresters, 
compl@e with 2337 Mountin; Bracket 


Terms: NE 
Del.: Chicago Stock 
Trans.: F,0.B, Memphis 


Above price is firm. 


ALL \GHEGMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL: QUOTATION 18 SUBJECT TO GHANGE WITHOUT NOTICE UNLESS 
STHER WISE STATRO, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


(HE AMOUNT OF ANY PRESENT OF FUTURE SALES, REVENUE, EXCISE OF OTHER TAX APPLICABLE TO THE MERCHANDIEE COVERED BY THIS QuOTA 
THON OF TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL SE PAID BY THE PURCHASER. . 


> « 
WE HOPE THAT WE SHALL 86 FAVORED WITH YOUR ORDER. AND ASSURE YOU OF PROMPT ATTENTION. 


Yours TaULY, / , 


‘ 


& REVERSE GIDE FOR STANDARD CONDITIONS APPLYING) OALeS ORPARTMENT 





ADMINISTERED PRICES 


Date - 8-23-56 
Order No. 25985 


Quantity - (1) 4800 porcelain pin type insulators 


(2) 2400 brown suspension insulators 
Bidder and 
Amount - Graybar 
G. E. Supply Co. 
Oattis Elec. Supply Co. (Victor) 
Oattis Elec. Supply Co. (Knox) 
Joslyn 


Westinghouse Elec. Supply 
Riechman-Crosby Co. 


Lapp Insulator 
Tenn. Valley Elec. Supply 
Line Material Co. 


All 10 bids on both items identical. 


(1) 64.20 c, 
(2) 308.00 ¢, 


Same 
Same 





ADMINISTERED PRICES 


AEGAL NOTICE:-TO BIDDERS 
‘PROPOSALS 


Proposals pe ~ received by the 
Baard of a. - Gas & Water Com- 
missioners, ity of Memphis, at its 
offices, 1799 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P.M. C.S.T., 
Thursday, August 23, 1956, for fur- 
nishirg _ f.o.b. Memphis, Tennessee, 
transportation prepaid: 

Item 1.4800—12 KV brown porcelain 
pin type insulators; O.B. 
Bi2848. Locke #6510, Lapp 
ie 183, or equal. 

Item 2. 2400—i0” brown suspension. in- 
sulators; O.B. #32 
* Locke #1840, Lapp #8200, 

’ or equal. 

Bidder must state manufacturer and 
‘eatalog number of materials that he 
proposes ,to furnish. 

Time of delivery must be _ stated. 
Time of delivery together with price 
will be given due consideration in 
award of contract. 

The Board of Light, Gas & Water 
Commissioners reserves the right to re- 
ect any or all bids, to waive any in- 
ormalities in the bids, or to award 
one or more contracts in any manner 
that it may elect. 

Address proposals to the Memphis 
Light, Gas & Water Division; 179 Madi- 
son Avenue, Memphis, Tennessee. 

“Mark: “Bid on Insulators.” 


MEMPHIS LIGHT, GAS & 
WATER DIVISION 


-€ §S. Beatus, Director—Purchases, 
Stores & Supplies. 


Order No. 25985. 
August 14, 20, 21, 22, 1956—25c. 3070 





ADMINISTERED PRICES 


QUOTATION 


GraybaR spn ya 


BLECTRIC COMPANY, INC. 
1616 LAMAR AVENUE 
MEMPHIS 4, TENNESSEE 


August 22, 1956 


Manche l4ght, Gas and Water Division 
Hep, .— 
Attn: Mr. C. S. Beatus 
on Insulators 
Sy RR Ee ae a ae 
ioe de ae Pe miee eer eee 


optain ress Bet Great ae 
We take pleasure in quoting es followst 


1. 4800 ~ 12 KV brown péreelain pin type insulators, 
O.Be #12649 


2, 2400 # 10° brown suspension insulators; 0, B. #320 


Termes Net 


FOB: Memphis 
Dels Item 1 = 2000 30 Fevaide stock 
Balance in Factory stock 
Item 2 © Four to eix weekse 
saaee aa lar Ghat Ghee tien eee 


2h _ After that tine pices will be those in effect et 
ana dae ‘ ’ 


We hope we shall be favored with your order end assure you of péompt 
attention, 


Yours truly, 





ADMINISTERED PRICES 


FORM JC-107-A1-GES 
(any. 1-00 


GENERAL @@ ELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC COMPANY 
$00 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NO..JA7+5531 


WHEN ORDERING, PLEASE 
REFER To quotation No, 1682 


Aurust 22, 195¢ 
Memphis, Light Gas & Water Division Cares 


Attention: Mr. C. S. Beatus 
P. 0, Box 368 


Memphis, Tennessee 
L al 


WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QUOTE AS FOLLOWS: 


DESCRIPTION 


Heats — MANUFACTURED BY LOCKE DEPT., 
G C COMP, 


6510NP Locke 12 KV, Brown, porcelain pin 
type insulators, noise proof 


6510 Locke 12 KV, Brown, porcelain pin type 
insulators, standard 


1840 Locke 10" hrown suspension insulators 


NOTE: If we are awarded your valued order, 
the above prices are based upon this award 
being made by 2:00 P.M, 8/24/56 so we may 


cet it placed on the factory before 5:00 
P.M, 8/24/56. ; 


It award is not made per above request, the 
above prices will be increased 10% effectivd 
at close of business 8/24/56. 


Terms; NET 
Del.: Items 1 & 3 factory stock 
Alternate - 6 wecks 


" s . . 
ResMed e  ViceaMini IRI De sciatica Nii cial lap ndamitamaaiie 
AEEMENTS ARE mAD* 
Of WE FAD OND ALA ORDER, 488 SUBJECT TO ACCEPTANCE. 
- “7 OF ANY PH 
‘st OR USE ‘MLOF 


VNTINGENT UPON OELAYS BEYOND OUR CONTROL: QUOTATION I6 SUBJECT TO CHANGE WITHOUT WOTICE UNLESS 


MT 2% FUTURE GALES, REVENUE, EXCISE OF OTHER TAK APPLICABLE TO THE MERCHANDIGE COVERED BY THis GuOTA- 
"MALE @f ADDED TO THE PURCHASE PRICK AND SHALL BE PAID BY THE PURCHASER ) 
" THAT WE GHAL) @& 74/CRED WITH TOUR ORDER. AND ASSURE YOU OF PROMPT ATTENTION. 
} 


Youns vaucy. ) ¢ 


Datporte ( . 


SIDE ~\~ STANDARD CONDITIONS APPLYING) ' SALSe CaPaRTuEHT 





ADMINISTERED PRICES 


X A>WHOLESALE €ELECTAIC SUPPLIES: 
; 240 NORTH FRONT STREET * P.0.80X SIS” 


PHONE 5:0443 «+ 


Memphis Light, Gas and Water DivisfehOTATION 
P. 0. Box 388 
Memphis, Tennessee 


Correspondence Pertaining te this 5 a 
Guetatien Piosse ater to 00 On tats No. — 6 ae. 
quanriry | we DESCRIPTION 
qqaapemnenenssisnmnanes 2 — 


B10 ON INSULATORS 
Victor #6 pin type insulators 


Victor #900 suspension insulators 


Terms: Net 30 days 
Delivery: Factory stock 
¢.0.8. Memphis 


Prices are firm for 30 days. 





eserves ramnnn oo. 81078 


Memphis (1) Tennessee 


Date___ August 23, 1956 


$ 64,20 C 
308,00 C 








UPPLY,CO} 9, 





ADMINISTERED PRICES 


Supp AWC kes 


Se Eee 
€LeEcTAIC SUPPLIES:: 


PHONE 5-0443 * 240 NORTH FRONT STREET * P.O.B60X S15 


Memphis (1) Tennessee 
; UOTATION 
Memphis Light, Gas and Water Division 


August 23, 1956 
eng eats 
P. 0. Box 388 = 

Memphis, Tennessee 


Correspondence Pertaining te this 
Guettion Pisase Metin to tt be tats No. 6 = 420 


QUANTITY | DESCRIPTION 


B10 CN _INSUEATORS 


Knox |$366 brown procelain pin type insulators 


Knox #81022 10" brown suspension insulators 


Terms: Net 30 days 
Delivery: item | = 2 to 3 weeks aft 


item 2 = 3 to 4 weeks aft 


receipe of orde 
F.0.8. Memphis 


receipt of order 


The above prices are rendered with understanding we ar 
receive order covering all of item | (sufficient for 
truckload) or order covering all of item 2, 











ADMINISTERED PRICES 


JOSLYN MFG. AND SUPPLY CO. 
GULF DIVISION 
6141 Jefferson Highway - New Orleans 23, Louisiane 


NEW ORLEANS BRANCH 


August 22, 1956 


Memphis Light, Gas & Water Division 

179 Madison Avenue 

Memphis, Tennessee 

Attention: C. 8S. Beatus, Director - Purchases, Stores & Supplies 
Gentlemen: 


SUBJECT: Order No. 8 


With reference to subject order, we are pleased to quote you on the 
following, F.0.B. Memphis, Tennessee: 


Pinco L-2( 

Item 1 4800 - 12 brown porcelain pin type insulators $6),.20 C 
Pinco L-1060 

Item 2 2.00 - 10" brown suspension insulators 308.00 C 


TERMS: Net 30 days. 
Prices are firm for immediate acceptance. 


SHIPMENT: 3 to 4 weeks after receipt of order. 


Thank you for the opportunity to*quote on this material and we hope 
you will favor us with your order. 


Very truly yours, 
JOSLYN MFG. and SUPPLY CO. - GULF DIVISION 


ae i 
Wye 





ADMINISTERED PRICES 


Wes: @ FORM 4.2087 A REV. 8-84 


@ WESTINGHOUSE © 
ELECTRIC SUPPLY COMPANY 
aporess__ 845 North Main Street” 
__Memphia, Tennessee paTe_August 23, 1956 


~ 


Ue, C. 8. Beatus, Director T 
Purchases, Stores & Supplies 


_—— , Gas & Water Division 
os Pb. Box 408, 179 Mediecn, Srenne WHEN ORDERING S, QUOTATION 
| Memphis, Tennessee 4 PLEASE REFER TO / No. 56-6190 


WE THANK YOU FOR YOUR INQUIRY OF August ly, 1956 AND ARE PLEASED TO QUOTE YOU AS FOLLOWS: 





DESCRIPTION 


Porcelain Products No. 6196 pintype insulators. | $64.20 0 


Porcelain Products No. 66255 10" Suspension 
Insulators. 308.00 6 


PRICES ARE MAXIMUM AND IN EVENT OF DECREASE WILL 
BE ADJUSTED TO PRICES IN EFFECT AT TIME OF SHIP- 
MENT. 

DELIVERY: Parkersburg, West Virginia Stock 
TERMS: Net 30 Days. 


BS Ana SOR Rea NAW ta eh eee, 


WE HOPE WE SHALL BE FAVORED WITH YOUR ORDER AND ASSURE YOU OF OUR PROMPT 
ATTENTION 


WESTINGHOUSE ELECTRIC SUPPLY COMPANY 


nO ; 
Memphis, Tennessee P Lia 
. B, Crone, Sales Assistant 


35621 O—60—pt. 13-61 





ADMINISTERED PRICES 


QUOTATION —THE RIECHMAN-CROSBY co. 


223-229 SOUTH FRONT STREET POST OFFICE BOX 178 


MEMPHIS 1, TENN. 


Memphie Light, Gag and Water Division Date_August 23, 1956 
_—179 Madison Aveme, Mimphis, Tennessee -_ 
At’ ‘ion Mr_Gs Se Beatus == CR: Inquiry Bid on Insulators 


Gentlemen: 
Ciena hibhes Siemngpn a LENE RN nrinne- see Se Nr 


acceptance ——— The addition of future 
phe cp ll ern mat pe as Saree. aaa ‘aed thw. 


ee eee a ee 
Tf $8006, » knox #366 - 12 48 prom poroate pe ff 
aaa 


3 


te 
7 


- 3 week: 


EL 
CCC 
i 


FORM 00 6M 8-68 sranvsno.ntnrne 8004 
Yours truly, 
THE RIBCHMAN.-CROSBY co. 


ot if 





op 
= 
o_ 
. 


ADMINISTERED PRICES 


LAPP INSULATOR CO,INC. 
Manufacturers of High Voltage Porcelain 


LE ROY, N.Y. 


OISTRICT REPRESENTATIVE 
CURTIS H. STOUT 
REPLY TO YOUR LETTER 400 SHALL STREET PF. 0.80107 


LITTLE ROCK, ARKANSAS 
TELEPHONE 4-0088 
ienintelianial rieua suave 


SUBJECT 


Memphis Light, Gas & Water Division 
Box 388 
Memphis, Tennessee 


Subject: Lapp Insulator Bid on Insulators 
Due August 23, 1956. 


Attention: Mr. C. S. Beatus 


Gentlemen: 


Inwply to your advertised bid on insulators due on August 23, we are 
pleased to quote as follows: 


Item No. 1 - 4800 - Lapp No. 6183R brown porcelain pin-type insulators. 
Net price per one hundred 

Item No. 2 - 2400 - lapp No. 8200, 10" brown suspension insulators. 
Net price per one hundred - - - - = -$308.00 
Terms - Net 30 days 
F,.0.B. Memphis, Tennessee, Freight allowed. 
Delivery - factory stock 
Prices are firm. 


We appreciate the opportunity of quoting and if favored with an order 
lease forward to - Lapp Insulator Co., Inc. c/o Curtis H. Stout, Inc. 
18 M & M Building, Memphis, Tennessee. 


Yours very truly, 
TIS H. ST NC. 
/ 


Crawford Jordgn 
CJ/gm 


ORDERS SUBJECT TO ACCEPTANCE AT FACTORY + QU: .: TIONS SUBJECT TO CHANGE WITHOUT NOTICE 





ADMINISTERED PRICES 


L.-€. SALMON - ‘ WwW. A. WREN 
PRESIOENT EXECUTIVE VICE-PRESIDENT 


No. M 5950 


PIARIC ML SOPFLY QUOTATION 
MEMPHIS, TENNESSEE Prices quoted are for acceptance within_____days, 


To Memphis Light, Gas & Water Division Date August 23, 1956 


Address 479 Madison, Memphis, Tennessee Reference: Order Noe 25985 
Memphis 


We ure pleased to quote you as follows, F.O.B. 


PORCELAIN PRODUCTS, 
4,800 Porcelain Products Noe 6196 Pin type insulators 
2,400 Porcelain Products No» 66255 10" suspension insulators © 


DELIVERY: Factory stock 
TERMS: Net 30 days 


Price is firm as to any increase, but subject to reduction to price in effect at time 
of shipment within 90 days. 


‘This quotation is fur sceeptance as noted above and subject to the terms and conditions shown on the reverse side of this sheet 


TENNESSEE VALLEY ELECTRIC SUPPLY CO. 


JOHN Le SALMO! 





ADMINISTERED PRICES 


@& RENE MATERIAL COMPANY 


GENERAL CRFICES © MILWAUKEE 1, WISCONSIN 


1o__Memphis Light, Gas & Water Division DATE August 22, 1956 
Madison Aven ue 


Memphis, Tennessee QUOTATION NO. MEBQ=3375 


Attention: c. 8 Boatus, Director Plecse address your reply referring te abeve Quetetion number 
te ovr office ot: 


"Bid on Insulators" 


4800| NP11D1 12 KV brown porcelain pin type 
insulators; equal to 0. B. no. 
12649 


10" brown suspension insulators 
equal to 0. B. No. 32440 . . «| 308.00 /0 


Prices quoted are firm on all shipments/ requested 


On orders ae 
n 


days after a price orease, 


our published price lists covering such/ materials, 
any increase not to exceed 10% pf the pricas quote 
take effect on all shipments o 
the announced price reduction. 


We appreciate the opportunity o 
favored with your order. 


Prices quoted F. O. p.Memphis, Tenn. Cheapest transportation allowed. 


All meteriol is svbject to prier sole LINE Fy COMPANY 


y 
by r ; ; 
t. & $7 Johnson 
aie Supervisor 
THE ABOVE QUOTATION SUBJECT TO TERMS AND CONDITIONS On THE fEVERSE S10E 


WHEN YOU ORDER LINE MATERIAL SPECIFY “LINE MATERIAL” 
ut MéGravw Electric Company Ls ” 


form 2943 fev. 3 


ib 





ADMINISTERED PRICES 


Date: 8-22-57 
Order No. 43170 


Quantity: (1) 10,000 (2) 6,000 


Bidders: Graybar Memphis {2 = C. 
2 00 C, 
Same 


G. E. Electric Supply e 

Joslyn Mfg. New Orleans 

Lapp Memphis 
Riechman-Crosby Memphis 

Oattis Electric Supply Memphis 

Tenn, Valley Elec. Supply Memphis 

H. K, Porter Lisbon, Ohio 
Porcelain Products Parkersburg, W. Va. 


All 9 bids for both items identical. 











ADMINISTERED PRICES 


LEGAL NOTICE TO BIPDERS 
PROPOSALS 


‘Proposals will ‘be received by the 
Board of Light, Gas & Water Com- 
missioners, City of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P.M., C.S.T., 
‘Thursday, August 22, 1957,. for fur- 
nishing f.o.b.. Memphis, Tennessee, 
transportation prepaid: — 

‘Item 1. 10,000—Ball and : socket type, 
15,000 lb. suspension in- 
sulators; ‘Ohio Brass 
Catalog No. 32440, --or 

equal. 
Item 2. 6,000—Clevis type, 25,000 Ib. 
suspension insulators; 
Ohio Brass Catalog No. 

37819, or equal. 

Bidder must state manufacturer and 
catalog number of material that he 
proposes to furnish. 

Time of delivery must be stated. 
Time of delivery together with price 
will be given due consideration in 
award of contract. 

The Board of Light, Gas & -Water 
Commissioners reserves the right to res 
ject any or all bids, to waive any in- 
formalities in the bids, or to award 
one or more contracts in any manner 
that it may elect. 

Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madi-«- 
son Avenue, Memphis, Tennessee. 

Mark: ‘“‘Bid on Insulators.” 


MEMPHIS LIGHT, GAS & 
WATER DIVISION 


C. B. Quinn, Assistant Director— 
Purchases, Stores & Supplies. 


Order No. 43170. , 
Aug. 9, 19, 20, 21, 4957—28c. "21125 





7648 ADMINISTERED PRICES 





bnanhalie 
a) QUOTATION - * / IS) ; 
ge GraybaR 
‘agtauns’ > -~~ahe INC. 
‘MEMPHIS 4, TENNESSEE 944999, 1/6 [57 
Auguet 21, 1957 ae tay Bowne 1/49/67 
ah Cpageroveck 7 (3/57 _ WC USP 
Memphis Light, Ges and Water Division PUmAee mention eal 
P, 0, Box 368 


Memphis 1, Tenn. 
Attn: Mr. C. B. Quim 
Bidowtwrsutarers aAui YrrXs7 


- RESESRRE RST Sayer ee te ereeeee ees 
Sera ee a ee eee ess Pee eee 








We také plessure in quoting es follows: 


~ 15,000 lb, suspension 
Me 2000 « natanenny tate ree Sens #3 0.00 0 O% 


aid ~~ | eee 
ayer’ 
ane Wet Petes 


to 20 
. Tia Gligas te Gnnd eugene dap. 


We hope we shall be favored with your order and assure yeu of . ,rompt 
attention, 





 88-€ (6-67) 











ADMINISTERED PRICES 





FORM JC.107-A1-@E8 


GENERAL @@ ELECTRIC 
SUPPLY COMPANY 


A DIVISION OF GENERAL ELECTRIC COMPANY 
500 SOUTH FRONT ST., MEMPHIS 2, TENN. 
TELEPHONE NO.JA7~5531 


WHEN ORDERING. PLEASE 
Rerer To quotation No, 1191 


pareo___ August 21, 1957 
Memphis Light, Gas and Water Division 


179 Madison Avenue 
Memphis, Tennessee 


LL. Attention: Mr. C. B. Quinn a 
WE THANK YOU FOR YOUR INQUIRY 


AND ARE PLEASED TO QUOTE AS FOLLOWS: 







DESCRIPTION 


MATERIAL AS MFG. BY G.E. CO, (LOCKE DEPT. 













10,000 #1840 Insulators (0B-32440) 340.00 ¢ | 34,000.00 
2. 
6,000 #18257 Ingulators (0B-37819) 42.00 c | 26,520.00 


60,520.00 
Terms: Net 





Del.: As required 


Trans.: F.O.B. Memphis, Tennessee 





Above prices are firm; however, in the 
event of a decrease, prices will be 
adjusted downward. 


pic 


ey 






ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL: QUOTATION 18 SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OTHERWISE STATED, AMD Ali ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OF FUTURE GALES, REVENUE, EXCISE OF OTHER TAX APPLICABLE TO THE MERCHANDISE COVERED BY THIS GuUOTA- 
THOM, OF TO THE GALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER. 
WE HOPE THAT WE GHALA BE FAVORED WITH YOUR ORDER, AND AsSURE YoU OF 


vouns vauty, Fe : CL aftr” 


(SEE REVERSE GIDE FOR STANDARD CONDITIONS APPLYING) 


‘OAL SD DEPARTMENT 





ADMINISTERED PRICES 


JOSLYN MFG. AND SUPPLY CO. 
GULF DIVISION 
6141 Jefferson Highway - New Orleans 23, Louisiana 


VErnen 56-7206 
August 19, 1957 
MAIL 
Memphis Light, Gas and Water Division 
179 Madison Avenue 


Memphis, Tennessee 


Attention C. B. Quinn, Assistant Director - 
Purchases, Stores & Supplies 


Gentlemen: 
SUBJECT: Bid on Insulators - Ord No 


With reference to subject above, we would like to quote on the 
following material, F. 0. B. Memphis, Tennessee: 


10,000 No. L-1060, 15,000# Suspension Insulators $30.00 C oF 
6,000 No. L-1570, 25,000# Suspension Insulators 42.00 C OK. 


SHIPMENT: No. L-1060, 1 carload per week beginning in one week after 
receipt of an order. 


No. L-1570, 2000 in two weeks, balance in 6 to 7 weeks. 


TERMS $ Net 30 days. 
We trust that the above quotation will be received favorably and 
we also would like to thank you for this opportunity of quoting. 
Very truly yours, 
JOSLYN ly and SUPPLY CO. - GULF DIVISION 


Yokel 


{ion Hd 
i 


i 















ADMINISTERED PRICES 


LAPP INSULATOR CO,INC. 


Manufacturers of High Voltage Porcelain 
CODES BENTLEY'S A.B.C. Stu IMP. « CABLE ADDRESS LAPPINSUL LE ROY 
LE ROY, N.Y. 
OISTRICT REPRESENTATIVE 
CURTIS H. STOUT 
400 SHALL STREET P.O. 80X 107 
REPLY TO YOUR LETTER LITTLE ROCK, ARKANSAS 
TELEPHONE 4-638 
SUBJECT August 21, 1957 


MEMPHIS OFFICE 
718 M&M BUILDING 
TELEPHONE 86-7601 


Memphis Light, Gas & water Division 
Box 388 
Memphis, Tennessee 


Subject: Lapp Bid on Insulators 
Attention: Mr. C. B. Quinn 





Gentlemen: 


In reply to your advertised bid on suspension insulators, we are 
pleased to quote as follows: 








Item 1 - 10,000 - Ball and socket type, 15,000 1b. suspension insu- 
lators - lapp Catalog Number 8200: ve 


Net price per huhdred ---------+---- $340.00 /C 
Item 2 - 6,000 - Clevis type, 25,000 lbs. suspensioi. insulators, 
Lapp Catalog Number 2306 Oh. 
Net price per hundred - --------+---- $+42.06/C 


Terms - Net 30 days - Prices firm with downward escalation. 












F,.0.B. Memphis, Tennessee, transportation prepaid. 
Delivery - 30 days 


We appreciate very much the opportunity of quotirig and should we be 
favored with an order please forward to - Lapp Insulator COémpany, c/o 
Curtis H. Stout, Inc., 718 M & “ Building, Memphis, Tennessee. 


ey” 


ORDERS SUBJECT TO ACCEPTANCE AT PACTORY » QUC. IONS SUBJECT TO CHANGE WITHOUT NOTICE 


Yours very truly, 


ADMINISTERED PRICES 


QUOTATION—THE RIECHMAN-CROSBY CO. 


223-229 SOUTH FRONT STREET POST OFFICE BOX 173 


MEMPHIS 1, TENN. 


LOCAL PHONE JA 65-2461 


August 22, 1957 
Ses 


Memphis Light, Gas & Vater Commissioners es 


Menphis, Tennessee 


A tion Mr——Ce Be Quinn Re: Inurizy__ OOK No- 43170 


Gentlemen: 

Wo ase glilitd'ws qete' the tioning pun on.__Pestiestion ie Ot 90 Daye 

The subject to immediate acceptance also sub without The edition 

ese ae Reins ab jst by te pce lebeks ne sate Tbe 58 of any present o future taxes ap- 


OELIVERY DATE 
rom order. _ 


insulators; Victor #900 oe 0 5000-4 wks 
rom order 














Clevis type, 25,000 000 1b. . : : B,000-5 weeks 
ineulators ~ Victor AB , 7.0 rom order 


aitte 








Firm prices down 















































ADMINISTERED PRICES 


JecTRIC SUPPLIERS, INC. 


€LecTtTanartc SUPPLIES: 
PHONE 5-0443 + 240 NORTH FRONT STREET © P.0,80X SIS 


Memphis (1) Tennessee 
QUOTATION 
Memphis Light, Gas and Water Division August 22, 1957 
P. 0. Box 388 z eee) sae Ne 
Memphis, Tennessee 


Correspondence Pertaining 
Quotation Please Rater te hy this No. 8 = 780 


QUANTITY | DESCRIPTION 


crceerces ca 2 


8 10 oN. | (INSULATORS 


10,000 | Victor 900 ball and socket type, 15,000 Ib, suspension 
insulators 


Delivery: 5000 - 3 weeks from order 
5000 = 4 weeks from order 


Victor 815 clevis type, 25,000 ib. suspension insuéators we 442.00 C 


Delivery: 3000 = 5 weeks from order 
3000 = 6 weeks from order 


Terms: Net 30 days 
F 0.8. Memphis } 


Prices firm for 90 days from date of price 


increase. in the event of price) decrease, 
material will be invoiced at lower price. 


| 


FLECTRIC SUPPLIERS, | ING. 
Successors to | 


OATTIS- ELECTRIC SUPPLY CO, 


vy Eb (aa liackihee ea 





ADMINISTERED PRICES 





r* 
WwW. A WHEN 
Execurive Vict .Pacsipenr 


L. £&. SALMON 
Pra sient 


a vo. J 8764, 
Cc 2 DAKe 22 Valley eee 
[BER [ene QUOTATION 


MA AI na So je} 


MAPAN Y 








MEMPHIS, TENNESSEE Prices quoted are for acceptance within _____days. 
To Memphis Light, Gas & Water Division Date August 22, 1957 
Address 179 Madison, Memphis, Tennessee Reference: Order Noe 43170 


We are pleased to quote you as follows, F.0.B.-_- Memphis _ ca ila tae ee onS 


PORCELAIN PRODUCTS 


10,000 pes. Porcelain Products Cate #66255 Ales 
Ball & Socket type, 15,000 lbs. , 
Suspension insulators, similiar 


and equal to Ohio Brass #32440 $ 340.00 c 
6,000 pose Porcelain Products Cate #66265 

Clevis-type, 25,000 lbs. Le 

Suspension Insulators, similiar 

and equal to Ohio Brass #37819 $ 442.00 c 


DELIVERY: Item No. 1 — From factory stock 
Item Noe 2 — ninety (90) days 


TERMS: Net 30 days 
Price is firm as to any increase, but subject to reduction to price in effect at time of 
shipment. 


= 


oo 


This quotation is for aceeptance as noted above and subject to the terms and conditions shown on the reverse side of this sheet. 


TENNESSEE Dp ELECTRIC SUPPLY CO. 
By 








JOHN Le SALMON 





re 





ADMINISTERED PRICES 


QUOTATION —THE RIECHMAN-CROSBY CO. 


223-229 GOUTH FRONT STREET POST OFFICE BOX 178 


MEMPHIS 1, TENN. . AY 7 7-10! 


LOCAL PHONE JA 56-2461 


Menphis Light, Gas & Vater Commissioners August 22, 1957 
= Diente 
gon AVA. 
Meniohis, Tenn. 





No. 43170 
ee ee SS. ee  cncclhenbt ts 


= ; Destination Net 30 Days 
We are pleased to quote the following prices F.O.B. I A riveting 


ia subj immediate acceptance and _2: ‘also sub; change without notice. addition future 
ee ee: rode» sold hereunder must be paid Parca he se aes wiht aan ins mf tga nied ao 


ives UNIT 
a ona ad TTT. A es oe oe 


19,000) Ball and socket type, 15,000 1b. suspensio /3 per veek 
Angulators; Thomas #21243 ~ 340.000 UV Btarting & wks 
a : ecetpt-of 





Slevis tyoe, 25,000 lb. suspension insulatp 
Thomas #1325 


‘Firm Prices Down. 











Supplier: Thomas Works, Niv. of Delta Star. 























roru os om CLAneememrnis 87ND 


THE RIBCHMAN-CROSBY CO. 


) 


“VN AVG oR Ry 
cotrteat a \oe 


MR/Aj 





PRINCIPAL PRODUCTS 


ADMINISTERED PRICES 


DELTA-STAR ELECTRIC DIVISION 
H. K. PORTER COMPANY (OnLAWARE) 


Thomas Werks © Lisbon, Ohio « HArtison 4-7231 


August 16th, 1957 


City of Memphis, 
Memphis Lt. Gas & Water Div. 
179 Madison Ave., Atten: Mr. C.B. Quinn,Asst.Dir.Pur.Stores & 
Memphis, Tenn. Subj: Bid Opening Date 2:00 P.M. Supplies 
August 22, 1957 
Bid on Suspension Insulators 
Gentlemens- 


We have your inquiry referred to us by our agent, Williamson 
Sales Co., and are pleased to quote you on the following 


10,000 - Thomas #2123 Ball and Socket Suspension p< , 
Insulators, similar and equal to Ghio Brass Yi 
#32440 @  $340.00/c 
6,000 - Thomas #1325 Clevis Type Insulators. 
similar and equal to Ohio Brass 
#37819 @ $4h2.00/c 
F.0.B, Lisbon, Ohio with freight allowed to Memphis, Tenn. 


Net 30 days. 


Shipment can be made 1/3 each item every week starting eight 
weeks after receipt of order. 


We trust we will be favored with your order. 


Yours very truly, 


THE R, THOMAS & SONS COMPANY 
H. K. PORTER COMPANY ( DELAWARE) 


AY _—— A Qo ns 
N,K. Bowling, 
CC: Williamson Sales Co. Ass't. Sales Manager, } 
Shreveport 
Williamson Sales Co., 
Pine Bluff 


@ Outdoor Substations @ Disconnect Switches @ Power Connectors @ Cable-Ways ¢ Metal -Enclosed Buses 


Keystone Lodder Mounts @ Peerless Tools @ Collector Systems @ Load interrupter Switches © Crystal Valve Arresters 


@ Electrical Porcelain « 





ADMINISTERED PRICES 


“fLiwit SUPPLIERS, INC. 
' Successors to - - 


“WHOLESALE CLECTRte Suerrtciese- 


PHONE 5-0443 + 240 NORTH FRONT STREET © P.0.80X S15 


Memphis (1) Tennessee 
QUOTATION 
Memphis Light, Gas and Watér Division Date__Avgust 22, 1957 
P. 0. Box 388 . 
Memphis, Tennessee 


Correspondence Pertaining te this 
Quetetien Prope Reter to 0 By Sie 


DESCRIPTION TERMS | 
BIO ON INSULATORS 
Ball and socket type suspension insulators, Knox 810 $ 340,00 C 





Clevis type suspension insulators, Knox 71012 


442.00 C 


Delivery: item | = 4000 within 3 wee 
receipt of order and the 
balance within 4 weeks. 

Item 2 - Within 45 days after meipt 
of order. | | 
| 


Terms: Net 30 days 
s after 


Freight allowed on 200 Ibs, or over, 


| 
| 
| 


OATTIS ELECTRIC SUPPLY CO. 


By~- WW ilerintinkld,: 


ELECTRIC a ING. 








7658 ADMINISTERED PRICES 


QUOTATION—THE RIECHIMAN-CROSBY CO. 


223-229 SOUTH FRONT STREET POST OFFICE BOX 173 
MEMPHIS 1, TENN. . 
LOCAL PHONE JA 83465 CAB 
TEL 
Memphis Light, Gas & Vater Comnissioners Date__August 22, 1957 


Vediaon Ave. 
Memphis, Tennessee 


C. BK. Cuinn Order No. 43170 


zation Mr. Re: Inquiry. 
Gentlemen: 
We are plessed to quote the following pete FOB "Station  tarene Nnt 50 Days 


This subject to immediate acceptance ee change without notice. The addition of any present or future 
PCS Spend Remco py he percha fa the nme manner aod with de wma let wf orgy ned therein, 


ivan —— DESCRIPTION p.m EXTENSION DELIVERY DATE 




















Pall ani socket type, 15,000 lb. suspensi pf insulators; _ ee aac ra 
iM Knox #31022 _ ae “| 340.00 ¢) prder-Bal. 
thin 4 weeks. 
= 6,00 “ Clavis tyne, 25,000 1b. suspension insulctprs : 5 de = 
__|_}__| Knox #71012 A2.00 eceipt of ordor 














Mir rm prices down 


























ronm es ou CLAREE-etmrnis B7OND 


Yours truly, 
THE RIECHMAN-CROSBY CO. 


ronm 





ADMINISTERED PRICES 





Porcelain Pioducts, Inc. 


PARKERSBURG, W. VA. - U.S. A. 
CABLE ADDRESS: PORCELAIN NTS: CAREY, OHIO 
TELEPHONE: 7-5494 QUOTATION PARKERSBUEG.W. VA. 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


pate August 19, 1957 
no. 312 


7% 


phis Light, Gas, and Water Division 
Ey 498 Madison Avenue 
Memphis, Tennessee 
cks 
pt of Subject: Bid on Insulators 
eke. Gentlemen: 
: The following is our quotation on the material 
id specified in your legal notice to bidders covering 10" 
order suspension insulators. t i 


@Item 1 10,000 pes. Porcelain Products Cat. #66255 $30.00/c 
—_ Ball & Socket type, 15,000 tbs. net 
seb Suspension Insulators, similiar 


and equal to Ohio Brass #3240 oF 
= Item 2 6,000 pes. Porcelain Products Cat. #66265 2.00/c 
— Clevis-type, 25,000 lbs. net 


— Suspension Insulators, similiar 
and equal to Ohio Brass #37819 


= fob: Memphis, Tennessee 
— Terms: Net 30 days. Conditions as per attachment. 


Delivery: Item No. 1 - from stock 
Item No. 2 = ninety (90) days 


Thank you very kindly for this opportunity to quote 
on your requirements. We are pleased to be of service, 


sf Very truly yours, 
ay! 
' \\y ) PORCELAIN PRODUCTS, INC. 
oa VV \ Al i . 4- er 
—_ / Derit A. Crytzer, Salfs Engineer 
Hi-Voltage Division / 
DAC :bmt 
Attachment 


THIS QUOTATION DOES WOT INCLUDE ANY LOCAL On STATE TAXES 


HIGH AND LOW VOLTAGE INSULATORS, SPECIAL SHAPES POLE LINE HARDWARE, ELECTRICAL SPECIALTIES 


ORM 78 am 6-02 





ADMINISTERED PRICES 


@ WESTINGHOUSE 7) ) 
ELECTRIC SUPPLY COMPANY 
aporess__845 North Main street 
Memphis, Tennessee = == DATE__ August 22,1957 


4 


Mr. C. B. Quinn, Assistant Director 
. Purchases, Stores & Sypplies 


. Memphis light, Gas & Water Division WHEN ORDERING \, QUOTATION 

. 179 Madison Avenue “ 

i Me aghis, Tennessee PLEASE REFER TO / No. 57-2180 
WE THANK YOU FOR YOUR INQUIRY OF August 9, 1957 AND ARE PLEASED TO QUOTE YOU AS FOLLOWS: 


Rote 
Of Cash 
DESCRIPTION at] of Cash} DELIVERY 


Pos. Porcelain Products Cat. #66255 Ball & Socke ol 
type, 15,000 lba. Suspension Insulators, similar 
and equal to Ohio Brass #3240 $340.00 ¢ 


Pos. Porcelain Products Cat. #66265 Clevis-type, 
25,000 lbs. Suspension Insulators, similar and oF 
equal to Ohio Brass #37819. $42.00 C 


TuRMS: Net 30 days. Price firm for shipment 
within 90 days from date of order. For 
shipments made more than 90 days Dut not 
exceeding one year from date of order, 
invoice prices will not exceed prices at 
date of order by more than 10%. In event 
of pric@fecrease, you will be invoiced at 
price in effect at time of shipment. 

In event of price increase, your order wi}l 
be treated as having a date immediately 
preceding the date of price increase. 


D& LIVERY: 
Item No. 1 - from stock. 
Item No. 2 ~ ninety (90) days. 


PTL ee Rac 


WE HOPE WE SHALL BE FAVORED WITH YOUR ORDER AND ASSURE YOU OF OUR PROMPT 
ATTENTION 


WESTINGHOUSE a oo SUPPLY COMPANY 


a r 
Memphis, Tennessee ¢. it } 


- Le Peck, Sales Assistan 


£0. 





ADMINISTERED PRICES 7661 


INSULATORS 


1957 Date: 1-16-58 
Order No. 50156 
| Quantity: Items (1) 15,402 (2) 8,604 
| Bidders: Graybar Memphis (1) $340.00 C, 
\ (2) 442.00 Cc. 
IvERY. G. E, Supply Co. Memphis Same 
a Lapp Ins. Co. Memphis Same 
Williamson Sales Corp. Memphis Same 
Riechman-Crosby Co. Memphis Same 
' . " (alt.) Memphis Same 
H. K. Porter Co, Lisbon, Ohio Same 
Tenn, Valley Elec. Supply Memphis Same 
Westinghouse Memphis Same 
Line Material Co. . Memphis Same 
Joslyn Mfg. New Orleans Same 
Electric Suppliers, Inc. Memphis Same 


All 12 bids identical for both items, 


PANY 





ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


Proposals will be received by the 

Boar of Light, Gas & Water Com- 

missioners, City of Memphis, at its 

offices, 179 Madison Avenue, Mem- 

phis, Tennessee, up to 2 o’clock P.M., 

oe ha Thursday, January 16, 1958, 

for furnishing f.0.b. Memphis, Ten- 

nessc=, tvansportation prepaid: 

Item 1. 15,402—-Ball_ and socket type, 
15,000 Ib. suspension in- 
sulators, Ohio _— Brass 
Catalog No. 32440, oF 

equal. 

Item 2. 8,604—-Clevis type, 25,000 Ib. 
suspension. insulators, 
_Ohio Brass Catalog No. 
37819, or equal. 

Bidder must state manufacturer and 
catalog number of materials that he 
proposes to furnish. 


Tire of delivery must be _ stated. 
Tirce of delivery together with price 
will be given due considération in 
award of contract. ’ 

The Board of Light, Gas & Water 
Commissioners reserves the right to 
reject any or all bids, to waive any 
informalities in the bids, or to award 
one or more contracts in any manner 
that it may. ebect. 


Address ae roposals to the Memphis 
Light, Gage & Water Division, 179 Madi- 
son, Avenue, Memphis, Tennessee. 


Mark: “Bid on_ Insulators.” 
MEMPHIS LIGHT, GAS & 
WATER DIVISION 


C. B. Quinn, Assistant Director— 
Purchases, Stores & Supplies. 


Order No. 50156, | 
Dec. 27, 1957, Jan. 13, 14, 15, ae 





ADMINISTERED PRICES 


QUOTATION 


Gra yb aR 


1474 LAMAR AVENUE 


MEMPHIS 4, TENNESSEE Ceahuel,. gulls 
January 16, 1958 nota #52007 1/3//5§ 


Ake #52006, 6/3/ 


Memphis Light, Gas and Water Division PLgase mEenTioN 
179 Madison Avenue 
Memphis, Tenn, 


Attn: Mr. C. B. Quinn 
Bid on Insulators, Due 1/16/58 


entice and ony change Sipelated quant: 
‘cares payable by the Sell 1 Poaeal, Same, or Sant 
Guyer agrees to reimburse Seiler for 
Seller is not to be accountable 


supplies of 


15,402 - Ball and socket type, 15,000 lb, suspension 
insulators, Ohio Brass Cat, No, 32440 


2. 68,604 - Clevis type, 25,000 lb. suspension insulators, - 
Ohio Brass Cat, No, 37819 


Terms: Net 30 days 

FOB: Memphis 

Del: Factory stock 

Prices: Firm with escalation downward 


We hope we shall be favored with your order and assure you of prompt 


attention, 


Yours truly, 





ADMINISTERED PRICES 


GENERAL @@ ELECTRIC 
SUPPLY COMPANY — 


A DIVISION OF GENERAL ELECTRIC DISTRIBUTING CORPORATION 
$00 SOUTH FRONT ST. — P. O. BOX 2830 — MEMPHIS 2, TENN. 
TELEPHONE NO.....JA7=.0351 


WHEN ORDERING. PLEASE 
REFER TO quotation No. 32 


+ 


paTep__January 16, 1958 _ 
Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 
| Attention: Mr. C. B. Quinn a4 


WE THANK YOU FOR YOUR INQUIRY 


QUANTITY DESCRIPTION gc DELIVERY 


MATERIAL AS MFG. BY GENERAL ELECTRIC 
COMPANY (LOCKE) 


Ball and Socket Type 15,000 lb. Suspension 
Insulators, Ohio Brass Cat. No. 32440, or 
equal. 


LOCKE NO. 1840 


Clevis Type, 25,000 lb. Suspension Insul- 
ators, Ohio Brass Cat. No. 37819, or equal 


LOCKE NO, 18257 





Terms: Net 
Del.: 2 weeks 
Trans.: F,0.B, Memphis, Tennessee 


Prices are firm with downvard escatlation; 
shipment will be made prior to April 15, 
1958. e 





% 


se 1 (poe eee me es = ee 


ALL AGREEMENTS ARE MADE CONTINGENT UPON DELAYS BEYOND OUR CONTROL; QUOTATION 18 SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OTHERWISE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OR FUTURE SALES, REVENUE, EXCISE OR OTHER TAX APPLICABLE TO THE MERCHANDISE COVERED BY THIS QUOTA 
TION, OR TO THE SALE OR USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER. 


WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER, AND ASSURE YOU OF PROMPT ATTENTION. 


mo lagged owed 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) LES DEPARTMENT 





ADMINISTERED PRICES 


LAPP INSULATOR:CO,INC. 
Manufacturers of High Voltage Porcelain 


CODES BENTLEY'S ABC Stu IMP + CABLE ADDRESS LAPPINSUL LE ROY 


_LE ROY, N.Y. 


DISTRICT REPRESENTATIVE 
CURTIS H. STOUT 
REPLY TO YOUR LETTER 400 SHALL STREET P.O. 80x 107 


LITTLE ROCK, ARKANSAS 
January 10, 19 58 TELEPHONE 4-0038 
parte MEMPHIS OFFICE 


718 M&M BUILDING 
TELEPHONE 8-760! 


Pema on §B0" Gas & Water Division 
x 


Memphis, Tennessee 


Subject: Quotation on lapp Insulators 
Attention: Mr. C. Be. Quinn 


Gentlemen: 


In reply to your advertised bid on insulators, we are pleased to quote 
as follows: 


15,402 - Lapp No. 8200 Suspension Insulators 
Net price 


8,60+ - Iapp No. 2300 Suspension Insulators 
Net price 


F,0.B. Memphis, Tennessee, transportation prepaid. 
Terms - net 30 days 


Delivery - to begin two weeks from receipt of order 
- to be completed in four weeks. 


Prices are firm with downward escalation in effect at time 
of shipment. 


We appreciate very much the opportunity of quoting and should we be fa- 


vored with an order please forward to - =e Insulator Company, Inc., 
c/o Curtis H. Stout, Inc. 718 M & M Bldg., Memphis, Tennessee. 


Yours very truly, 


Lapp Insu “7 YY 2 Inc. 
t" Oa 
9 il, Cue 


onions ‘fort Ll Moot 
— Office 


ORDERS SUBJECT TO ACCEPTANCE AT FACTORY + QUOTATIONS SUBJECT TO CHANGE WITHOUT NOTICE 











7666 ADMINISTERED PRICES 


QUOTATION 


wy 


WILLIAMSON SALES CORPORATION 


3640 Dunn SUETNECA 
BLOLESCES : Memphis 11, Tennessee 
Memphis Light, Gas & Water Division saene aeaee 
179 Madison Avenue ReferenceQrder #50156 
Memphis, Tennessee 


Bid Opening Jan. 16th 
Attention: Mr. o 3 B, . Assistant-Director 


Gentlemen: chases, Stores and Supplies 
se 
Looke /o 
ITEM QUANTITY Std, Pkg. DESCRIPTION Gat No PRICE PER Setblieiye 
1 15,402 6 "MICROGLAZE" susp. 1840 $340.00 


inel. Bas type 

5-3/4 x 10" dia. 

15000 lbs. MAE pur 
strength, in accord- 

ance with EEI-NEMA- Fas 
ASA Class 52-3 


2 8, 604 6  "wrorogtAze* "xas" 16257 / $42.00 

Clevis type 5-3/4 x 
10" dia. 25000 lbs. 
M4&E strength, in 

' acoordance with 
EXI-NEMA-ASA Class Pa 
52-6. This insulator 
ie made with our new 


high strength porcelain 
oeramid body 


AS MANUFACTURED BY LOCKE INSULATOR DEPT, 


Prices are firm with downward escalation, 
shipment to be made prior to April 15, 1958 


F.0.B. Point: Memphis, Tennessee 
Delivery Schedule: 2 weeks 
Terms: Net 30 days 
Terms and conditions on reverse side are a part of this quotation. We appreciate your having us quote on your require- 
ments and are looking forward to the pleasure of serving you. 
Yours very truly, 


WILLIAMSON SALES CORPORATION 


Oe. ee an é. ot a Faas 
ferrell L, Cooper, Vice President 





00 


vire- 


TION 


dent 


ADMINISTERED PRICES 





QUOTATION —THE RIECHMAN-CROSBY CO. 


223-228 SOUTH FRONT STREET POST OFFICE BOX 173 


MEMPHIS 1, TENN. . 
LOCAL PHONE JA 5-246! 


Memphis Light, Gas & Vater Commissioners January 16, 1958 
i rrseeectensen a etecdchernetidethainnias 
Memphis, Tennessee 


Cc. B. Quinn Order No. 50156 








te ‘ea Sh... nnn ee 
Cui Destination Net 30 Days 
We are pleased to quote the following prices F.O.B. Te 
immediate acceptance end change without 
Hea ee pn Sm oid hereunder must be -— oes : 


tram | QUANTITY | UNIT 


1 peel fp 1 and socket type, 15,000 1b. suspension) 
insulators ~- Victor #900 equal ‘to Ohio Bras 
— aaa 


2 | 8,60 ba levis type, 25,000 1b. suspension ingulato 
Victor #815, equal to Ohio Brass #37819 


|_| _Drurvenrs ides a 


Item 1 - 5 Tr week _starti 3 weeks 
aes of order. — 
e ‘Ttear-2-=-4, 000 per week starting 6 } 0 e 


—_______ 33001 9%-of_694638.$_$_$___ a 


~ ‘(Firm prices and down. 




















STPPLTER: Victor Insulators Di Div. 











fromm es om _ CiAent eterna aie re : - 
Yours truly, 
THE RIBCHMAN-CROSBY CO. 


pry 
Outen tae A 
By Y Picvtrtcal ovens . en 


MR/ej 





ADMINISTERED PRICES 


QUOTATION—THE RIECHMAN-CROSBY CO. 


225-229 GOUTH FRONT STREET POST OFFICE BOK 173 


MEMPHIS 1, TENN. 
LOCAL PHONE JA 68-2461 


Memphis Light, Gas & Water Commissioners January 16, 1958 
Memphis, Tenn. 


C. B. Quinn Order No. 50156 


ention Mr. Re: Inquiry 
Gentlemen: 


We are pleased to quote the following prices F.O.B. 
esbject einai’ Depmanes 
————————EE fa Rewcnr t fls ta pc ‘ieee 


Destination 


1 2 Ball and socket type 15,000 1b. suspetsion 


|__| __ [insulators - Thomas #21243, equal to Ohio 


ie: Brase eL LD 
2 
paren Thomas #1325, cmmackcal to Ohio Brass #37819 


| _|SUPPLIR: Delta Star Electric Division 





Prices firm end dovm 


DELIV@RY: Complete in 10 weeks after 
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ADMINISTERED PRICES 7669 


















H.K.PortTER COMPANY oe.awase 
DELTA-STAR ELECTRIC DIVISION 


LISBON, OHIO 


January 7th, 1958 


Memphis Light,Gas & Water Division, 
179 Madison Ave., 
Memphis, Tenn. 
Atten: Mr. 0.B, Quinn, Asst.Director 
Purchases,Stores & Supplies 
Subj:: Order #50156 - 


Bid on Insulators 
Gentlemen: - 


In reply to your inquiry of December 27th., we are pleased 
to quote you on the following:- 





Item 1. 15,02 - Thomas #2123 Ball & Socket Suspension 


Insulators, 15,000# M&E similer and 
equal to Ohio Brass #32440 @ $3h0,00/0 








Item 2. 68,60 - Thomas #1325 Clevis Type Suspension 


Insulators, 25,000# M&E similar and 
equal to Ohio Brass #37819 @ $h2.00/C 


F,0.B. Lisbon, Ohio with freight allowed and prepaid to 
Memphis, Tenn. 













Net 30 days. 


Shipment can be made complete in 10 to 12 eae after 
receipt of order. 


We trust we will be favored with your order, 


Yours very truly, 









THOMAS WORKS 
DELTA STAR ELECTRIC DIVISION 
H. K, PORTER CO. (DELAWARE) 


A he 


N.K, Bowling, 


NKB/RR Ass't. Sales Menager. 


CC:Delta Star Elec.Div. 
Birmingham, Ala, 





7670 ADMINISTERED PRICES 


tL. E SALMON W. A WREN 
PRESIDENT: EXECUTIVE VICE-PRESIDENT 


No: M 9112 


(IQVTZIS TA 
ELECTRICI SUPPLY QUOTATION 








MEMPHIS, TENNESSEE Prices quoted are for acceptance within_____days. 
fo Memphis Light, Gas & Water Div. Date January 16, 1958 
Address 179 Madison, Memphis, Tenn. Reference: mBid on Insulators" 


We are pleased to quote you as follows, r.o.p.___ Memphis, Tonneases 





pace —— a AS 


PORCELAIN PRODUCTS 


15,402 Porcelain Products No. 66255, 15,000 lbs. 
ball and socket type suspension insulator, 
similar and equal to OB #32440. 340.00 c 


8,604 Porcelain Products No. 66265 25,000 lbs. 


clevis type suspension insulators, 
similar and equal to OB #37819, 442.00 c 


DELIVERY: Item 1 - Stock 
Item 2 - 6 - 8 weeks” 


TERMS: Net 30 days 


Price is firm as to any increase, but subject to reduction to price in 
effect at time of shipment, 








This quotation fs for acceptance as noted above and subject to the terms and conditions shown on the reverse side of thie sheet. 


TENNESSE VALLE dll. SUPPLY CO. 
HN L, SALMON 








ADMINISTERED PRICES 


Wasco 2087 3.57 


@ Westinghouse 


ELECTRIC SUPPLY COMPANY 


Mr. C. B. Quinn, Assistant Director - 
. Purchases, Stores & Supplies 
TO:— . Memphis Light, Gas & Water Division 
179 Madison Avenue 
| ernie 1, Tennessee <i 


WHEN ORDERING 
PLEASE REFER TO 


© 


7671 


parelanuary 16,1958 


QUOTATION 
No. 58-2020 


WE THANK YOU FOR YOUR REQUEST OF December 27, 1957 AND WE ARE SUBMITTING THE FOLLOWING QUOTATION; 











QUANTITY | DESCRIPTION |— jaa peices _—__ gical DELIVERY 
Item Qty.| +a 

1 15,402] Porcelain Products No. 66255 15,000 lb. ball 

and socket type suspension insulator, similar 

and equal to OB #32410. $340.00 c Factory 

Stock 

2 6,604 Porcelain Products No. 66265 25,000 lb. clevis 

type suspension insulators, similar and equal 

to OB #37819. $442.00 c 


FIRM PRICES DOWNWARD ESCALATOR 








SUBJECT TO THE STANDARD CONDITIONS PRINTED ON THE REVERSE SIDE OF THIS FORM AND wnicn ARE A PART HEREOF. 


Oe 





WE ARE LOOKING FORWARD TO RECEIVING YOUR ORDER, AND CAN ASSURE YOU OF PROMPT SERVICE. 


WESTINGH' 


OB 
Memphis, Tennessee 





LL, SUPPLY COMPANY 


~ Feck, Sales Assistant™ 





ADMINISTERED PRICES 


Our nome has changed 
LINE MATERIAL INDUSTRIES 


McGRAW-EDISON COMPANY 
RENE MATERIAL COMPANY 


GENERAL OCFFICES © MILWAUKEE 1, WISCONSIN 


Division pate__January 16, 1958 
QUOTATION NO. MEQ-h185 


Please address your reply referring te above Quotation number 
» Asst. Director 4, ou ottice or PeOeB 


179 Madisen Avenue 


itt Quentity CATALOG NO. DEescairTrion 








Your Ref.: 


"Bid on Insulators." 


1. 15,02 ms1A3 Ball and socket type, 15,000 
' lb. suspension insulators, 
equal to 0.B. Wo. 32h)0....e00) 340.00 6 Net| 45 Days 


2. | 8,60 Clevis type, 25,000 lb. 
suspension insulators, 0.B. 
No. 37819 ccccccccccccescosccce Unable} to quote. 


Prices will be firm on all orders for 
shipments made within 90 days ffpom the 
effective date of a price increase. In 
the event of a price increase, ho 
increase will exceed 10% on shipments 
made within 12 months from the fate of 
an erder, In the event of a price 
decrease, shipments made on or after 
the effective date of such decrpase will 
be billed at the lower price. 


We appreciate the opportunity of quotin 


ead hope to be favored with yo order. ' 


. 


a a a a I SR SS 


Ail material is wbject te prier sole COMPANY 


Prices quoted F. O. 8. Memphis, Tenns . Cheapest transportation allowed. By aie 


form 2049 & « E. Johnson 
Tees ’ ranch Supervison 
THE ABOVE QUOTATION SUBJECT TO TERMS AND CONDIT S ON THE GEVERSE SIDE 
WHEN YOU ORDER LINE MATERIAL SPECI. «NE MATERIAL” ja 
wt MGraw Elechic Compu. hivision 








ays 


EBS 


ADMINISTERED PRICES 


JOSLYN MFG. AND SUPPLY CO. 
GULF DIVISION 
6141 Jefferson Highway - New Orleans 23, Louisiana 


NEW ORLEANS BRANCH VErnon 56-7206 


January 8, 1958 























VIA AIR LiAIL 
Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 


Attention C. B. Quinn, Assistant Director - 
Purchases, Stores & Supplies 


Gentlemen: 





SUBJECT: Your Order No. 50156 








With reference to your inquiry under subject order number, we are very 
pleased to quote the following: 





Item 1 - 15,402 Pinco L-1060 ball and socket, 10" suspension we 
insulators, 5-3/4" spacing, 15,000 lb. 


M&E Strength, EEI-NEMA Class 52-3-price $340.00 C 








Item 2 - 









8,604 Pinco L-1570 suspension insulators, clevis 
tongue, 5-3/4" spacing, 10" diameter, yr 
EEI-NEMA Class 52-6-price $442.00 C 

25,000 lb. M&E Strength 


Shipment on the above can begin in one week and be completed within thirty 
(30) days. 


This quotation is offered for thirty (30) days acceptance. 


Terms = Net 30. Prices F.O.B. Lima, N. Y., freight allowed and subject 
to the following terms: 











Prices quoted are maximum provided we are allowed to 
ship within 90 days after the next price increase. If 
at time of eo eeeet our published prices are lower, 
material will be billed at the lower price. 


We appreciate the opportunity of quoting on this material and trust that 
you will be able to favor us with your order to cover. 


Very truly yours, 





JOSLYN MFG. and SUPPLY CO. 


NE 


- GULF DIVISION 








MAJ/ims 








35621 O—60—pt. 13 63 





ADMINISTERED PRICES 


Clechic Y~) Supplions. One. 


WHOLESALE ELECTRIC SUPPLIES 
PHONE JA 5-0443 MEMPHIS.TENNESSEE 232 NORTH FRONT ST. P.O. BOX 515 


Memphis Light, Gas and Water Division QUOTATION Date___January 16, 1958 
P. 0. Box 388 
Memphis, Tennessee 


Any Correspondence Pertaining to this 
Quotation Please Reter to It by this _No. 1-3! 


eee DESCRIPTION 


BID ON INSULATORS 
Victor 900 suspension insulators (equal 08-32440) 


Delivery: 5,000 per week starting 3 to 4 week 
from receipt of order. ~ 


Victor 815 suspension Insulators (equal 08-37819) 


Delivery: 4,000 per week starting 6-7 weeks 
from receipt of order. 





Terms: Net 30days 
F.0.B. Memphis 
Prices firm, subject to downward rev 








| 


ELECTRIC SUPPLIERS, INC. 





ADMINISTERED PRICES 


GALVANIZED RIGID CONDUIT 


Date: 1-9-58 

Order No, 50160 

Quantity: Items (1) 25,000 (2) 3,000 

Bidders: Electric Suppliers, Inc. $44.73 C. 


2) 59.75 Cc. 


W. B. Davis Electric Supply Same 


Vest inghouse Same 


G. E. Supply Co. Same 


Graybar Same 


Tenn,Valley Elec.Supply Same 


Riechman-Crosby Same 


All 7 bids identyoa), 





ADMINISTERED PRICES 


LEGAL NOTICE TO BIDDERS 
PROPOSALS 


Proposzls will be received by the. 
Board of Light, Gas & Water Come : 


missioners, ity of Memphis, at its 
offices, 179 Madison Avenue, Memphis, 
Tennessee, up to 2 o’clock P.M., C.S.T., 
Thursday, January 9, 1958, for fur- 
nishing f.o.b. Memphis, . Tennessee, 
transportation prepaid: | 
Item 1. 25,000—Ft. 114” galvanized, 
rigid conduit in 10 ft. 
lengths with one gal- 
vanized coupling per 
length. 
Item 2. 3,000—Ft. 2” galvanized, rigid 
; conduit in 10 ft. lengths 
with one — 
coupling per length. 


x 


Time of delivery must be stated. 


Time of delivery together with price 
will be given due consideration in 
award of ‘contract. 


The Board of Light, Gas & Water 
Commissioners reserves the right to re- 
ect a or all bids, to waive any in- 
ormalities: in the bids, or to award 
contract to whomsoever it may elect. 


' Address proposals to the Memphis 
Light, Gas & Water Division, 179 Madi- 
son Avenue, Memphis, Tennessee. 
Mark: “Bid on Galvanized Rigid 
Conduit.” 
MEMPHIS LIGHT, GAS & 
. WATER DIVISION 


Cc. B. Quinn, Assistant Director 


Purchases, Stores & Supplies. 
Order No. 50160. 
Dec. 27, 1957, Jan. 6, 7, 8, 1958—25c. 786 










ADMINISTERED PRICES 7677 


Cnidict 


~ Eledtiic S~) Suppliow. One 


WHOLESALE ELECTRIC SUPPLIES 
PHONE JA 5-0443  MEMPHIS.TENNESSEE 232 NORTH FRONT ST. P.O. BOX nd? 
sun 












/ wd ee hl 


hu ff? “; ” 7? 
ie C- 2? 
' Memphis Light, Gas and Water Division QUOTATION Date—__ January 9, 1958 _ 


P. 0. Box 388 
Memphis, Tennessee 


Correspondence Pertaining to this 
Quotation Please Reter to it by thls : _No. te? 

















BIO ON GALVANIZED RIGID CONDUIT 
25,000 ft. 1s" galvanized, rigid conduit in 10 ft. lengths with 


one galvanized coupling per length, as manufactured by 
the Steelduct Company. 












a galvanized, rigid conduit in 10 ft. lengths with 
one galvanized coupling per length, as manufactured by 
the Steelduct Company. 59.75 Ct 









ALTER! ATE: 



















1g" Dualcote, rigid conduit in 10 ft. lengths with 
one Dualcote coupling per tength, as manufactured by 
Walker of Conshohocken, } 









2" Dualcote, rigid conduit in'lO ft. lengths with 
one Dualcote coupling per length, as manufactured by 
Walker of Conshohocken, 


Note: Alternate conduit is sherardized and then painted 
| with acid-resistant paint. 


These prices are based on shipping a minimum car load 
of 70,000 Ibs. 


Terms: 2 10 days 
Delivery: Factory stock 
F.0.B. Memphis 


This quotation reflects current prices and all orders 
are subject to price in effect at time of shipment. 





Enclosure ELECTRIC SUPPLIERS, INC. 


a4 
ay whales shall 







ADMINISTERED PRICES 


WB DevisElecttic Supply Co. 


o———<£WHOLESALE DISTRIBUTORS 3—— 


655-061 JEFFERSON AVE. PHONE 06-1275, 68-1276. 68-1277 MEMPHIS, TENNESSEE 
ELECTRICAL SUPPLIES and LIGHTING EQUIPMENT 
Our Service Built Our Business 


SERVING MID-SOUTH SINCE 1922 


—_, Tennessee 
ane 9, 195 


Memphis Light, Gas & Water Div. 
179 Madison Avenue 
Memphis, Tennessee 
"GALVANIZED RIGID CONDUIT" 


Gentlemen: 
We are pleased to quote you on the following; 
25,000 Ft. 1#" galvanized, rigid oonduit in 
10' lengths with one galvenized 
coupling per length $44.73C 
3.000' 2" Galvanized rigid conduit in 
10° lengtgs with one galvanized 
coupling per length. $59.750 


The above is Manufactured by National Electrio Prod. Corp. 
and delivery two to four weeks, 


Carload price is F.C.B Car Memphis. Terms: 2% 
Price in effect at time of shipment. 


Yours very truly, 


O23; a2 yeom SUPPLY CQIPANY, INC 
ae U5. ly Se. 


Pres. 
W. B. Davis, Jr, 


REFRIGERATORS, RADIOS, WA 
NGES AND OIL BURNING HE 


8 
A 





ADMINISTERED PRICES 


wasco s0873-57 _ 


@ Westinghouse @ 


ELECTRIC SUPPLY COMPANY 


paroanuary 9,1958 


Mr. C. B. Quinn, Assistant Director 
. Purchases, Stores & Supplies 


TO:— . Memphis Light, Gas & Water Division WHEN ORDERING \, QUOTATION 
. 179 Madison Avenue PLEASE REFER TO No 58-2011 
| Memphis 1, Tennessee ai ae 


WE THANK YOU FOR YOUR REQUEST OF December 27, 1957 AND WE ARE SUBMITTING THE FOLLOWING QUOTATION: 


DESCRIPTION | 


Ft. 14" galvanized, rigid conduit in 10 ft. 
lengths with one galvanized coupling per length. | $4.73 crt 


Ft. 2" galvanized, rigid conduit in 10 ft. 
lengths with one galvanized coupling per length. | $59.75 CFT 


PRICE IN EFFECT AT TIME OF SHIPMENT 
DELIVERY: Factory Stock, 














SUBJECT TO THE STANDARD CONDITIONS PRINTED ON THE REVERSE SIDE OF THIS FORM AND wHich ARE A PART HEREOF. 


WE ARE LOOKING FORWARD TO RECEIVING YOUR ORDER, AND CAN ASSURE YOU OF PROMPT SERVICE. 


WESTINGHOUSE TR! PURRLY COMER 
FO®8 cars, Memphis, Tennessee f f . 
PeR_ - 7 2 — 


R. L. Peck, gales Assistant 





ADMINISTERED PRICES 


PORM JC-107-A1 


sats GENERAL @@ ELECTRIC a 
SUPPLY COMPANY Memphis, seit 


A DIVISION OF GENERAL ELECTRIC eee CORPORATION 
500 SOUTH FRONT ST. — P. O. BOX 2830 — MEMPHIS 2, TENN. 
TELEPHONE NO. 5 aA 0351 


WHEN ORDERING, PLEASE 
REFER TO QUOTATION ee 


> 


paTep_January 9, 1958 


Memphis Light, Gas and Water Division 
179 Madison Avenue 
Memphis, Tennessee 


[| ATTENTION: Mr. C. B. Quinn i 


WE THANK YOU FOR YOUR INQUIRY AND ARE PLEASED TO QuOTE as FOLLOWS: 


QUANTITY DESCRIPTION ie DELIVERY | UNIT PRICE 
MATERIAL AS MFG. BY GENERAL ELECTHIC COMP, 


1 1/2" galvanized, rigid conduit in 10 ft. 
lengths with one galvanized coupling per 


length. 44.73 C ft. 


2" galvanized, rigid conduit in 10 ft. 
lengths with one galvanized coupling per 


length. 59-75 C Fte 
Terms: 2% 10th prox. 


Del.: 1 week after receipt of order at 
factory. 


Trans.: F.O.B. Memphis, nearest rail siding 


If we are favored with your order, it is 
understood that billing will be at prices 
in effect at time of shipment. 


=— EE eee — 
ALL AGREEMENTS ARE MADE CONTINGENT UPOM DELAY® BEYOND OUR CONTROL: 


QUOTATION 18 SUBJECT TO CHANGE WITHOUT NOTICE UNLESS 
OTHERWISE STATED, AND ALL ORDERS ARE SUBJECT TO ACCEPTANCE. 


THE AMOUNT OF ANY PRESENT OF FUTURE GALES, REVENUE, EXCISE OR OTHER TAK APPLICABLE TO THE MERCHANDISE COVERED BY THIS QUOTA 
TION, OR TO THE GALE OF USE THEREOF, SHALL BE ADDED TO THE PURCHASE PRICE AND SHALL BE PAID BY THE PURCHASER 


WE HOPE THAT WE SHALL BE FAVORED WITH YOUR ORDER, AND ASSURE YOU OF PROMPT ATTENTION. 


) 
YOURS TRULY, ' 


tetany rd Suen v 


GALES DEPARTMENT 


(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING) 





| UNLESS 


s QuOTA 


 55-€ (6-57) 


ADMINISTERED PRICES 


QUOTATION 


Gray baR 


ELECTRIC Zou INC. 
1474 LAMAR AVENUE 


MEMPHIS 4, TENNESSEE 
January 8, 1958 


Memphis Light, Gas and Water Division PLEASE MENTION 
179 Madison 
Memphis, Tenn. 


Attn: Mr. C. B, Quinn 


Bid on Galvanized Rigid Conduit, Bue 1/9/58 


change in shipou 
Seiler to 


We take pleasure in quoting as follows: 
Manufactured by Triangle Conduit & Cable Co,: 


1. 25,000 - Ft, 14" galvanized, rigid conduit 
in 10 ft. lengths with one galvanized coupling per length 44.73 C 


2. 3,000 - Ft, 2" galvanized, rigid conduit in 10 ft. lengths 
with one galvanized coupling per length 59.75 C 


Terms: 2% 

FOB: Cars Memphis, Tenn, 

Del: Two weeks 

Prices: In effect at time of shipment 


We hope we shall be favored with your order and assure you of prompt 
attention, 


Yours 5. > 


| F Tans F, Branson os 


f 


/ @aotation Clerk 





ADMINISTERED PRICES 


¢ 7 
tL € SALMON . WwW. A. WREN 
PRESIDENT Executive ViCe-PREesiOENT d 


Valley alle No. M ee ” 
~ Zanniaae 24 = 9089 
SALE RIEL SE ay QUOTATION 


mA PAN 
MEMPHIS, omeasene Prices quoted are for acceptance within_____ 





foMemphis Light, Gas & Water Division pate January 9, 1958 


AddresA79 Madison, Memphis, Tennessee Reference:"Bid on Galvanized Rigid Conduit" 


CARS Memphis, Tennessee 


We are pleased to quote you as follows, F.O.B. 


SPANG-CHALFANT 


25,000 Ft. 14" Galvanized, rigid conduit in 10 ft. 
lengths with one galvanized coupling per 
length, 44.73 c! 
2" Galvanized, rigid conduit in 10 ft. 


lengths with one galvanized coupling per 
length, 59.75 c? 


DELIVERY: Factory stock 
TERMS; 2% 


Prices will be those in effect on day of shipment, 


This quotation ts for seceptance as noted above and subject to the terms and conditions shown on the reverse side of thie sheet. 


TENNESSEE VALLEY ELECTRIC SUPPLY CQ, 


he ee Atlrete 


7rown L, SALMON 





ADMINISTERED PRICES 


& SALMON W. A. WREN 
- PRESIDENT Executive Vice.PRESIOENT 


2u by)?! 
d- 


ae, 


,, Vg Payy No. M 9088 
(z ge PIAE Toca 
OSELEC OF; ef SEF of QUOTATION 


LIN 7 Nw 4 
MmaPAN Y 
MEMPHIS. TENNESSEE Prices quoted are for acceptance within___ 


To Memphis Light, Gas & Water Division”*e January 8, 1958 


Addr Reference ; 


®S 179 Madison, Memphis, Tennessee “Bid on Galvani 


We are pleased to quote you as follows, F.0.B.. _CARS Memphis, Tennessee 
PITTSBURG STANDARD CONDUIT 


25,000 Ft. 14" galvanized, rigid conduit in 10 ft, 
lengths with one galvanized coupling per 
length. 44.73 c! 


3,000 Ft, 2" galvanized, rigid conduit in 10 ft, 


lengths with one galvanized coupling per 
length, 59.75 c! 


DELIVERY: Factory stock 
TERMS; 2% 


Prices will be those in effect on day of shipment, 


Thin quotation ts for ueceptance as noted above and subject to the terms and conditions shown on the reverse side of this sheet. 


TENNESSE i) VAL Dp LECTRIC SUPPLY CO. 


‘ JOHN L, SALMON 





ADMINISTERED PRICES 


223-229 SOUTH FRONT STREET 


QUOTATION —THE RIECHMAN-CROSBY CO. ,,.. yo? 


POST OFFICE BOX 173 


MEMPHIS 1, TENN. 
LOCAL PHONE JA 5.2461 


Memphis Light, Gas & Water Division 


Date_ 279-58 


Memphis, Tenn. 


’* tion Mr___©+ Be Quinn Re: Inquiry___OP4er_4o. 50160 


Gentlemen: B * : 
We are pleased to quote the following prices POR “ee 


. jon te ub) . ich ‘ 
iol QUANTITY | UNIT DESCRIPTION ORLIVERY DATE 
1 1/2" galv. rigid conduit in 10 ft. length : = 
~Twith one galv. coupling per length —~ | EATS . cman Factory Stock 


__|2" galv. rigid contuit in 10 ft. lengths _ 
with one galv. eoupling per Tength 


rices in effect at time of shipment will p 


liers: Youngstown Sheet & Tube Co. 


Gassecters tone or — ah ania 
Yours truly, 
THE RIECHMAN.CROSBY CO. 
MR/eJ 


ByS\ Wy) CS Nd 


Flectrical 





PURCHASES OF PRODUCTS 
IN EXCESS OF $10,000 


July 1, 1956 - June 30, 1959 


NASHVILLE ELECTRIC SERVICE 


Nashville, Tennessee 








7686 ADMINISTERED PRICES 


UNITED STAT&S SikaTé, 
Camdittee on the Judiciary 
Subsemmdttes on Antitrust and Honopoly 
daly 17, 1959 


Mee Leonard Sisk 

General j.anager 

Naghvilie Llectric Service 
Nashville, Tennessee 


Dear Yr. -isks 


ihe ‘enate Antitrust ani }onopely -vicamittes expects 
to hold hearings in te nut two distent futur: on the probdlee 
ef identieal bidding on ;urchases by iyencies of municipal, 
‘gtate ami federal :overments. 


I should qjreciate your couperation in furnishing toe 
me to be used in connection with these heurings cy, les of ree 
quests, Lids received, ani an abstract of such Lids on products 
purchased by your toard ao dupartment within the past three 
years, in whieh matched bids were received, 


Yow kindness in the above matter will be very }-elpful 
to the subcumittes in ite werk on this subject. 


udneerely, 
(signed) stes Kefauver 


betes tefauver , 
Chairman 


ADMINISTERED PRICES 


August 19, 1959 


Senatar Sstes Kefauver 
The United States Senate 
Washington, D. Ce 


Dear Senator Kefauvers 


As requested in your letter of July 17, 1959, to Mr. Sisk who 
is on vacation, we are enclosing herewith information relating to 
our purchases for the three year period July 1, 1956, through 
June 30, 1959, During this period we issued a total of approximately 
42,000 purchase orders invol approximately 107,000 items and 
in an amount of approximately 1) 1/2 million dollers, In ow 
operation we do not ncrmally have sealed bids but rather request 
quotations from various manufacturers and suppliers, 


fl Considering the great amount of detail that would be involved 
in analysing 2il of these purchases, we thought probably for your 
purposes it would be satisfactory for us to send you information on 
all purchases of products in excess of $10,000. Under our Charter, / 


purchaseg of any item in excess of $10,000 must be approved by our * 
Board. ; 


We have analysed this yroup of purchases and are submitting 
infarmation on them under four general classifications. 


Group As These represent cuotations where the prices quoted 
were the same for on item or items to meet or in accordance 
with ow specifications, but where the quoted delivery dates 
and pricing policy were not always the same, 


Qr Bs These represent quotations where the prices quoted 
were all the same for more or less standard items where we 
did not furnish specifications, but where the quoted delivery 
dates and pricing policy were not always the same. 


Cs: These represent quotations where the prices quoted 
were not all the same for the same item or where only one 
quotation was received and where the quoted delivery dates 
and pricing policy were not always the same. 





ADMINISTERED PRICES 


Senator Estes Kefauver, The United States Senate, Washington D. C. 
Page 23 


Jas! These represent purchases made direct from various 

m acturers and suppliers and others and on which quotations 
were not requested. These in general cover more or less standard 
items such as distribution transformers, meters, and cable often 
bought in quantity to take advantage of an imminent price rise 
and also items of a special nature. 


summarized, the purchases of products in excess of $10,000 are as follows: 


Number Number 
rurcnane Tten.s 
sroup Orders Involved Anount 
A 
E 
c 
D 


18 20 $ 563,318.00 
9 2h 186,679 9h 
90 380 4g 093, 205023 


L2 175 1,059, 808.12 
$59903,012.29 
Information Furnished Herewith : 


i. Summary of quotations for items in Groups A, B, and C = the 
sheets being nuubered for reference purposes. 


2e Sample Inquiry Form which we use in asking for quotations, 
In most instances the supplicr campletes this form at the 
bottom of the sheet. However, in mony crises the cuoctations 
are given by supplier by letter, 


3e Photostat of one of the canpleted Inquiry Forms we have received. 


Additional Future Inf-rmation 


Rather than try to make the hundreds of photostatic copies which 
could be required to show all of the price requests made and quotations 
received, we thought it might meet with your approval and greatly 
simjify the amount of detail to be handled by us both if you could 
have your staff look ower the information supplied herewith, and advise 
us the Group and sheet number of thos. on which you would like to have 
more complete details and then let us furnish photostatic copies of 
same which we could do quite pranptly,. 





ADMINISTERED PRICES 


Senator Estes Kefauver, The United states Senate, Washington, D. C, 


Fage 3 
Trusting the information furnished is that desired and that 


our suggestion for supplying additional information meets with your 
approval, I am, 


Very truly yours, 


: u ver iy” 
Je He Tipton 
Asst. General hianuger 


JT / ju 
Attachments 


55621 O-—-60—pt. 13 64 








7690 ADMINISTERED PRICES 


SUMMARY OF QUOTATIONS RECEIVED 


Group A 


These represent quotations where the prices 
quoted were all the same for an item or items to 
meet or in accordance with our specifications, 
but where the ouoted delivery dates and pricing 
policy were not always the same. 
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SUMMARY OF QUOTATIONS 
8,000 Ft. = 3/C #2 Paper Insulated Lead Covered Cable 
Di 


Simplex Wire & Cable Company 


General Electric Co. 
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SUMMARY OF QUOTATIONS RECEIVED 


Group B 
These represent quotations where the prices 
| quoted were all the same for more or less stand- 


ard items where we did not furnish specifications 
| but where the quoted delivery dates and pricing 
policy were not always the same. 
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7710 ADMINISTERED PRICES 


SUMMARY OF QUOTATIONS RECEIVED 


Group C 


These represent quotations where the prices 
quoted were not all the same for the same item or 
where only one quotation was received and where 
the quoted delivery dates and pricing policy were 
not always the same. 
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SUPPLIER 
Westinghouse Electric Corp. 1 
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69 KV 1200 Amp. $30,000.00 § 30,000.00 7 Months 


1 
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General Electric Company 
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45,330.00 7 Months 


23 KV 1200 Amp. 15,110.00 


i; 
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41,125.00 


14.4 EV 3000 Amp. 21,500.00 
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ELECTRIC POWER BOARD OF THE CITY OF NASHVILLE 
CHURCH STREET AT 13TH AVENUE 


NASHVILLE, TENNESSEE 
» Airy No. 
Please quote hereon your lowest net price on the fi material to be delivered f.o.b. cars at Nashville, 
Tennessee, and state by what date jor or drayage or for 


| QUOTATIONS MUST BE SUBMITTED PROMPTLY. 
Please return this sheet whether you quote a price or not. 


THIS IS NOT AN ORDER tune MVE arryes PURCHASING AGENT 
ORBCRIPTION 
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We will furnish above in____days from receipt of order at prices specified. 
(Sign Here) 
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POWER BOARD OF THE CITY OF NASHVILLE 


NASHVILLE, TENNESSEE 
dane 29, 1956 


Mid-Velley Salles * Service “o. 
11717 @ Ath Averme, South 


price on the following material to be delivered f.o.b. cars at Nashville, 
can make delivery. No charge for package, or drayage or for any other 
en ene eee Oe ee The right is reserved to accept or reject 
* 
QUOTATIONS MUST BE SUBMITTED PROMPTLY. wot later than Friday, July 6, 1956. 
Piease retura this sheet whether you quote a price or not. 
H. G. Peebles 
PURCHABING AGRE 


«795,000 CH Bare ACER 36 strands Aluximm 1 strani Steel 
om standard reels. (Coot) 


Las. 336,00 OM Bare ACSR 18 strands Alwdmm 1 strend Steel 


90,000 
p dT S58 soy yer [Om Standard Feels. (Hori in) 


Plans 
' {rot Lee. 1/0 Bare ACER 6 strands Aluxinum 1 strand Stee) on 
stendard reels. (Penguin) 


4S,000 bbe. #1/0 Bare ACSR 6 strands aluaimm 1 strand Stoel on 
32.9/1F, 50 otenturd reels. (Raven) 


1% 32,308.35 
Please quote firm price. Price Firm 


For delivery as follows: 1/2 = August 15th, 1956 
V2 = Qptober 15th, 1956 


Standard terms and Conditions apply to reels of 
items 1 and 2; will ship items 3 and 4 on no 
charge - non returnable reels. 
Vw Baene ye wee 
vite 8 oe 


Nes to teaer™ wen 
ue 


¥.0.B. NASHVILLE 


agenpeaererane Aft erry I : 
enon die Lenin 
35621. 5780x S 2 is 
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City OF HOPKINSVILLE 
KENTUCKY 
Executive Orrices 





F. ERNEST LACKEY 
Mayor 





July 14, 1959. 






Hon. Estes Kefauver, 
United States Senate, 
Washinzton, D.C. 


Dear Senator Kefauver: 













As requested by Senator John S. Cooper, I am forwarding to you for use 
by your committee the attached summary of invitations to bid and the re- 
sultant bid prices on transformers purchased by our local Electric Plant 
Board during the years 1957, 1958 and 1959. 






As you can see, we specified General Electric transformers until I be- 
came a member of the Board and started questioning the practice of speci- 
fying one transformer for which we had invariably secured one bid. Award 
was always made to the parent company at the request of the superinten- 
dent who had advised the Board that General Electric Company gave good 
delivery service on their product during times of difficulty in secur- 
ing delivery. 













In October of 1958 we again specified General Electric and got identical 
bids. Wa eee pee as indicated for an open bid and still all the 
companies |¢ cept @ néw comer to the field, Precision, who cut a bit from 
the price. 


We did not buy the Precision for it had not been field proven in our op- 
inion. The bid went to the local dealer, Area Supply Company. 





In February the bids again were practically exact and in this instance 
bid was awarded by a toss of a coin. 


We have been told the Robinson-Patman Act is responsible for this con- 
dition; that General Electric sets the price and then competitors come 
to it. 





If such is the case then something should be done to restore competi- 
tive bidding, or the necessity for advertising and securing bids be 
removed from the books. 
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Hea. Bstes Kefauver, u 
United States Senate, July lk, 1959. ¥ 
Washington, D. C. I 
. ] 

ms 

We feel a little idietic going through this set routine each ’ 
time we need transformers. Anything your committee can de os 
will be and if we can be of further assistance, @ 
% 
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Bide Om Trensformers - Reeeived By 
Electric Plant Beard, Hopkinsville, Kentucky 


Mex 2257 


Genewal Electric Supply Ce. pena 7,552.50 

Qreyver Klectrie Ce. General Electric 7,553.50 

Mor 1957 

ne Phase Substation Trensfermers, sise 33) KVA, with primery 
|» and secondary veltage of ef h00/ki60r. . 


Invitetions to bid specified General Electric Trensforners. 
Purehase awarded te General Electric Company, Leuleville, Kentucky. 
Mde reesived as fellows: 


Gompany Bidding nine of Trams year sSpRAD 39 
General Blectrie Co, General Electric ® 9,064.68 
Gavhar Restrie So, General Electric 9,08k,68 

tnrize Mhaorte Oo. as General Kleetris proms 68 

line Material Ge, Line Material 9,08h 68 
December 1957 wo 

Twenty (20) Single Phase Distribution Transformers renging in size from 10 IVA 


te 100 KVA , with primary veltage ef 7200/18h70T and sccendary voltage of 120/2h0. 
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wor 178 
31) Single Phase 
voltage 
primary veltage ef 7200/12470%, All 


Invitations te bid specified Generel Electric Trensforners. 
Purchase awarded to General Electric Osmpany, Louisville, Kentucky. 


















ADMINISTERED PRICES 





_Seteber 1958 
(28 Se ae Fenging in cise fren 

10 EVA te 100 Fi , ten with val and eighteen with 

primary voltage TRoo/ARhTOr. secnnany sentegs of ING/Eie 

ort bid specified Conventional, Pele DMstribution 

Sransfumaiea” to cortenn te Lnvect HALEN Stendesdes we 

Purchase avarded to Area Supply Company, Hepkinsville, Kentucky. 


= 
é 






General Electric Ce, General Electric "9 10,063.00 

Area a oom ou 20,063.00 18 cash dise. 

Relves Belson do. Pennsylvania 1D, seoehoe 

Kuhinen Electrics Co. Kehlean ‘ 

Weatinghouss Klee. Supply Go, Westinghouse “© eae comet. 

Malesey Electric Ce. Malensy o 4 

Cayee Mill Supply Co. Precision gash dise, 
Allis-Chalmers wad saan 


3 


sty 7) tage Pe Bantam ing in aise trek S'xt 
with prinaty voltage of TROO/BLTOE. Ail ensendary eine. 
* Invitations ‘to bid sain Mencia. Distribetion 
eS ite emanate . 


Perehace erred te Ard Pp enemy, pris, tentudy 


iL 


General Rlestwis {. . Generel 
Cayes M12) Ce. saveaT00 1S cash diss 
Line Material Co. 28,827.00 ‘ 


a 
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B. oe Cana tame dee tions edo 
a six (6) months period, as authorised by the purcheser, 


The Outdoor Couventional, Pole Type, Distribution Transformers Shall 
Conform fo The Latest ERI-NEMA Standards, 


6 Sise 15 KVA, Sico/infct-280/ ti Nels, Stasis Phase, 60 Cycle, Catdoss, 
» Distribution Transformers, 
fined aeeele Transformers shall conform to the 
Standards 


Sise 2 KVA, Baranya Voit, frensforvers, Otherwise seme 
es item one above ° 


Sise mt KVA, 2h00/,160F-120/2h0 Volt, Trensformers. Otherwise seme 


By Sep ne Volt, Transformers, Otherwise save 


KVA 
4 one above 


KVA, 2400/U160T~-120/2h0 Volt, Seiitermere. Otherwise same 
x one above. 


‘S4se 100 KVA, 2,00/4160¥-120/2h0 Voit, Transformers. Otherwise same 
item one above, 


5 KVA, 7200/12h70%=120/2h0 Volt, Single Phese, 6 Oyole, Outdoor, 
o File Sa, Siottiies Seemamanty BM tee Mich wee 
" Staet EEA Standards : ee ae 


° epenqe-amefae Vols, Trensformers, Otherwise same 
* Teso/asiqee-ana/te Volt, Transformers, Otherwise seme 


25 KVA, eae Volt, Trensformers, Otherwise sane 
seven above. 


37h KVA, 7200/12h70%-120/2h0 Volt, Trensformers. Otherwise same 
tem above, , 


ane Volt, Transformers, Otherwise same 


70%~120/2h0 Volt, Trensformers, Otherwise seme 
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Quotation Kindly State Manufacturer Of frensformers To Be 
Delivery Date. 


All Bids should be enclosed in sealed envelopes. Please nerk envelope 
containing bid °SRALED BID-TRANEFURMERS", 
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STATEMENT BY J. C. MOLLER, JR. 
PRESIDENT, BOARD OF WATER & POWER COMMISSIONERS, 
CITY OF LOS ANGELES, 
AT CITY COUNCIL HEARING, MARCH 3, 1959 
Members of the City Council and citizens of Los Angeles. 

I appreciate the privilege of appearing before. you today to discuss the award 
by the Board of Water and Power Commissioners of a contract for two turbine genera- 
tors to be installed at the Haynes Steam Plant. The award was made by this Board 
on February 24 to the Brown Boveri Corporation of Switzerland. That corporation 
offered to furnish the two generators for a total jet of $9,260,800. A total of 
three tapitete tee four foreign firms bid on this business. The lowest American 
bid of $14,757, 930 was submitted by the General Electric Company. 

Speaking as a private citizen, I want to make it clear that I would bend over 
backward to buy American-made products in the interests of advancing the American 
economy. I say this even though I recognize that under modern conditions there 
must be international trade and that we cannot shut our doors to foreign-made mer- 
chandise and still expect to sell to foreign countries. 

However, speaking as a public officer and as President of the City's Board 
of Water and Power Commissioners, I have no choice except to vote as. I did. The 
Los Angeles City Charter, in Section 386, very properly requires that all purchases 
made by the City and its vente tupdithene must go to the lowest and best respon- 
sible bidder. The Brown Boveri Corporation was the low bidder by $5,497,130 and 
it is a responsible organization, fully qualified to deliver generators that will 
perform as specified. 

Whatever our personal views may be on foreign trade, we can't overlook the 
fact that Los Angeles and Southern California depend, for an important part of our 


local business and employment, on sales we make to other countries. The aircraft 


industry is a good example. On March 7 the local press carried news stories 


announcing that West Germany had placed orders for $357,000,000 of Lockheed fighter 
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planes. Some of them. are to be made here and the others will be made under a 
licensing agreement in German factories. We are concerned here today about a 
$9,260,800 order to a Swiss firm for machinery that is not made locally by any 
manufacturer. Douglas Aircraft, which does give employment here, has received a 
$15,000,000 order to supply 3 DC-8 commercial transports to the Swiss Air line. 
At present, total volume of orders from foreign countries for Douglas planes is 
$200, 000,000.. 

The Board of Water and Power Commissioners has a responsibility not only to 
live up to the City Charter, but also to act in the best interests of the people 
of Los Angeles in maintaining low electric rates. This we have done. The savings 
of more than $5,000,000 are important to every user of electricity and will help 
hold the line on costs of service. 

If anyone can show me how we can legally award to an American bidder and how 
the difference of $5 million can be made up in some other way, I--for one--would 
welcome such information. 

So that the members of the City Council and others present may better undet- 
stand what is involved in these contracts, I am going to ask Wm. S. Peterson, 
General Manager and Chief Engineer of the Department of Water and Power, to review 
the recent history of the Department 's power generation program. 


Mr. Peterson. 
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STATEMENT BY WM. S. PETERSON, GENERAL MANAGER & CHIEF ENGINEER, 
LOS ANGELES DEPARTMENT OF WATER & POWER, 
AT CITY COUNCIL HEARING, MARCH 3, 1959 

The Department of Water and Power secures electricity for its customers from 
hydro-electric plants, such as Hoover Dam power plant, and from steam generating 
plants. Approximately 25% of the city's electrical needs are met by hydro plants. 
The major source of supply, about 75%, comes from the four steam plants operated 
by the Department. There are 12 main turbine generator units in operation in those 
plants and a thirteenth one is being installed now at_the Scattergood plant. 

The discussion today concerns two turbine generator units we plan to install 
in the new Haynes plant for which we have purchased a site east of Long Beach, 
fronting on the San Gabriel River. To fully understand the problems relating to 
the two Haynes units, I would like to review the Department's recent purchasing 


history. 


i In May of last year we opened bids for the two generator units for the Haynes 


steam plant and we were shocked to find that they showed a 69% price increase in 
cost pet kilowatt of capacity over the generators then being installed at 
Scattergood steam plant. This was true despite the fact that the capacity per unit 
was larger and should have given relatively lower costs per kilowatt than a smaller 
sized turbo generator. Bids at that time were received only from American manu- 
facturers. We were told that foreign biddets were unable to bid for a variety of 
reasons, including lack of necessary time to prepare their engineering designs 

and estimates. 

While we were considering the problem raised by these high bids, we were 
successful in making a lease arrangement with the Southern California Edison Company 
for a part of their generating capacity, which enables us to postpone by one year 
the required delivery date for the Haynes plant generators. Also we had been 
informed by the American manufacturers that some of the design features specified 


had contributed to the higher cost. 









ny 
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Seeking to save money for the Department and the ratepayers of the City, we 








re-advertised for bids. Under the changed specifications and with the additional 















time available, we received bids from three American and four foreign manufacturers. 
Mr. Moller has told you the results of those bids and the action taken by our Board 
to secure the benefit of a saving of approximately $54 million... over the expected 
28-year life of the equipment, American-made machines wuld cost about $28 million 
more to operate, about four times the amount per elatens per year as advertised by 
the General Electric Co. 

In analyzing the various bids, our engineers made a review of the cost per 
kilowatt of the turbine generator installations that have been made on our system 
sinog/ 1951. At that time the cost per kilowatt of @ 156,000 kilowatt unit was 
$21.60. It was installed in our Valley steam plant. Another unit at the same plant, 
installed in 1953, had a per kilowatt cost of $24.90. In 1955 a unit to be in- 
stalled at our Scattergood steam plant had a per kilowatt cost of $24.80. That 


a 


unit went into service last December. - A second unit is being installed now at 







the same bid price -- $24,80 per kilowatt. 









To illustrate the sharp increase in the bid price for the two units to be 
installed at the Haynes plant, the General Electric offer was $36.89 per kilowace.! 
That is an increase of 48% over the prices bid for the newest Suen units. I 
know of no other commodity that has increased so much in so short a time. The 


bids rejected a few months ago were in excess of $41.00 per kilowatt. 








As a further point of reference in comparing the figures I have ‘just recited, 
the Brown Boveri bid for the Haynes units is $23.15 per kilowatt. That is a little 
less than the price of the unit installed at the Valley steam plant in 1953. 


In all of the foregoing discussion, I have referred only to original bid 





prices. 





General Electric, in its bids on the two Scattergood units, included a 








Price escalation clause of 20% and has exercised it, which means that the prices 





they quoted have been raised by an additional 20%. Im the case of the contracts we 
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«$e 
are discussing today, the Brown Boveri bid is firm and not subject to increase. 

The new General Electric bid includes a price escalation aun of 30% for the first 
unit and 40% for the second unit which, if exercised, would make an additional 
difference slightly in excess of $5,000,000 so that with the $54 million mentioned 
above, the total difference might be in excess of $104 million, making their bid 
more than double that of Brown Boveri. 

In opposing the award of a contract to the low bidder, the General Electric 
Company has raised the question of the effect on national security of installing 
foreign-made equipment in this important center of military production. The 
Department of Water and Power is as concerned as any agency with reliability of 
service to all of its customers. We have thoroughly investigated the Brown Boveri 
Corporation and we are confident that it can produce a quality product. Further- 


more, we are confident that through its facilities and contractual arrangements in 


this country and Canada it can maintain and service its equipment, if necessary. 


In the 35 years that Brown Boveri has been doing business in the U.S., it 
has never had to return any generator or other major equipment to its main 
manufacturing plant in Switzerland. . 4 if 

Questions have been raised in large advertisements as to the probably relia- 
bility of service in the event of war. Through the use of Department shops and the 
facilities available to Brown Boveri on this continent, repairs during war activity 
can be made promptly. In that connection, it should be of interest to everyone to 
know that the last time Switzerland was involved in war one in 1798 -- 160 years ago. 

Although the Los Angeles City Charter makes no provision for favoritism in 
purchases according to the country where goods are manufactured, the economic 
policies involved have national and international repercussions. Ih that connection 
I would like to read excerpts from editorials that appeared in two Los Angeles 


newspapers. 





Oe 
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The Mirror-News on February 26 carried an editorial on this subject which 
included the following statement: “At his press conference President Eisenhower 
urged paring production costs to meet friendly guveten competition and strongly 
counseled against protectionism. Most international experts agree with him." 

. The Herald & Express on February 26 made the following editorial comment: 
"Vice President Richard Nixon on his recent visit in Los Angeles said gravely that 
the inflation caused by spiraling wages and prices threatens to force us out of 
the world market, and already has forced us out of several European markets. And 
yet, in this instance of the Los Angeles generators, inflation has priced our own 
United States firms out of the United States markets. The people, the communities, 
the industries of the United States should be encouraged to ‘Buy American’ as 
much as possible in these critical times, but the prices of American goods must be 
brought down to practical levels where they can afford to buy them." 

This Department recognizes its responsibility to the citizens of Los Angeles 
to provide dependable electric service at low rates and to operate under the terms 
of the City Charter. For all of those reasons, our Board bas awarded a contract for 
two generators to the Brown Boveri Corporation of Switzerland. The growth of the 
city is such and the increased need for electric service such that there is no 
more than the required time available to have the first unit in operation at the 
Haynes steam plant in the fall of 1962. The second unit is scheduled for installa- 
tion in the fall of 1963. If this contract is approved prompt!y, we can assure 
members of the City Council and the citizens of Los Angeles that they can continue 


to have electric service as usual. We therefore urge that the City Council approve 


the contract. 


x 





